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PREFACE. 


The  works  of  Mr.  Henry  Law  and  Mr.  George  R. 
Bnmell  on  Civil  Engineering,  and  specially  on  Hy- 
draidic  Engineering,  first  published  about  thirty  years 
go,  have  enjoyed  an  enduring  reputation.  But  many 
anges,  and  many  advances,  have  been  made  in  the 
interval,  if  not  so  much  in  the  principles,  certainly  in 

fthe  practical  development,  of  Works  of  Engineering ; 

Sand  the  publishers  have  been  induced  to  submit  to  me 

^those  treatises  for   revision,  with  instructions,  at  the 
same  time,  to  expand  and  to  supplement  them  with 

tHna^terial    embracing    the    most    modem    practice    of 

Engineers. 

J^  The  range  of  Civil  Engineering  practice  is  indi- 
cated by  the  Synopsis  of  the  Science  of  Civil  Engi- 
neering, contained  in  the  opening  chapter  of  Mr.  Law's 
Work ;  and,  though  Civil  Engineers  are  supposed  to 
be  required  to  know  everything  comprised  in  that  ex- 
haustive analysis,  he  wisely  circumscribed  his  work  by 
confining  his  attention,  for  the  most  part,  to  what  are 
specifically  known  as  Works  of  Construction.  He 
introduced,  it  is  true,  an  exceptionally  detailed  account 
of  the  locomotive  engine.  Mr.  Bumell,  again,  elabo- 
rated the  scientific  elements  of  hydraulic  engineering 
in  Chapters  on  Water  and  Air,  at  rest  and  in  motion, 
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INTRODUCTION. 
ELEMENTARY  PRINCIPLES  AND  CONSTRUCTION. 
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CHAPTER  I. 

THE  BUSINESS  OF  THE  CIVIL  ENGINEER. 

The  office  of  the  Civil  Engineer  consists  in  the  designing, 
arrangement,  and  construction  of  all  works,  structures,  or 
machines  which  require  the  immediate  superintendence  of  a 
person  acquamted  with  the  principles  and  practice  of  con- 
struction. 

Civil  Engineering  is  one  of  those  branches  of  knowledge 
which  properly  take  their  places  both  amongst  the  sciences 
and  the  arts ;  for  a  science  consists  of  a  collection  of  general 
principles  or  truths  relating  to  any  particular  subject,  while 
an  art  is  the  application  of  those  principles  to  practice,  for 
the  purpose  of  effecting  some  particular  object.  The  Science 
of  Civil  Engineering,  then,  informs  us  of  the  general  prin- 
ciples of  mechanics  and  construction,  and  teaches  us  in  what 
way  to  ascertain  the  strains  to  which  every  part  of  a  struc- 
ture will  be  exposed,  and  of  the  dimensions  and  proportions 
which  should  be  given  to  each,  in  order  that  they  may  be 
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able  to  snstftin  such  strains  without  injury.  And  the  Art  of 
GivO  Engineering  consists  in  the  application  of  these  princi- 
ples to  the  actual  construction  of  various  works,  and  their 
judicious  use  and  modification  to  meet  the  several  contin- 
gencies which  arise  in  practice. 

The  duty  of  the  Civil  Engineer,  embracing,  as  it  does, 
almost  every  kind  of  construction,  requires  a  very  extensive 
and  general  acquaintance  with  most  other  sciences,  in  order 
to  qualify  him  for  successfully  accomplishing  the  various 
works  upon  which  he  may  be  engaged,  and  of  overcoming 
those  difficulties  which  frequently  start  up  unexpectedly  in 
the  progress  of  a  work,  and,  but  for  the  knowledge,  talent, 
and  perseverance  of  the  Engineer,  threaten  the  ultimate 
success  of  his  endeavours.  It  is  only  necessary  to  take  a 
glance  at  the  list  of  works  upon  the  construction  of  which 
the  Engineer  is  engaged — Railways,  Roads,  Canals,  Rivers, 
Harbours,  Docks,  Breakwaters,  Bridges,  Tunnels,  and  many 
others — ^to  obtain  at  once  an  idea  of  the  extent  of  the  sub- 
jects which  his  knowledge  ought  to  comprise ;  and  further, 
of  the  immense  importance  of  his  professional  labours  to  his 
fellow  men. 

The  following  classified  arrangement  of  the  several 
branches  of  Civil  Engineering,  with  their  subdivisions,  will 
not  only  serve  to  show  the  extent  of  this  science,  but  wrill 
guide  ilie  Engineering  student  in  pursuing  a  systematic- 
scheme  in  the  attainment  of  his  professional  knowledge, 
the  importance  of  which,  both  in  facilitating  its  acquisition 
and  in  impressing  it  upon  the  memory,  are  too  well  known 
and  too  generally  admitted  to  require  any  enforcement. 
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SYNOPSIS  OP  THE  SCIENCE  OP  CIVIL 

ENGINEERINa. 

L— MENSURATION. 

1.  SuRTBmro: — (I.)  Descriptioii  of  instromentSy  and  their  use  and 

adjustment. — (2.)  Surveying  in  generaL — (3.)  Trigonometrical 
surveying. — (4.)  Hydrographical  surveying. — (5.)  Mining  sur- 
veying. 

2.  Levelling  : — ( 1 . )  Levelling  instruments,  their  use  and  adjustment. — 

(2.)  Practice  of  levelling. — (3.)  Measuring  heights  with  the 
barometer. 

3.  Dbawino   Aia>   Plotting  : — (1.)   Xnstruments   for  drawing  and 

plotting,  their  use. — (2.)  Plotting  surveys,  and  making  plans. — 
(3.)  Plotting  levels,  and  making  sections. — (4.)  Preparing  Par- 
liamentary plans  and  sections. — (5.)  Preparing  working  and  con- 
tract plans  and  sections. — (6.)  Preparing  detail  drawings  of  works 
(bridges,  &c.) — (7.)  Making  mechanical  drawings. — (8.)  Princi- 
ples of  projection,  perspective,  and  shadows. 

4.  Estimating: — (1.)  Taking  out   quantities  from   drawings.— (2.) 

Measuring  quantities  from  the  works  themselves.-»(3.)  Measuring 
artificers'  work. — (4.)  Calculating,  measuring,  and  valuing  earth- 
work.— (5.)  Estimating  value  or  cost  of  works. 
6.  Setting  out  Wobxs  : — (1.)  Centre  lines  and  side  widths  of  rail- 
ways, roads,  canals,  &c. — (2.)  Setting  out  bridges,  viaducts,  walls, 
&c. — (3.)  Setting  out  tunnels  and  driftways. 


n.— GENERAL  CONSTEIJCTION. 

1.  Statics: — (1.)   Composition   and   resolution    of    pressures. — (2.) 

Moments  of  pressures. — (3.)  Parallel  pressures,  and  the  centre  of 
gravity. 

2.  Stability.  OF  Structubes  :— (1.)  Gtoeral  conditions  of  stability. — 

(2.)  Stability  of  polygonal  framings. — (3.)  Equilibrium  of  arches. 
(4.)  Stability  of  abutments  and  piers. — (5.)  Stability  of  retaining 
walls. — (6.)  Equilibrium  of  suspension  bridges. 

3.  Strength  of  Materials: — (1.)  To  resist  a  tensile  and  crushing 

strain. — (2.)  Elasticity  and  elongation  of  bodies  subject  to  a  ten- 
sile or  crushing  strain. — (3.)  When  subjected  to  a  transverse 
strain.— (4.)  Elasticity  and  deflection  of  bodies  subjected  to  a 
transverse  s'rain.— (o)  To  resist  torsion. 

«9. 
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4.  Mateiuals  smplotkd  in  Construction  :— (1.)  Metals. — (2.)  Tim- 

ber.— (3.)  Natural  stones. — (4.)  Artificial  stones,  including  bricks,   I 
concrete,  and  the  various  cements  used  in  masonry. — (5.)  Mate- 
rials for  earthwork,  such  as  embankments,  puddled  banks,  dams, 
&c. — (6.)  Materials  for  roads  and  pavements. — (7.)  Materials  for 
covering  roofs. 

5.  DiFFEKSNT    KINDS    OP    CONSTRUCTION: — (I.)  Brickwork.  —  (2.) 

Masonry. — (3.)  Forming  foundations. — (4.)  Carpentry. 

6.  AuxiLiABS  EMPLOTBD   IN  CoNST&ucTioN : — (1.)  Scaffolding,  fixed 

and  travelling.— (2.)  Centerings.— (3.)  Cofferdams. 


III.— MECHANICS,  OR  CONSTRUCTION  OF  MACHINERY. 

1.  Dynaicics: — (1.)  Vis  viva,  momentum,  and  work. — (2.)  Motion, 

uniform,  accelerated,  or  retarded ;  gravitation. — (3.)  Collision  and 
impact  of  moving  bodies. — (4.)  Motion  down  inclined  planes,  and 
curves. — (5.)  Motion  about  fixed  centres;  centres  of  percussion, 
oscillation,  and  gyration.  | 

2.  Moving  Forces  : — (1.)  Water  as  a  mechanical  agent. — (2.)  Air  as  a  j 

mechanical  agent. — (3.)  Animal  strength  as  a  mechanical  agent.  ] 
(4.)  Heat  as  a  mechanical  agent ;  the  steam  engine.  | 

3.  Resistances   to    Motion  : — (1.)  Friction. — (2.)  Resistance  of  the  j 

medium  through  which  the  body  moves. 

4.  Theory  op  Machines:— (1.)  Elements  of  machinery. — (2.)  Teeth 

of  wheels,  racks,  and  pinions. — (3.)  Transmission  of  work  by 
machinery. — (4.)   Determining  the  modulus  of  a  machine    in 


! 


motion. — (5.)  Mechanical  expedients  for  transmitting  or  changing  m 
motion. — ^(6.)  Proportioning  the  strength  and  dimensions  of  ma-  ( 
chinery.  * 

6.  Machines  employed  in  Engineering: — (1.)  Machines  employed 
for  transporting  and  raising  materials^  such  as  crabs,  cranes, 
dredging  machines,  &c. — (2.)  Machines  employed  in  actual  con* 
struction;  such  as  pile-driving  engines,  excavating  machines, 
pumps,  diving-bells,  pug  and  cement  mills,  &c. — (3.)  Machines 
for  working  upon  materials ;  such  as  lathes,  boring,  planing,  mor- 
tising, riveting,  and  screw-cutting  machines,  saws,  &c. — (4. )  Im- 
plements and  tools  for  excavating,  boring,  working  in  v^ood, 
metals,  stones,  &c. 


IV.-SPECIAL  CONSTRUCTION. 

1.  Common  Roads:— (1.)  Principles  which  should  control  the  selec- 
tion of  route.— (2.)  Laying  out  roads,  and  arrangement  of  gra- 
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dients. — (3.)  Constructioa  of  roads. — (4.)  Dxiuning  roads. — (5.) 
Repair  of  roads. — (6.)  Protecting  their  surface  by  different  kinds 
of  pavement. 

Bailways  : — (1.)  Principles*  which  shotdd  determine  the  route,  and 
the  general  arrangement  of  the  curves  and  gradients. — (2.)  Dif- 
ferent systems  of  haulage,  the  locomotive,  the  atmospheric,  and 
the  rope.— (3.)  Of  the  general  construction  of  th6  railway. — (4.) 
Of  the  permanent  way,  different  forms  of  rails,  switches,  &c.— 
(5.)  Of  draining  the  line,  and  maintaining  the  slopes  and  per- 
manent way. — (6.)  Arrangement  of  termini  and  stations. — (7.) 
Construction  of  engines  and  carriages.  (8.)  System  of  working 
the  line. 

Canals  : — (1.)  Principles  which  should  determine  the  choice  of  the 
line  of  a  canal.-— (2.)  Arrangement  of  levels,  number  of  locks, 
and  form  of  section. — (3.)  General  construction  of  canals. — (4.) 
Arrangement  of  locks,  means  of  saving  water,  and  obtaining 
feeders. — (5.)  Methods  of  propulsion  or  towing,  and  resistance  on 
canals. — (6.)  Construction  of  aqueducts.~(7.)  Bepair  and  preser- 
vation of  canals. 

Hakbouss  and  Docks  :— (1.)  On  the  construction  of  piers,  break- 
waters, and  quay  walls. — (2.)  On  the  means  of  deepening  harbours, 
by  dredging  or  excavation.— (3.)  Selection  of  site  for  dodcs,  and 
their  arrangement. — (4.)  Construction  and  arrangement  of  locks ; 
cast  iron  and  timber  gates,  sluices,  &c — (5.)  Construction  of 
dock  walls. 

BaiDOEs:— (1.)  Selection  of  site,  and  determination  of  the  kind  of 
bridge. — (2.)  Construction  of  stone  and  brick  bridges. — (3.)  Con- 
struction of  iron  and  timber  bridges. — (4.)  Construction  of  sus- 
pension bridges. — (5.)  Construction  of  railway  viaducts. — (6.)  Of 
forming  the  foundations  of  bridges. 

TiTMNBLs :—(!.)  Determination  of  the  form  and  dimensions  of  the 
tunnel.— (2.)  Method  of  excavating  and  securing  the  ground.— (3.) 
Sinking  shafts,  and  driving  headings  or  driftways. — (4.)  Method 
of  drainiog  the  tunnel. — (6.)  Subaqueous  tunnels. 


v.— HYDRAULIC  ENGINEERING. 

Htdhatjlics  :— (1.)  The  science  of  hydrostatics.— (2.)  Hydro- 
dynamics.—(3.)  Pneumatics. 

Draixage  and  Irrioation: — (1.)  Drainage  of  open  country  and 
agricultural  districts. — (2.)  Improvement  of  outfall,  and  diversion 
of  water  from  other  districts. — (3.)  Surface-draining,  catch- 
water  drains,  and  under-draining. — (4.)  JDrainage  of  bogs  and 
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manh  lands.— {6.)  Of  warping  up,  and  reclaiming  lands  from  the 
sea  and  rivers.— {6.)  Drainage  of  towns. — (7.)  Form,  dimensions, 
and  dediyity  proper  for  sewers. — (8.)  Of  the  collection  and  dis- 
posal of  the  sewage. 

3.  Supply   op   Watbr   to  Towns:— (1.)  Principles  which  should 

guide  the  choice  of  the  means  of  supply .^2.)  Different  sources  of 
supply:  from  the  watershed  of  the  country,  from  springs  and 
Artesian  wells,  or  from  large  rivers.— (3.)  Means  of  estimating  the 
quantity  required,  and  of  ascertaining  the  probable  supply,  and 
the  quidity  of  the  water. — (4.)  Systems  of  supply ;  the  constant^  or 
high  pressure  system,  and  the  intermittent, — (5.)  Selection  of  site 
for  reservoirs. — (6.)  Construction  of  res6rv(Hrs. — (7.)  Contrivances 
for  raising  the  water  to  the  level  of  the  high  reservoirs. — (8.)  Of 
the  means  of  filtering  and  purifying  the  water,  and  of  the  con- 
struction of  the  filter  beds. — (9.)  Of  the  motion  of  water  in  pipes, 
and  their  discharge. 

4.  Mabinb  ENOiNSEBiNa:— (1.)  Action  of  waves  and  currents,  tlieir 

modification  by  the  contour  of  the  shore,  and  the  depth  of  water. 
(2.)  Their  action  on  the  shore,  on  beaches,  on  vertical,  sloping, 
and  curved  waUs,  and  generally  on  any  obstacle.— (3.)  On  the 
regime  of  coasts,  and  their  preservation.— -(4.)  Construction  of  sea- 
walls, embanlcments,  breakwaters,  piers,  and  other  structures  ex- 
-^  posed  to  the  action  of  the  sea,  more  particularly  as  regards  their 

form. — (5.)  Principles  which  should  determine  the  selection  of 
the  site  for  a  harbour,  and  the  arrangement  of  its  form. — (6.)  On 
the  causes  which  produce  shoals  and  bars. — (7.)  Means  of  keeping 
harbours  free  from  such  obstructions,  or  of  removing  them  where 
already  existing. — (8.)  On  the  improvement  of  harbours  and  sea 
channels. 
6.  Improvement  op  Kivbrs  :— (1.)  On  the  tidal  wave  at  the  mouth  of 
rivers,  and  its  modification  in  passing  up  the  river. — (2.)  Principle 
of  the  conservation  of  tidal  force. — (3.)  On  the  antagonist 
agencies  of  the  tide  and  land  waters  in  rivers ;  and  the  means  of 
determining  which  of  these  should  be  assisted ;  of  the  regime  of 
rivers. — (4.)  On  the  form  of  the  shore-line  of  rivers,  and  their 
improvement.— (6.)  Of  the  junction  of  rivers. — (6.)  On  the  velo- 
city of  the  stream,  its  scouring  and  transporting  power,  compared 
with  the  nature  of  its  bed. — (7.)  Effects  of  projections,  irregu- 
larities, and  obstructions,  such  as  dams  and  weirs. — (8.)  Of  the 
formation  and  removal  of  shoals;  their  causes;  of  artificial 
scouring  and  sluicing. — (9.)  Of  the  shoals  formed  at  the  mouths  of 
rivers,  their  cause  and  prevention. 
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VI.— SCIENCES  COLLATERALLY  CONNECTED  WITH 

ENGINEERING. 

1.  Somatology,  oh  the  pko-   \ 

pebties  of  matter. 

2.  Chemical  Philosophy. 

3.  Geology  and  Mineralogy. 

4.  Natural  History. 
6.  Physical  Geography,  and 

Hydrography. 

6.  Mathematics. 

7.  Acoustics. 


J 


Of  aJl  these  Sdences  a  certain 
amount  of  knowledge  is  required 
by  the  Civil  Engineer;  but  of  some 
more  than  of  others,  depending,  in 
a  great  measure,  upon  those  par- 
ticular branches  of  the  profession  to 
which  he  may  more  exdusiYely 
direct  his  attention. 


The  foregoing  tabular  view  only  comprises  those  branches 
which  may  be  said  to  form  actually  a  portion  of  the  science 
of  Civil  Engineering,  but  is  far  from  including  every  subject 
with  which  the  engineer  should  be  conversant. 

The  limits,  and,  in  fact,  the  object,  of  the  present  work 
are  incompatible  with  a  strict  adherence  to  the  above  classi- 
fied arrangement  of  the  subject ;  and  it  will  therefore  be 
seen  that  we  have  omitted  altogether  mention  of  some  of 
the  matters  included  in  the  foregoing  table,  and  that  in  other 
cases  we  have  deviated  from  and  modified  the  method  of 
treating  the  subject. 


CHAPTER  II.  # 

MATERIALS  EMPLOYED  IN  CONSTRUCTION. 

The  principal  materials  made  use  of  by  the  civil  engineer 
for  the  purpose  of  construction  may  be  classified  as 
follows : — 

1.  Metals. 

2.  Timber. 

8.  Natural  stones. 

4.  Artificial  stones,  including  bricks,  and  the  different 
kinds  of  mortars  and  cements  used  in  masonry. 

Before  deiscribing  the  principal  properties  of  each  of  these 
classes  of  materials,  it  will  be  desirable  to  consider  briefly 
the  subject  of  their  strength,  and  to  explain  the  circum- 
stances which  affect  the  same. 

Stbength  of  Materials. 

The  strength  of  materials  to  resist  the  action  of  any 
external  force  to  which  they  may  be  exposed  varies  greatly 
with  the  manner  in  which  that  force  is  applied  ;  and  there- 
fore it  is  necessary,  in  considering  this  subject,  to  divide 
the  strength  of  materials  as  follows :  first,  their  power  to 
resist  extension,  or  the  force  required  to  jniU  them  asunder  ; 
secondly,  their  power  to  rest  compression^  or  the  force 
requisite  to  crush  them ;  thirdly,  their  transverse  strength, 
or  the  force  required  to  break  a  bar  or  beam  resting  at  each 
end  upon  supports,  or  which  is  fixed  at  one  end  and 
loaded  at  the  other  end ;  and  fourthly,  their  elasticity,  or 
the  force  required  to  bend  a  bar  or  beam. 
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Ist. — When  any  homogeneous  material  is  exposed  to  ^ 
tensile  strain,  or  a  strain  tending  to  tear  it  asunder,  if  the 
direction  of  the  strain  passes  through  the  centre  of  the 
piece,  its  strength  is  proportional  to  its  sectional  area.  The 
weight  in  pounds  required  to  tear  asunder  a  har  one  inch 
square  of  metal,  wood,  or  stone,  is  given  in  the  column  b  in 
the  tahles  of  their  properties  given  helow ;  and  the  tensile 
strength  of  a  piece  of  any  other  dimensions  may  be  fouifd, 
by  multiplying  the  corresponding  number  in  the  table  by  the 
area  of  the  piece  in  square  inches.  Thus,  the  weight  re- 
quired to  pull  asunder  a  bar  of  cast  iron  8  inches  by  4 
inches  would  be  17,920  multiplied  by  12,  or  215,040  lbs. ; 
and  the  weight  to  tear  asunder  a  piece  of  white  marble  1  foot 
square  would  be  551  multiplied  by  144,  equal  to  79,844  lbs., 
or  nearly  36  tons. 

2ndly. — The  experiments  of  Professor  Hodgkinson*  have 
shown  that  when  a  substance  is  submitted  to  a  compressing 
force,  its  strength  will  depend  upon  the  proportion  which 
its  height  bears  to  its  other  dimensions.  He  found  that 
when  the  height  of  the  piece  was  not  greater  than  its  dia- 
meter, if  round,  or  the  length  of  its  side,  if  square,  its 
strength  would  increase  as  its  height  was  diminished ;  but 
that  when  the  height  was  greater  than  those  dimensions, 
fracture  took  place  by  the  separation  of  a  pyramid,  cone,  or 
wedge  (depending  on  the  form  of  the  piece),  the  angle  of 
whose  side  was  always  the  same  for  the  same  material,  and 
that  the  strength  would  not  vary  with  an  increase  in  the 
height  until  it  became  equal  to  four  or  five  times  the  dia- 
meter, when  the  piece  would  begin  to  bend,  and  its  strength 
would  then  diminish  as  its  height  was  further  increased  ;  he 
also  found  that  within  these  limits  the  strength  was  propor- 
tional to  the  sectional  area.  The  weight  in  pounds  required 
to  crush  cubes  1  inch  square  of  different  materials  is  con- 

*  "  Experimental  Eeflearches  on  the  Strength  and  other  Properties 
of  Cast  Iron.'* 
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tuned  in  the  colanuiB  a  in  the  tables  following;  for  any 
otber  dimensionB,  the  nnmberB  in  the  table  mast  be  multi- 
plied by  the  sectional  area  in  s^naie  inches ;  Urns,  the 
weight  required  to  cmsh  a  block  of  Portland  stone  1  foot 
square  would  be  1491  moltiplied  by  144,  equal  to  214,704 
lbs.,  or  96  tons.* 

'  The  following  table  exhibits  the  fonnnlfi)  which  Professor  Hodg- 
kinaon  hoa  deduced  from  hia  expcdmentt  on  the  Etrength  of  colnmna ; 
in  which  ic  is  the  weight  in  tons  required  to  crush  the  colninii,  d  its 
external  diameter  in  inchea,  i\  its  internal  diametor  (if  hollov),  /  ile 
length  in  feet,  and  a,  b,  e,  and  i  are  constants  depending  o 
teiial  of  the  colnnin,  and  the  valnei  of  which,  for  a  few 
given  in  the  second  table  below : — 


Kindrfoolamn. 

when  the  beight  oT  the 
oolimmiiDoriMthui 
IS  tUuea  Id  diuneter. 

With    botJi    fndi   fat, 
when  Uie  height  oT  the 

Hollow  cylindrical  colomni 

»  =  *"':' 

(l.T 

JI.J 

Uataiial. 

=. 

i. 

.. 

*. 

Cast  Iron      .     .     . 
Wrought  Iron  .    . 
(^et  Steel    ..    . 
DantdcOak     .    . 
Bed  Deal      .    .     . 

HBO 

26-00 
37  SO 
1-62 
1-17 

41-20 
77-00 

uo-so 

1-81 
3-47 

130 
22-7 
32-7 

44-3 
77-2 
lUl 

When  the  height  of  the  column  ia  less  than  that  stated  in  the  fore- 
going table,  it  gives  wa;  partly  b;  flexure  and  partly  by  cruahing,  and 
tite  column  will  bear  a  greater  weight  than  the  table  would  ahow.  In 
this  Case  let  u>  be  the  strength  ealculated  from  the  table,  ic^  the  strength 
calculated  by  the  rule  given  in  the  test  above  for  the  crushing  strength 
of  the  materia],  and  tn  the  actual  strength  of  the  column,  then — 
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[Mr.  F.  W.  Shields  gives  the  safe  load  onhollow  casi-iron 
columns  of  good  construction ,  with  flat  ends  and  with  base 
plates. 


Tliickness. 

Load  per  square  inch  of  wotioiial  area. 

1 

Length  20  to  24  diameters. 

25  to  80  diametem.      . 

inches. 
i  and  upwards 

tons. 
2 

tons. 

I 


WP" 


Fig.l. 


8rdly. — Let  Fig.  1  represent  a  bar  or  beam  of  any  material, 
resting  at  each  end  on  two  fixed  supports  a  and  b,  and 
having  a  weight  w  suspended  from 
the  centre  c.  Now  the  amount  of 
w,  or  the  weight  which  will  be 
required  to  break  the  beam,  when 
applied  in  the  manner  here  de- 
scribed, will  be  directly  proportional  to  the  breadth  of  the 
beam  multiplied  by  the  square  of  its  depth  gd;  or,  what  is  the 
same,  to  its  sectional  area  at  o,  multiplied  by  its  depth,  and  in- 
versely proportional  to  the  distance  ab  between  the  supports. 
The  numbers  in  the  column  c  in  the  tables  following  show 
the  weights  in  pounds  required  to  fracture  bars  of  the  several 
materials  1  foot  long  and  1  inch  both  in  breadth  and  in  depth, 
the  weight  being  applied  in  the  centre  of  the  bar.  To  And 
the  weight  in  pounds  required  to  fracture  a  piece  of  any 
other  dimensions, we  must  multiply  the  number  in  the  table 
by  the  square  of  the  depth  in  inches,  and  by  the  breadth  in 
inches,  and  we  must  divide  the  product  by  i]xe  distance 
between  the  supports  in  feet ;  thus,  suppose  the  distance  a  b 
is  10  feet,  the  depth  of  the  beam  6  inches,  and  itf5  breadth 
4  inches,  the  material  being  cast  iron,  then  2045  multiplied 
by  86  and  by  4  and  divided  by  10  will  give  29,448  lbs. 
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for  the  weight  which  being  applied  in  the  centre  of  the  beam 
wonld  break  it. 

When  the  weight,  instead  of  being  suspended  from  the 
centre  of  the  beam,  is  distributed  or  spread  equally  over  it 
from  A  to  B,  it  will  support  just  double  the  load ;  that  is, 
twice  the  weight  will  be  required  to  break  it  when  thus  dis- 
tributed which  would  be  required  if  suspended  from  the 
centre. 

li  the  beam,  instead  of  being  supported  at  each  end, 
is  only  fixed  at  one  end  a,  Fig.  2,  and  has  the  weight 

suspended  from  the  other  end  b,  it  will  only 

bear  one-fourth  of  the  weight  which  it 

would  do  if  supported  at  each  end  and 

y  ^     loaded  in  the  middle.     In  this  case,  also, 

rifir  2.  if  the  weight  be  distributed  equally,  the 

beam  will  support  twice  as  much  as  if  it  were^  suspended 

from  the  end. 

In  all  the  cases  which  we  have  considered  above,  the 
form  of  the  cross  section  of  the  beam  has  been  supposed  to 

be  rectangular,  as  in  g,  Fig.  8.     This  form 
SmmiP"    qI  section,  however,  is  not  the  strongest 
^  1^2^  which  could  be  chosen ;   for,  by  altering  it. 
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^         the  same  quantity  of  material  may  be  made 
^'  '  to  sustain  nearly  three  times  the  weight. 

A  form  recommended  by  Professor  Hodgkinson,  and 
which  has  been  very  generally  adopted  in  practice,  is  shown 
in  Fig.  8.  The  weight  in  pounds  which  would  be  required 
to  be  applied  in  the  centre  to  break  a  beam  of  this  form, 
supported  at  each  end,  will  be  found  by  multiplying  4852 
by  the  area  in  square  inches  of  the  lower  flange  or  web  a  b, 
and  by  the  depth  c  d  in  inches,  and  dividing  the  product  by 
the  distance  between  the  supports  in  feet. 

[Since  Mr.  Hodgkinson*s  rule  was  promulgated,  it  has  been 
perceived  that  though  the  experimental  basis  of  the  deductions 
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arrived  at  by  Mr.  Hodgkinson  was  sound  so  far  as  it  went, 
yet  that  his  proportions  did  not  sufficiently  provide  for  practical 
necessities.  It  is  rarely  now  that  cast-iron  beams  are  made 
of  the  extreme  proportions  of  section  advocated  by  Mr.  Hodg- 
kinson. They  are,  on  the  contrary,  made  with  the  npper  and 
lower  flanges  more  nearly  equalised  in  area,  and  the  flanges 
and  the  web  more  nearly  equalised  in  thickness,  in  order  that 
a  sound  casting  may  be  made,  and  a  beam  of  a  more  con- 
venient section  may  be  produced.  A  cast-iron  beam  should 
have  the  sectional  area  of  the  upper  flange  not  less  than  one- 
half  of  the  lower  flange,  and  the  thickness  of  the  web  should 
be  about  two-thirds  of  that  of  the  lower  flange. 

Approximate  rule  for  ilie  transverse  strength  of  a  cast-iron 
beam, — Let  the  ultimate  tensile  strength  of  the  metal  be  7 
tons  per  square  inch.  To  the  sectional  area  of  the  lower  flange 
add  a  fourth  of  the  sectional  area  of  the  web,  calculated  on 
the  total  depth,  both  in  inches,  multiply  the  sum  by  the  total 
depth  in  inches,  and  by  2^,  and  divide  the  product  by  the 
span  in  feet.  The  quotient  is  the  breaking  weight  at  the 
^  middle,  in  tons. 

For'  any  other  tensile  strength,  use  it  as  the  multiplier 
instead  of  2^,  and  divide  the  product  by  8  and  by  the  span. 
The  quotient  is  the  breaking  weight. 

Boiled  wrought-iron  flanged  beams  or  joists,  having  equal 
flanges,  are  much  employed  in  buildings. 

Approanniate  I'ulefor  the  transverse  strength  of  solid  wrought 
joists  of  ordinary  proportions. — To  the  sectional  area  of  one 
flange  add  one-fourth  of  the  sectional  area  of  the  web,  cal- 
culated on  the  total  depth,  both  in  inches  ;  multiply  the  sum 
by  the  depth  in  inches  and  by  183,  and  divide  by  the  span  in 
feet.  The  quotient  is  the  breaking  weight  in  hundredweights 
applied  at  the  middle.] 

4thly.-^When  a  beam,  supported  as  in  in  Fig.  1,  has 
a  weight  suspended  from  its  centre,  it  is  bent  into  a  curved 
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form,  and  the  distance  that  the  middle  point  o  of  the  heam 
is  drawn  down  helow  its  former  position,  is  called  the 
deflection  of  the  heam.  The  amount  of  the  deflection  is 
directly  proportional  to  the  weight  applied,  multiplied  by 
the  cube  of  the  length  a  b,  and  is  inversely  proportional  to  the 
breadth  of  the  beam  multiplied  by  the  cube  of  its  depth ;  it 
may  be  determined,  for  any  particular  case,  by  multiplying 
the  cube  of  the  length  in  feet  by  the  weight  in  pounds  applied 
in  the  centre,  and  dividing  the  product  by  the  number  found 
against  the  material  of  the  beam  in  column  j>  of  the  follow- 
ing tables ;  multiplied  by  the  breadth  and  the  cube  of  the 
depth,  both  in  inches,  the  quotient  will  be  the  deflection, 
also  in  inches.  Thus,  suppose  a  beam  of  English  oak  10 
feet  in  length,  9  inches  in  depth,  6  inches  in  breadth,  and 
loaded  with  5,000  pounds  in  the  centre,  what  will  be  the 
deflection  ?  In  this  case,  1,000  multiplied  by  5,000  equals 
6,000,000,  and  8,869  multiplied  by  6  and  729  equals 
14,736,006 ;  then  5,000,000  divided  by  14,786,006  equals 
*84  inch,  the  deflection  required. 

General  Properties  op  Metals. 


Name  of  Metal. 


Cast  iron .  . 
Wrought  iron 
Steel  .  .  . 
Copper  (cost) 
Gun-metal  . 
Brass  (yellow) 
Lead  (cast)  . 
Zinc  (cast)    . 


Weight  ix  lbs. 


o 
o 

g 

08 


450 
475 
490 
549 
510 
523 
710 
439 


+»      • 

OS  C 

•—4  'iH 


01        ,  S 

I.  ^ 

•s|-s| 


0«H 


38-4  3-20  ;2-51 
40-0  3-30 ,2-61 
40-8  3-40  ;2-67 
45-7  3-81 12-99 
42-5  3*64  2-78 
43-6  3-68  2  85 
59-3  4-94  '3'88 
36-6  3*06 12*40 


Stbekgth. 


m 

-a  I 


si 


111 


(A) 
107,760 


116,480 

163,520 
7,840 


(B) 
17,920 
58,952 
80,000 
19,072 
35,840 
17,958 

1,824 


I 


0)  d  ^ 

ftoS  Eg  tH 

^  &i3  i 


(C) 
2,045 
2,290 


890 
196 
746 


(D) 
42,593 
57,685 
67,129 

22,854 

20,671 

1,667 

81,667 


.9 


I 


«2 


•00000617 
•00000698 
•00000636 
•000014S0 
•00001009 
•00001044 
•00001503 
'00001634 
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Cast  iron  may  be  divided  into  two  varieties,  the  white  cast 
iroriy  which  has  a  white  and  radiated  or  crystalline  appearance 
when  broken,  and  is  hard  and  brittle ;  and  the  gray  cast- 
irony  which  has,  when  fractared,  a  gray  colour,  granular 
texture,  and  metallic  lustre,  and  is  very  much  softer  and 
tougher  than  the  white.  Between  those  two  a  great  number 
of  intermediate  varieties  exist,  so  that  we  may  pass  from  one 
to  the  other  by  almost  imperceptible  gradations.  The  best 
practical  test  of  the  quality  of  cast  iron  is  by  a  blow  with  a 
hammer  on  one  of  its  edges,  which,  if  the  iron  belongs  to  the 
first  variety,  vnll  break  off  small  particles ;  but  if  to  the 
second,  will  only  indent  it.  It  is  much  used  for  columns, 
for  which,  from  its  great  power  of  resisting  compression,  it 
is  peculiarly  adapted. 

It  has  also  been  much  employed  for  beams  or  girders, 
although  wrought-iron  has  been  substituted  for  it.  Steel  is 
now  used  to  a  considerable  extent  in  the  manufacture  of 
railway  rails,  bridges,  and  other  works  where  the  qualities 
of  lightness,  strength,  and  toughness  are  required  in  combi- 
nation. 
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GENEKU    pKOFEttTItS    DP    TiMBEB. 


Of  different  kinds  of  timber,  oak,  chestDut  (when  exposed 
to  a  &ee  circnlation  of  air),  cedar,  larch,  and  mahogany 
(when  kept  dry)  are  amongst  the  most  durable.  Beech, 
alder,  and  elm  are  very  durable  when  constantly  immersed 
in  water  or  wet  gtound,  and  are  therefore  well  adapted  for 
the  pileB,  &o.,  for  fonndations.  When  exposed,  however,  to 
the  weather,  or  in  situations  where  they  are  alternately  wet 
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and  dry,  they  are  soon  fonnd  to  decay,  as  are  also  ash  and 
mahogany.  Beech,  alder,  and  sycamore  are  very  liable  to 
the  attacks  of  worms.  Oak  and  larch  are  the  best  woods  for 
resisting  decay  when  exposed  to  the  weather  ;  bnt  they  are 
both  liable  to  split  and  warp  in  seasoning,  especially  oak. 
Mahogany  warps  and  splits  in  seasoning  less  than  any  other 
wood.  Elm  and  larch  bear  the  driving  of  nails  or  bolts  best, 
being  less  liable  to  split  than  any  other  timber. 

There  are  two  dijSerent  kinds  of  decay  to  which  timber  is 
liable,  namely,  the  wet  and  dry  rots,  both  of  which  arise  from 
the  same  origin,  the  fermentation  and  consequent  putrefac- 
tion of  the  alburnum  or  sap,  caused  in  one  by  alternate 
exposure  to  wot  and  dry,  and  in  the  other  by  the  want  of  a 
free  circulation  of  air  round  the  timber.  Both  these  kinds 
of  decay  arising  from  the  presence  of  the  sap,  it  is  of  import- 
ance to  lessen  its  quantity  as  much  as  possible,  with  which 
object  timber  should  be  either  felled  in  the  winter  months  of 
December,  January,  and  February,  or  if  in  summer,  in  July, 
at  which  seasons  the  sap  exists  in  the  tree  in  much  smaller 
quantities  than  at  others.  It  is  also  desirable,  after  the 
timber  has  been  felled,  to  remove  whatever  sap  may  be  in  it 
as  speedily  as  possible,  which  process  is  termed  seasoning  the 
timber,  and  is  effected  either  by  simply  exposing  the  tree 
after  stripping  off  its  bark  to  the  air,  taking  care  to  protect 
it  from  the  weather,  by  which  the  moisture  and  sap  are 
gradually  evaporated  ;  or  by  a  process  termed  water  season- 
ing, .which  consists  in  immersing  the  timber  for  about  a  fort- 
night  in  a  stream  of  pure  running  water,  by  which  the  sap  is 
extracted  and  dissolved,  and  afterwards  gradually  drying  the 
timber. 

Various  processes  have  been  patented  for  preserving  timber 
both  from  rot  and  from  the  attack  of  worms.  Of  these, 
Kyan's  consisted  in  immersing  the  timber  for  a  period  vary- 
bg  from  seven  to  fourteen  days  (according  to  the  size  of  the 
timber)  in.  a  solution  of  corrosive  sublimate.     By  Payne's 
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process  the  timber  is  enclosed  in  a  close  iron  vesseli  in  which 
a  vacnom  is  formed  by  the  condensation  of  steam,  assisted 
by  air  pomps ;  a  solution  of  sulphate  of  iron  is  then  admitted 
into  the  vessel,  which  instantly  insinuates  itself  into  all  the 
pores  of  the  wood,  previously  freed  from  air  by  the  vacuum, 
and,  after  about  a  minute's  exposure,  impregnates  its  entire 
substance;  the  sulphate  of  iron  is  then  withdrawn,  and 
another  solution,  of  muriate  of  lime,  thrown  in,  which  enters 
the  substance  of  the  wood  in  the  same  manner  as  the  former 
solution,  and  the  two  salts  react  upon  each  other,  and  form, 
two  new  combinations  within  the  substance  of  the  wood — 
muriate  of  iron  and  sulphate  of  lime.  One  of  the  most 
valuable  properties  of  timber  thus  prepared  is  its  perfect 
incombustibility:  when  exposed  to  the  action  of  flame  or 
strong  heat,  it  simply  smoiQders  and  emits  no  flame.. 


[Generally  speaking,  if  the  solutions  of  mineral  salts  be 
used  of  sufficient  strength,  and  the  process  be  continued  long 
enough  to  coagulate  all  the  albumen,  decay  will  be  retarded 
for  a  very  long  period,  but  still  the  fibre  of  the  timber  is  left 
unprotected.  Now,  unless  the  fibre  is  also  acted  upon,  the 
process  of  preparation  must  be  incomplete.  Impressed  by 
such  considerations  Mr.  Bethell  sought  for  some  antiseptic, 
which,  being  injected  into  the  pores  or  capillary  tubes  of 
the  timber,  should  bring  it  into  a  condition  similar  to  that  of 
I  the  mummies  and  mummy  cases  in  Egypt,  which  were  pre- 

pared by  saturating  them  with  the  petroleum  or  mineral  pitch 
found  floating  on  the  Dead  Sea.  It  has  been  proved  by 
experiment  that  oil  of  tar,  or  creosote,  is  the  most  powerful 
coagulator  of  the  albumen,  whilst  it,  at  the  same  time, 
furnishes  a  waterproof  covering  for  the  fibre,  and  by  its 
antiseptic  properties  prevents  putrefaction.  Mr.  Bethell 
found  that  by  forcing  at  least  7  lbs.  of  creosote  oil  into  each 
cubic  foot  of  timber  the  production  was  perfect. 
It  is  usual  to  specify  for  the  injection  of  8  lbs.  of  creosote 
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oil  per  cubic  foot  of  timber  for  ndlwajr  Bleepers  and  other 
purposes.  The  creosotiug  process  is  that  which  is  generally 
followed  for  the  purpose  of  preserving  timber.] 

Gekehil  Fbofehtteb  of  Natcbal  6tONE!I. 
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In  the  above  table,  the  values  are  tiie  averages  of  observa- 
tions made,  in  the  case  of  the  sandstones,  npon  stone  from 
the  quarries  of  Craigleith,  Darley  Dale,  Hedden,  and  Eenton ; 
in  the  case  of  the  oolites,  &om  the  quarries  of  Ancaster,  Bath 
Box,  Portland,  and  Eelton ;  in  the  case  of  the  limestones, 
from  the  qnarries  of  fiamack,  Chilmark,  and  Enm  Hill ;  and 
in  the  case  of  the  magnesian  limestones,  &am  the  quarries  of 
Bolsover,  Hnddlestone,  Boach  Abbey,  and  Park  Nook.  These 
observati<ms  were  made  by  the  Commission  appointed  to 
examine  and  report  upon  the  best  stone  to  be  employed  in 
the  new  Houses  of  Parliament,  and  on  theii  recommenda- 
tion the  magnesian  limestone  was  selected  for  that  purpose. 

The  values  in  column  A  in  the  above  table  are  those  under 
which  the  stone  first  begins  to  crack ;  the  next  column  con- 
tains the  weight  required  absolutely  to  crush  the  stone :  the 
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first  is  that  which  ought  to  be  considered,  practically,  as  the 
crushing  weight.  The  seventh  colnmn  gives  the  weight  of 
the  stone  detached  by  Brard*s  process,  and  may  be  looked 
upon  as  expressing  the  relative  power  of  the  weather  and 
atmosphere  upon  the  stone. 

General  Properties  of  Artificial  Stones  and  Cements. 

Bricks  may  be  regarded  as  artificial  stones,  formed  by 
moulding  prepared  clay  into  the  required  form  aind  then 
burning  the  same  in  a  kiln.  The  quality  of  bricks  varies 
greatly  according  to  the  nature  of  the  earth  from  which  they 
are  made,  the  care  taken  in  their  manufacture,  and  being 
more  or  less  perfectly  burnt.  The  weight  required  to  crush 
a  square  inch  of  brick  varies  from  1,200  lbs.  to  4,500  lbs.,  but 
about  half  the  crushing  weight  will  produce  fracture  in  the 
brick.  The  weight  of  a  cubic  foot  of  brickwork,  set  in 
mortar,  is  about  117  lbs.,  and  in  cement  about  125  lbs.  The 
tensile  strength  of  bricks  is  somewhere  about  275  lbs.  for 
every  square  inch,  but  in  construction  they  are  seldom,  if 
ever,  exposed  to  a  tensile  strain.  Great  care  should  be 
taken  in  the  choice  and  selection  of  bricks  for  structures 
exposed  to  the  weather  or  to  the  action  of  water ;  in  such 
situations,  only  the  hardest-burnt  and  best-made  bricks 
should  be  employed. 

All  kinds  of  mortars  and  cements  consist  of  lime  (a  metallic 
oxide)  combined  with  other  substances,  such  as  sand,  gravel, 
clay,  &c.,  the  quality  of  the  mortar  depending  upon  the  pro- 
portions of  these  ingredients,  as  also  upon  the  skill  with 
which  it  has  been  prepared.  Lime  is  obtained  by  submittiiig 
limestone,  which  is  a  carbonate  of  lime,  to  a  high  tempera- 
ture, by  which  the  carbonic  acid  is  driven  off,  and  the  lime 
left  in  a  pure  state,  or  only  united  with  certain  proportions 
of  other  earths  and  oxides.  This  process  is  termed  calcina- 
tioTif  and  requires  to  be  conducted  with  care,  to  ensure  the 
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whole  of  the  carbonic  acid  being  expelled  without  fusing  or 
vitrifying  the  limestone.  The  lime,  after  being  burnt,  should 
not  be  exposed  for  any  length  of  time  to  the  air,  from  which 
it  would  re-absorb  carbonic  acid  gas  and  water,  and  would 
be  slowly  reconverted  into  carbonate  of  lime.  The  next 
process  is  that  of  slacking  the  lime,  which  consists  in  pouring 
over  it  a  certain  quantity  of  water,  with  which  it  immediately 
combines,  the  water  being  rapidly  absorbed,  with  the  genera- 
tion of  considerable  heat  and  large  quantities  of  vapour,  and 
the  lime  fEdling  into  an  impalpable  powder,  which  is  a  chemi- 
cal compound  of  water  and  lime,  termed  hydrate  of  lime. 
The  same  care  should  be  taken  not  to  expose  slacked  as 
unslacked  lime  to  the  air,  from  which  it  would,  in  the  same 
way,  absorb  carbonic  acid  gas. 

The  hydrates  of  Ume  obtained  by  the  process  above  de- 
scribed differ  greatly  in  their  properties,  according  to  ihe 
composition  of  the  limestone  from  which  they  have  been 
obtained.  The  pure  limestones  yield  a  lime,  termed  by 
builders  rich  or  fat,  the  principal  properties  of  which  are, 
that  it  will  slack  with  great  {jAciUty,  absorb  a  very  large 
quantity  of  water,  with  the  generation  of  very  great  heat 
and  a  considerable  enlargement  of  bulk;  and  then,  when 
kneaded  into  a  paste  and  immersed  in  water,  it  will  remain 
in  its  soft)  state  for  years,  and  in  running  water  would  be 
entirely  dissolved.  Those  limestones,  however,  which  con- 
tain a  large  quantity  of  silica  and  alumina*  yield  a  lime 
termed  hydraulic,  from  its  property  of  hardening  under 
water;  they  slake  with  much  greater  difficulty  than  the 
rich  limes,  require  less  water,  occupy  a  longer  time,  and  do 
not  undergo  so  great  an  increase  in  bulk;  but  their  most 
important  quality  is,  that  when  made  into  a  paste  and  im- 

*  Silica  is  an  acid  formed  by  the  union  of  oxygen  with  the  metal 
silieon,  and  is  the  principal  ingredient  in  sand.  Alumina  is  a  metallic 
oxide,  composed  of  oxygen  and  the  metal  aluminium,  and  is  the  base 
of  clays. 
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mersed  in  water,  they  set^  or  become  solid,  in  a  few  days, 
and,  at  the  end  of  a  year  or  less,  attain  such  a  degree  6f 
hardness  as  to  splinter  under  a  blow,  and  are  then  perfectly 
insoluble  in  water.  Between  these  two  there  are  a  great 
variety  of  limes  possessing  intermediate  properties.  The 
hydraulic  properties  of  the  latter  kind  appear  to  be  owing 
to  the  presence  of  a  certain  proportion  of  day,  and  it  has 
been  found  that,  by  mixing  clay  with  the  richer  limes  and 
burning  them  together,  an  artificial  hydraulic  lime  or  cement 
may  be  produced  possessing  the  same  properties ;  and  some 
of  these  attempts  have  been  attended  with  considerable 
success. 

Mortar  is  prepared  by  kneading  the  lime  into  a  paste 
with  water,  and  adding  certain  quantities  of  sand,  very  fine 
gravel,  or  puzzuolana,"^  detennined  by  the  quality  of  the 
lime,  and  the  purposes  to  which  the  mortar  is  to  be  ap- 
plied. 

Boman  cement  is  a  species  of  hydraulic  lime,  prepared 
by  calcining  stones  or  boulders  of  septeria,  picked  up  on 
the  sea-coast,  principally  in  the  neighbourhood  of  Harwich, 
and  the  Isle  of  Sheppy.  The  stones,  when  calcined,  instead 
of  being  slacked,  are  ground  in  a  mill  to  a  very  fine  powder. 
This  cement  possesses  the  invaluable  property  of  setting 
under  water  in  a  few  minutes.  It  is  frequently  used  quite 
pure,  or  without  the  admixture  of  any  sand,  in  situations 
where  rapid  setting  is  a  matter  of  importance. 

Concrete  is  composed  of  lime  or  of  cement,  mixed  with 
from  four  to  seven  or  eight  times  its  bulk  of  sand,  gravel, 
broken  stone,  &c.,  the  proportions  depending  upon  the  purpose 
for  which  it  is  used.  It  should  be  thrown  from  a  considerable 
height,  by  which  its  solidity  is  greatly  increased. 

The  chemical  action  of  salt  water  upon  materials  immersed 
in  it,  and  the  peculiar  ravages  to  which  some  of  these  are 

*  Pozzuolana  is  a  pulverulent  Tolcanic  earth,  found  at  Puzzuoli,  near 
Naples,  and  is  principally  composed  of  silica  and  alumina. 
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exposed  from  members  of  the  animal  kingdom,  are  deser^'ing 
of  notice. 

Some  stones  and  mortars,  not  only  when  immersed,  bat 
also  when  exposed  to  the  sea-air,  may  often  be  noticed  to 
decompose  and  to  become  covered  by  an  efflorescence  of  the 
carbonate  of  soda,  resulting  from  the  action  of  the  hydro- 
chloride of  soda  in  suspension  in  the  atmosphere,  or  in 
combination  with  the  water,  upon  the  carbonate  of  lime. 
The  hydrochlorides  of  magnesia  present  in  sea-water  act  in 
a  very  peculiar  manner  upon  some  stones  and  mortars ;  for 
when  the  former  exist  in  a  state  of  protocarbonates  of  lime 
the  magnesia  enters  into  combination  with  it,  and  as  during 
that  process  a  new  crystalline  arrangement  takes  place,  it 
is  frequently  the  case  that  the  stone  disintegrates.    With 
the  argillo-calcareous  stones,  however,  this  action  does  not 
take  place,  and  it  would  thus  appear  that  the  combination  of 
the  lime  with  the  alumina  is  sufficiently  energetic  to  enable 
the  stones  in  which  that  state  prevails  to  resist  the  decom- 
position of  the  sea-water.     The  same  remarks  apply  to 
mortars  and  cements ;  for  it  is  found  that  unless  the  mortars 
made  with  ordinary  limes  are  perfectly  carbonised  before  being 
immersed,  or  unless  the  cements  be  obtained  from  natural 
argillo-calcareous  rocks,  or,  if  artificial,  unless  the  lime  and 
alumina  have  been  made  to  combine  intimately  by  the  effects 
of  fusion,  however  well  they  may  appear  to  resist  in  the 
commencement,  they  will  eventually  be  certain  to  disintegrate. 
At  Algiers,  Brest,  Cherbourg,  and  the  He  de  £h^,  some 
mortars  were  employed  for  the  formation  of  large  blocks  of 
concrete,  and  were  composed  of  moderately  hydraulic  limes 
mixed  with  artificial  puzzuolanas,  prepared,  in  accordance 
with  Vicat's  suggestion,  merely  by  exposing  clays  to  a  low 
heat  in  such  a  manner  as  to  allow  free  access  of  air  to  all  the 
parts  in  incandescence.    The  concretes  thus  made  resisted 
satisfactorily  for  some  time,  but  at  the  expiration  of  two  or 
three  years  the''  fell  to  powder ;  whilst  in  all  cases  where 
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the  natural  pozznolanas  have  been  employed  they  have  not  \ 
yielded.  It  appears,  therefore,  that  there  are  certain  changes 
produced  in  the  alumina  by  the  action  of  intense  heat  which  \ 
render  it  more  capable  of  combining  with  lime ;  and  it  is 
probably  in  this  manner  that  we  may  account  for  the  ad- 
mirable results  obtained  by  the  application  of  the  Portland 
cement. 

Particular  stones,  however  hard  and  polished  they  maybe, 
and  in  spite  of  the  incessant  action  of  the  waves,  become 
rapidly  and  almost  entirely  covered  with  shells  and  sea- 
weed in  certain  positions,  whilst  in  others  they  are  left  bare. 
This  also  is  true  with  respect  to  some  mortars ;  for  blocks 
of  concrete,  which  have  only  been  immersed  for  ten  days,  \ 
have  been  noticed  to  be  covered  with  marine  plants.     The 
boring  moUusca  frequently  attack  the  softer  limestones,  with  { 
sufficient  rapidity  to  render  it  necessary  to  exercise  great 
caution  in  the  choice  of  the  materials  employed  within  the 
range  of  their  destructive  energies.    Granites  and  silicious 
sandstones  are  free  from  their  attacks,  and  some  descriptions  i 
of  limestones  enjoy  the  same  immunities ;   but  the  precise  { 
nature  of  the  latter  class  of  stones  is  not  known  with  any  j 
tolerable  degree  of  certainty.    The  animals  exercising  this 
action  upon  stones  are  of  the  inbe  of  the  Lithodamij  or 
more  frequently,  in  our  seas,  of  the  Saxicava  ntgosa  and  the 
Pholas,  the  latter  attacking  principally  the  chalk,  or  other 
pure  and  soft  carbonates  of  lime. 

Iron,  whether  in  the  water  or  only  exposed  to  its  vapours, 
corrodes  with   great  rapidity,   wrought  iron  decaying,  as 
might  be  expected,  more  rapidly  than  the  cast  metal.     Paint- 
ing or  galvanising  does  not  appear  to  retard  the  destructive  i 
chemical  action  of  the   salt  water  materially,  in  whatever ' 
state  the  iron  may  be ;   but  there  would  appear  to   be  a  j 
specific  difference  in  the  nature  of  the  action  upon  the  casi^ 
from  that  upon  the  wrought  iron,  for  it  is  found  that  the ' 
latter  becomes  simply  oxidated  to  a  greater  or  less  depth,  | 
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whilst  the  former,  after  an  immersion  for  about  thirty  years, 
becomes  converted  so  thoroughly  into  a  carburet  of  iron, 
closely  resembling  the  plumbago  of  commerce,  that  it  may 
be  easily  cut  with  a  knife.  De  Cessart  mentions  that,  in 
removing  some  works  executed  by  Vauban  a  century  pre- 
viously, he  found  that  in  many  instances  the  wrought-iron 
bolts  were*  intact,  whilst  other  bolts,  inserted  in  precisely 
analagous  positions  at  a  subsequent  period,  had  corroded 
within  a  very  few  years.  There  would,  therefore,  appear  to 
be  some  peculiar  states  of  the  iron  as  employed  in  the  arts 
which  modify  its  powers  of  resistance  to  the  chemical  action 
of  the  salt  water.  The  greatest  practical  inconveniences 
attached  to  the  chemical  action  of  the  sea- water  upon  iron 
are — firstly,  that  its  powers  of  resistance  are  diminished ;  and 
secondly,  that  as  its  bulk  diminishes  also,  especially  when 
oxidation  takes  place,  the  play  thus  superinduced  upon  the 
framing  it  is  intended  to  strengthen  becomes  very  great. 

Copper  and  gun-metal  oxidate  in  salt  water  to  a  very 
insignificant  depth.  They  do  not  appear  to  be  otherwise 
affected,  nor  do  they  lose  their  powers  of  resistance.  If,  by 
means  of  any  description  of  paint,  or  of  other  preservatives, 
the  oxidation  of  the  exposed  surfaces  be  prevented,  these 
metals  are  frequently  found  to  be  covered  with  shells  or 
marine  plants. 

The  most  important  observation  to  be  made  with  respect 
to  the  employment  of  metals  in  sea- water  is,  that  under  no 
circumstances  should  any  two  different  kinds  be  employed 
in  contact  with  one  another.  In  such  cases  a  galvanic 
action  takes  place  by  the  intervention  of  the  salt  water, 
which  produces  very  rapid  and  important  chemical  decom- 
position. 

If  wood  be  kept  constantly  under  water  it  is  found  that  it 
will  last  for  an  indefinite  period,  and  that  in  the  parts  left 
alternately  wet  and  dry  a  collection  cf  marine  plants  and 
shells,  ejspccially  mussels,  is  rapidly  formed.    The  principal 

c 
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danger  to  which  wood  is  exposed  in  our  seas  is,  however^ 
that  caused  by  the  ravages  of  a  species  of  worm  called  the 
Teredo  navalis.  It  is  said  that  this  worm  is  a  native  of 
India,  and  that  it  was  introduced  to  Holland  some  200  yens 
since,  from  whence  it  has  spread  through  the  ports  of 
Northern  Europe.  As  the  fossil  wood  of  the  Isle  of  Sheppey 
is  frequently  bored  by  these  worms,  whose  casts  are  pre- 
served in  the  fossil  state  equally  with  the  wood  itself,  it  may 
fairly  be  questioned  whether  the  above  story  can  account 
for  the  existence  of  these  pests.  Be  this  as  it  may,  it  is  not 
the  less  the  case  that  the  teredo  bores  into  the  heart  of  the 
wood,  and  destroys  the  strongest  carpentry  with  frightful 
rapidity.  Ihu§  at  Dunkirk  wooden  jetties  are  so  speedily 
eaten  away  that  they  require  renewal  every  twelve  or 
fifteen  years ;  at  Havre  a  stockade  was  entirely  destroyed 
in  six  months ;  at  Lorient  wood  only  lasts  about  three  years 
in  the  sea-water ;  and  at  Aix  the  hull  of  a  stranded  vessel 
was  found  to  have  lost  half  its  weight  in  six  months  from 
the  ravages  of  these  animals.  On  our  own  coasts  the  same 
destruction  is  caused  by  this  apparently  insignificant  enemy ; 
at  Southampton,  Ryde,  Brighton,  Dover,  &o.,  the  teredo 
has  destroyed  jetties  with  equal  rapidity  to  that  observed  on 
the  French  coast,  as  above  cited. 

When  the  teredo  enters  a  piece  of  wood  it  is  so  small  as 
not  to  leave  any  perceptible  trace  of  the  passage  by  which  it 
entered;  subsequently  it  increases  until  the  bore  of  the 
passage  it  occupies  is  equal  in  volume  to  the  little  finger.  It 
only  attacks  the  interior  of  the  wood  it  enters,  and  often- 
times the  latter  will  break  off  before  any  external  indication 

f  is  given  of  the  presence  of  the  worm.    In  piles  or  othei 

works  in  the  sea,  the  zone  most  affected  is  that  immediately 

I  below  the  main  level  of  the  sea ;   occasionally  the  teredos 

extend  their  ravages  below  the  line  of  low  water  of  the 
equinoctial  tides,  but  they  rarely  mount  higher  than  the 
line  of  hi^h  tide  at  neaps.    It  is  believed  that  they  cannot 
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exist  under  mud  so  compact  as  to  exclude  air ;  and  there 
are  some  local  irregularities  in  their  distribation  hitherto 
unaccounted  for;  that  is  to  say,  they  are  often  found  in 
some  parts  of  a  roadstead  or  harbour,  and  not  in  others. 

Engineers  have  endeavoured  to  prevent  the  ravages  of 
these  creatures  upon  jetties  or  fascine  banks,  by  either  cover- 
ing them  with  nails  or  by  sheeting  them  with  copper,  by 
coating  them  with  verdigris  or  cement,  or  by  impregnating 
the  wood  with  some  saline  solution.  Of  these  methods, 
that  of  covering  the  exposed  surface  of  the  wood  with  nails, 
about  i  inch  square  at  the  head,  appears  to  answer  the 
best ;  but  in  spite  of  all  the  care  and  attention  with  which  it 
may  be  performed,  its  successful  results  are  always  prob- 
lematical. Mr.  Hartley,  of  Liverpool,  asserts  that  Hie  green 
heart  wood  of  Demerara  is  not  subject  to  the  attacks  of  the 
teredo,  and  the  Sabicu  wood,  from  the  same  colony,  is  said 
to  possess  the  same  property ;  but  these  are  the  only  known 
exceptions  to  the  rule.  All  other  woods — oak,  teak,  fir, 
elm,  alike — ^whether  hard  or  soft,  yield  rapidly. 

There  are  also  other  small  worms,  which  do  not  attack  the 
heart  of  the  wood,  like  the  teredo,  until,  at  least,  they  have 
destroyed  all  the  outer  parts.  Their  ravages  are,  to  a  cer- 
tain extent,  combated  by  covering  the  outside  of  the  wood 
by  thin  slabs  of  the  same  description,  which  are  removed  as 
soon  as  they  are  eaten,  and  replaced  by  others. 

[The  creosoting  process  already  noticed  has  been  found  to 
aflford  the  most  efficient  means  of  preserving  timber,  whether 
on  land  or  in  water.] 


CHAPTEK  in. 
DIFFEEENT  KINDS  OP  CONSTROCTION. 

Bkicewobk. 

Thebk  ore  two  difEerent  methods  of  building  brickwork, 
depending  upon  the  relative  position  in  which  the  bricks  are 
placed.  When  a  brick  ia  laid  with  ita  end  appearing 
apon  the  face  of  the  wall,  as  a,  Fig.  4,  it  ia  then  called  a 
header,  and  when  with  its  side  as  b,  it  is  then  called  a 
stretcher.  Each  horizontal  layer  or  stratum  of  bricks  in  a 
wall  is  termed  a  eonrae,  and  it  should  be  so  bnilt  that  the 
vertical  joints  between  the  bricks  of  one  course  are  not  in 
the  same  line  with  those  of  the  course  above  or  below  it ; 
tbna  in  the  figure  the  joint  c  has  no  joint  above  or  below  it, 
but  solid  bricks ;  when  the  bricks  are  so  arranged,  they  are 
said  to  break  joint  or  bond  with  each  other.  There  are  two 
different  methods  of  bonding  walls  in  very  general  nse, 
namely,  old  English  bond,  which  conaista  in  laying  a  conrse 
of  headers  and  then  a  course  of  stretchers,  as  in  Fig.  4 ; 


Tig,  4.— English  Bond.  Fig.  G.— Flemiih  Bond. 

and   Flemish  bond,  which  consists  in   laying,  alternately, 
headers  and  stretchers  in  each  course,  a 
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Flemish  bond  has  the  neatest  appearance  upon  the  face  of 
the  wall,  but  is  much  inferior  to  the  old  English  bond  in 
strength,  and  also  requires  much  more  catting  of  the  bricks. 
Where  it  is  requisite  that  the  wall  should  be  of  consider- 
able strength,  the  bond  of  the  bricks  only  is  not  always 
sufficient ;  on  such  occasions  it  was  customary  to  build  a 
piece  of  timber  into  the  wall,  as  shown  at  d,  in  Fig.  4, 
which  ran  through  its  whole  length.  This  method,  however, 
of  bonding  walls  is  very  uncertain,  because  the  strength  of 
the  wall  depends  upon  the  timber  continuing  in  a  sound 
state ;  and  should  it  rot,  as  in  such  a  situation  it  is  very 
likely  to  do,  we  have  perhaps  no  means  of  ascertaining  the 
fact,  and  are  only  made  aware  of  it  by  the  failure  of  the  wall. 
This  method  of  bonding  is  in  consequence  almost  entirely 
superseded  by  the  hoop-iron  bond,  first  introduced  by  Sir 
Isambart  Brunei,  and  which  consists  in  laying  hoop  iron 
flatwise  between  the  courses,  as  shown  at  a  in  Fig.  5. 
The  iron  should  be  slightly  rusted,  which  greatly  increases 
its  adhesion  to  the  cement  or  mortar. 

ItUsoNBY. 

In  the  construction  of  masonry,  the  same  precautions  are 
adopted  as  in  brickwork,  so  to  dispose  the  vertical  joints 
that  the  wall  may  have  a  sufficient  bond ;  and  this  may  be 
easily  effected,  since  the  size  of  the  stones  is  not  fixed.  In 
the  neighbourhood  of  the  quarries,  where  rough  stone  is 
plentiful,  it  is  frequently  employed  in 
its  rough  state,  without  being  faced  or 
reduced  to  square  dimensions,  and  is 
then  termed  nibble  masonry.  Figure 
6  represents  a  wall  built  of  rubble, 
but    having  the    coping  (a  b),   the       J"fir-6-Ru 

plinth  (c  d),  the  quoin  (b  d),  and  the  piers  (a  c),  constructed 
of  cut  stone,  which  gives  solidity  to  the  wall  and  adds  to  its 
appearance. 
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When  a  wall  of  masonry  is  of  any  thickness,  ii  is  froquently 
cased  with  cat  stone  on  both  sides,  the  middle  being  filled 
in  with  rabble  ;  in  Bncb  cases,  heading  or  bond  stones,  a  a, 
Figs.  7  and  8,  sboald  be  carried  entirely  through  the  thick- 
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neBB  of  the  wall  at  certain  interrale,  to  preveut  the  sides  being 
forced  apart  by  the  settlement  of  the  rabble  between  them. 

In  cases  where  it  is  necesBary  that  the  stones  ehonld  not 
Blip  upon  each  other,  and  also  to  prevent  the  joints  from 

separating,  it  is  nsual  to  insert  between 
I  1         A      them  pieces  of  iron  or  copper  of  a 

^~       ~\        V(A    ^'''^''"'  *'onn,  aB  shown  at  a.  Fig.  9, 
f  ^       /  \  J  which  are  termed   cramps  or  doweh; 

these  are  ineerted  half  in  each  stone ; 

and  the  two  having  been  placed,  lead  ii 


Bg-S. 


mn  into  the  space  toimd  the  dowel,  which  fises  it  finnly  to 
the  stone.  Dowels  are  BOmetimes  made  of  slate  or  other  hard 
stone,  and  ore  then  run  with  cement. 

Gabfentby. 

The  most  important  branch   of  carpentry  to  the  civil 
engineer  is  that  which  relate 
connecting  timbers  together ; 
those  most  nsoally  employed. 

Figs.  10  represent  two  difl 
pieces  of  timber  in  the  dire^ 
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joint  is  termed  a  scarf,    a  a  are   wedges  very  slightly 
tapered,  termed  keys.   These  ke^'s  should  not  be  driven  in 

I3~ 


i 


•«f- 


I 


Fi'gs.  10. 

tighter  than  is  sufficient  lo  bring  the  parts  together,  and  not 
so  as  to  cause  any  strain  on  the  joint.  It  is  usual,  where 
great  strength  is  required,  to  secure  the  joints  with  plates 
and  bolts  of  iron. 

When  it  is  desired  to  lengthen  a  timber  placed  vertically) 
as  a  post,  it  may  be  done  in  either  of  the 
ways  shown  in  Figs.  11,  of  which  the  left- 
hand  figure  is  the  simplest. 

When  two  timbers  cross  each  other  at 
right  angles,  it  is  usual  to  notch  each  of 
them  half  through  as  at  a.  Figs.  12,  which 
is  termed  halving  them.  When  one  timber 
merely  meets  or  abuts  against  the  other, 
the  joint  is  formed,  as  shown  at  b.  Figs.  12, 
which  is  termed  mortidng  them  together; 
the  tongue  a  is  called  a  tenmiy  and  the  hole 
to  receive  it  h  the  mortise  ;  the  joint  is  usually  secured  by  at) 


U^ 


Figs.  11 


Figs.  12. 


oak  pin  driven  in  at  c.    When  both  pieces  meet,  forming  a 
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right  angle  or  corner,  they  ma;  either  be  Halved  together  as 
shown  at  c,  or  dovetaiUd  as  at  s ;  the  former  is  the  best, 
as  being  less  affected  by  shrinkage  of  the  irood. 

When  one  timber  abat^ing  against  another  makes  an 
acute  angle  with  it,  as  ia  the  case  of  the  principals  of  a  roof, 
the  joint  may  be  formed  as  shown  at  a,  Figs.  IS ;  where, 


however,  there  is  a  considerable  strain  npon  the  joint,  it  is 
better  to  make  it  as  shown  at  b,  in  which  the  bearing  is  more 
eqnal)  and  is  not  affected  by  any  settlement  of  the  irambg. 

[AU  timber  may  be  classed  under  two  heads, 'namely,  hard- 
wood and  soft-wood.  These  two  clasBes  of  timber  require 
very  different  kinds  of  treatment.  Hard-wood,  as  its  name 
implies,  is  hard,  and  it  is  generaUy  brittle,  A  hard-wood 
beam  may  be  loaded  with  scarcely  any  deflection  almost  to 
the  breaking  point,  and  it  will  o^en  break  when  overloaded 
without  giving  any  previous  notice  of  fracture.  A  soft-wood 
beam,  on  the  contrary,  will  deflect  so  much  as  to  render  it 
nseless  before  the  breaking  point  is  reached,  and  It  pos- 
sesses more  elasticity  and  is  mnch  lighter  than  a  hard- 
wood beam. 

Hence,  whilst  hard-wood  is  best  suited  for  piles,  uprights, 
and  capsills  supported  at  short  intervals ;  soft-wood  is  better 
for  the  chords  of  timber  bridges  and  for  trussed  beams  to 
which  a  camber  is  given. 

In  hard-wood  a  considerable  degree  of  dependence  may 
be  placed  upon  the  strength  of  the  tenons  t  but  in  Hnff-wnn^ 
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the  reverse  is  the  case,  and  a  different  system  of  joints 
should  be  employed. 

The  use  of  bolts  in  carpentry  is  to  hold  the  abutting  por- 
tions of  timber  to  their  work,  not  to  take  a  cross  strain.  In 
a  great  many  cases  hard-wood  dowels  might  be  substituted 
for  iron  bolts  with  advantage.  It  is  true  that  a  screw-bolt 
gives  great  facilities  for  drawing  timbers  together  taut  which 
have  shrunk  from  their  original  position ;  but  the  same 
thing  may  be  done  by  using  a  screw  clamp  and  wedging  up 
the  ends  of  the  dowels. 

Straps  are  inferior  to  bolts,  and  they  are  much  more 
expensive.  Thus,  in  the  case  of  a  raking  strut  abutting  on 
a  horizontal  beam,  a  bolt  passed 
through  both,  as  in  Fig.  14,  will 
hold  the.  strut  in  place  for  a  time, 
even  if  the  timbers  have  shrunk  from 
their  bearings;  whilst  in  the  case 
of  a  strap  used  for  the  same  purpose, 
there  is  nothing  to  prevent  its  slipping  out  of  place  in  the 
event  of  the  shrinking  of  the  timber.     See  Figs.  15  and  16. 


Fig.  u. 


Fig.  15.  Pig.  16. 

Angle-bands,  Figs.  17  and  18,  upon  framing  are  always 
objectionable.    They  are  wrong  in  principle,  as  they  do  not 


Fig.  17. 

allow  for  the  shrinking  of  the  timber.     In  the  case,  for 
instance,  of  a  strut  abutting  on  a  straining  piece,  secured  by 

c  3 
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an  uigle-baDd,  when  the  timber  shrinks — and  it  is  anre  to 
do  BO  in  time — the  pressure  is  transferred  from  the  ends  of 
the   timber  to   tho  bolts  which  fasten  the  bonds.'     The 


atmctore  becomes  ricketty,  and  the  stmt  is  generaUj  split 
by  the  cross-strain  on  the  bolts.  Cases  of  this  kind  are 
most  readily  treated  by  mnning  a  dowel  throngh  both 
timbers,  or  by  making  a  vertical  saw-cnt  in  each  and  iisert- 
ing  a  strip  of  boiler-plate. 

Stmts,  Figs.  19,  should  not  be  notched  at  their  lower  ends 
into  the  bearing  piles ;  they  should 
rest  on  cleats  placed  with  the  grain 
of  the  timber  upright,  bo  that  the 
xtrnts  win  not  be  allowed  to  drop 
by  any  shrinkage  of  the  cleats,  as 
might  happen  if  the  stmts  rested  on 
a  waling.  A  stmt  may  be  kept  in 
its  place  by  a  dowel  driven  throngh 
its  lower  end,  or,  still  better,  by  an 
npright  strip  of  boiler-plate  let  half 
into  the  cleat  and  half  into  the  strut. 
,  In  a  timber  bridge,  having  con- 

'\jp  ^^WT   tinnons  floor  beams,  it  is  preferable, 

Tigs.  10.  instead  of  lapping  or  scarfing  them 

over  the  capsiUs,  to  cat  them  of  greater  length  than  the  spans 
and  to  lay  the  ends  side  by  side,  as  in  Fig.  20,  and  '-■--"    - 
dowel  them  together.    This  makes  a  much  strong 
nation  than  scarfing.      It  confers  a  great  degree  of 
and  obviates  the  chance  of  decay  by  rnin-water  gei 
and  rotting  the  scarfs. 


DIFFEREin:  KINDS   OF  COXSTRUCnOlT. 


3d 


In  the  fnuning  of  the  trasses  of  bridges  the  ordinary  king- 
post or  qneen-post  tmss  is  to  be  avoided.     The  slightest 


■^ — ^ 


Fig.  21. 


Fj>  20.  • 

shrinkage  in  the  head  of  the  king-post  produces  very  serions 
deflection  of  the  tmss.  In  such  positions  cast-iron  heads 
shonld  be  nsed.  The  feet  of  the 
strut  should  be  cut  square  to  the 
direction  of  the  fibre,  as  in  Fig.  21, 
and  they  should  rest  either  in  cast- 
iron  shoes  or* on  level  blocks  of 
hard-wood,  so  that  shrinkage  of 
the  truss  may  not  incur  settlement. 
In  large  trusses  timber  should  not  be  applied  in  tension. 
Wrought-iron  bars  should  be  applied  in  tension  whenever  it  is 
practicable  to  do  so. 

Laminated  timber  arches  were  much  in  vogue  in  years 
past.  They  are  now  generally  abandoned.  They  are  diffi- 
cult of  repair. 

Timber  culverts  are  a  necessity  in  a  timber  district,  and 
in  other  situations  in  new  countries  where  other  material  is 
not  available.  In  the  first  case,  they  are  made  of  logs 
roughly  squared,  and  of  sufficient  size  and  weight  to  keep 
their  position  without  either  bolts  or  dowels.  The  roof  of 
the  culvert  should  be  formed  of  stout  poles  laid  across  the 
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road,  80  that  carriage  wheels  may  not  fall  in  between  the 
pieces,  as  may  happen  when  the  roof  is  constructed  of  timber 
laid  transversely  to  the  axis  of  the  culvert. 

Sawn-timber  culverts  should  be  made  in  lengths,  the  top, 

sides,  and  bottom  being  framed 
separately,  and  put  together  as 
in  Fig.  22. 

Crib-work  should  be  con- 
structed of  logs  as  nearly  as 
possible  of  the  same  diameter, 
say  from  8  to  14  inches,  and  in 
lengths  to  be  conveniently  han- 
dled. The  lower  side  of  each 
log  is  left  round,  the  top  is 
notched  to  receive  the  log  above  it,  and  all  the  intersections 
are  securely  trenailed.  Crib-work  executed  in  this  manner, 
and  filled  with  broken  stones,  is  an  excellent  substitute  for 
masonry  in  building  breast-walls,  crossmg  gullies,  forming 
embankments  or  piers  in  running  water,  and  for  like 
purposes.] 


Kg.  22.— Timber  Cutrert. 


CHAPTER  IV. 

EQUILIBRIUfli  OF  ABUTMENTS  AND  WALLS. 

We  have  next  to  examine  the  conditions  of  the  stability 
of  piers,  abutments,  or  walls,  sustaining  some  external  load 
or  strain,  such  as  the  thrust  of  an  arch  or  the  pressure  of 
earth  or  water.  Walls  and  abutments  are  usually  exposed 
to  two  forces — their  own  weight  acting  in  a  vertical  direction 
through  their  centre  of  gravity,  and  the  pressure  occasioned 
by  the  extraneous  load  which  they  have  to  sustain ;  and 
upon  the  magnitude  and  direction  of  the  resultant  of  these 
pressures  the  stability  of  the  structure  depends.  They  may 
yield  or  give  way  in  three  different  ways :  namely,  the  wall 
or  abutment  may  separate  into  two  portions,  one  sliding  or 
slipping  upon  the  other ;  or  it  may  similarly  separate  and 
the  upper  portion  turn  over  about  one  or  other  of  its  edges  ; 
or  the  material  of  the  wall  may  be  crushed  by  the  pressure 
exceeding  its  cohesion.  Or,  in  case  the  wall  or  abutment 
itself  is  too  strong  to  be  broken  or  crushed,  it  may  still  yield 
in  any  one  of  the  above  ways,  by  either  sliding  upon  the 
surface  of  the  ground,  or  turning  over  upon  one  of  its  lower 
edges,  or  from  the  ground  yielding  under  the  pressure.  For 
examples,  let  a  b  c  d.  Figs.  23  and  24,  represent  two  walls, 
•each  sustaining  a  pressure  acting  in  the  direction  a  i;  let  e  f 
be  the.  vertical  line  passing  through  the  centre  of  gravity,  h 
the  point  in  which  it  is  intersected  by  the  direction  of  the 
pressure ;  also  let  h  k  represent  the  weight  of  the  wall,  and 
B  I  the  amount  of  the  pressure  ;  then  the  diagonal  h  l  will 
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represent  their  resultant  acting  in  the  direction  h  m.    Now, 
let  N  o,  Fig.  28,  be  a  joint  in  the  masonry  of  the  wall ;  then 

(neglecting  the  adhesion  of  the  cement)  if  the 
angle  m  h  f,  which  the  resoltant  makes  with 
the  perpendicular,  be  gi*eater  than  the  limitiDg 
angle  of  resistance,  the  upper  portion  of  the 
wall  A  B  N  o  will  slide  upon  the  lower  portion 
N  o  c  D ;  and  if  the  adhesion  of  the  cement 
(being  now  taken  into  account)  is  sufficient  to 
prevent  the  wall  separating  at  n  o,  then  will  the  whole  wall 
A  B  c  D  slide  bodily  upon  the  ground  in  contact  with  its  base 
c  d;  if,  however,  the  angle  which  the  resultant  h  m  makes 
with  the  perpendicular  to  the  joints  is  less  than  the  limiting 
angle  of  resistance,  the  wall  cannot  yield  by  the  sliding  of 
its  parts  upon  each  other ;  and  the  stability  of  the  waU  or 
abutment  will  be  greatest  in  thiK  respect  when  the  direc- 
tion of  the  resultant  h  m  is  perpendicular  to  all  the  joints 
and  also  to  its  base  c  d. 

If  the  resultant  h  m,  instead  of  falling  within  the  base  of 
the  wall,  cut  the  side  a  c,  as  in  Fig.  24,  then  will  the  wall 

separate  at  the  nearest  joint  n  o,  and  the 
upper  portion  will  be  overthrown,  turn- 
ing upon  its  edge  at  n  ;  should,  however, 
the  adhesion  of  the  cement  be  sufficient  to 
prevent  the  separation  of  any  of  the  joints, 
then  will  the  whole  wall,  a  b  c  D,be  thrown 
over  bodily,  turning  on  its  lower  edge  c. 
The  wall,  however,  cannot  be  overthrown,  so  long  as  the  re- 
sultant keeps  within  its  substance,  and  cuts  the  base  c  n ; 
and  its  stability  in  this  respect  will  be  the  greatest  when 
the  resultant  passes  through  the  centre  of  its  base  c  d.  i 

If,  however,  both  the  foregoing  conditions  be  fulfilled,  that 
is,  if  the  resultant  pass  through  the  centre  of  the  base,  and 
its  direction  be  perpendicular  to  the  same,  the  wall  or  abut- 
ment may  still  give  way  by  the  crushing  of  its  material,  or 
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by  the  yielding  of  tlie  gronnd  on  which  it  stands,  if  the 
amonnt  of  the  resnltant  pressure  is  greater  than  they  are 
either  of  them  capable  of  supporting. 

The  external  pressures  to  which  walls  are  most  frequently 
exposed  are  those  occasioned  by  the  thrust  of  arches  or  the 
principals  of  a  roof  (both  of  which  we  shall  hereafter  ex- 
plain the  method  of  determining) ;  and  also,  in  the  case  of 
retaining  walls,  the  pressure  resulting  from  earth  or  water 
sustained  by  the  wall,  which  latter  case  we  shall  next  pro- 
ceed  to  consider. 

Pbessure  op  Eabth  ob  of  Water  against  Walls. 

When  any  kind  of  earth  is  thrown  up  into  a  heap,  the 
sides  assume  a  certain  inclination,  which  is  termed  the  natural 
slope,  and  is  equal  to  the  limiting  angle  of  resistance,  or  the 
angle  at  which  a  mass  of  the  same  earth  would  commence 
sliding  down  its  side. 

When  a  mass  of  earth,  supported  by  a  wall,  as  in  Fig.  25, 
gives  way,  in  consequence  of  the  insufficiency  of  the  wall,  it 
is  usually  found  to  separate  on 
some   plane   d  g,  the  prism  of 
earth  b  g  d  sliding  down  the  plane 
G  D,  and  overthrowing  the  wall 
by  its  pressure  against  the  back 
B  D.     Let  G  D  be  the  inclination 
at   which  the   earth   separates,  ^* 
and  let  us  suppose  the  mass  b  g  d  ^^'  ^^' 

to  be  on  the  point  of  sliding,  or  just  kept  in  equilibrium 
by  the  resistance  of  the  wall.  Now,  the  two  pressures 
acting  upon  the  mass  b  g  d  are  its  weight  acting  in  the 
vertical  line  h  i,  and  the  resistance  of  the  wall  acting  in 
the  direction  l  i  ;  then,  if  we  represent  the  former  by  o  i, 
and  the  latter  by  p  i,  the  diagonal  n  i  will  be  their  resultant, 
and  will  represent  the  pressure  of  the  prism  b  g  d  upon  the 
]^lane  g  d  ;  then,  since  it  is  upon  the  point  of  sliding  down 
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this  plane,  the  angle  which  n  i  makes  with  a  perpendicular    | 
to  the  surface  of  the  plane  d  o  must  be  equal  to  the  limiting 
angle  of  resistance.     Now,  the  weight  of  the  mass  of  earth    I 
B  G  D  is  equal  to  b  d,  multiplied  by  half  b  g,  and  by  the  weight    | 
of  a  cubic  foot ;  therefore,  the  more  g  d  is  inclined,  the  longer    ^ 
b  g  will  be,  and  the  greater  will  be  the  weight  of  the  earth 
which  the  wall  has  to  support,  and  the  length  of  the  line  o  i    i 
which  represents  it ;  but  the  more  d  g  becomes  inclined  the 
nearer  will  n  i  approach  to  the  vertical  h  i,  and  therefore  the    | 
less  will  be  the  line  p  i  representing  the  pressure  of  the  earth    | 
against  the  wall.    It  must,  therefore,  follow  that  there  is  a    j 
certain  inclination  for  the  plane  d  g,  which  occasions  the    I 
pressure  on  the  back  of  the  wall  to  be  greater  than  any  other, 
and  this  is  found  to  be  when  the  angle  b  d  g  is  half  that    ' 
which  the  natural  slope  of  the  earth  n  e  makes  with  the  ver- 
tical, the  angle  e  d  f  being  the  limiting  angle  of  resistance.^ 
Now,  in  this  case,  it  may  be  shown  that  the  triangle  n  o  i  is 
similar  to  g  b  d  ;  and  therefore,  if  b  d  represent  the  weight  of 
the  mass  b  g  d,  b  g  will  represent  its  pressure  against  the    t 
wall,  that  is,  the  weight  of  the  earth  is  to  its  pressure  against 
the  wall  as  the  height  of  the  wall  is  to  b  g  ;  and  since  the 
weight  of  the  earth  equals  the  height  of  the  wall,  multiplied 
by  half  b  g,  and  by  the  weight  of  a  cubic  foot  of  the  earth,    j 
it  follou'8  that  the  pressure  of  the  earth  against  the  wall  is 
equal  to  half  the  square  of  bo,  viultiplied  by  the  weight  of  a    \ 
cubic  foot  of  the  earth.     With  the  same  earth,  b  g  always 
bears  the  same  proportion  to  the  height  of  the  wall,  which 
proportion  for  the  different  kinds  of  earth  is  given  in  the 
fourth  column  of  the  subjoined  table,  the  height  of  the  wall 
being  taken  as  unity,  and  the  fifth  column  contains  half  the 
square  of  this  fraction,  multiplied  by  the  weight  of  a  cubic 
foot  of  the  earth.     In  order,  then,  to  determine  the  pressure    ] 
produced  against  a  wall  by  different  kinds  of  soil,  we  have 
only  to  multiply  the  square  of  the  height  of  the  wall  in  feet  by 
*  Moseley's  "Mechanical  Principles  of  Engineering,"  p.  445, 
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the  number  contained  in  ilie  last  column  oj  the  subjoined  table, 
and  the  product  mil  be  the  pressure  in  pounds,  acting  horizon- 
tally against  the  back  of  the  wall  at  a  point  (tf,  Fig.  26)  one- 
third  of  the  Jieigkt  of  the  wall  above  its  base. 


Nature  of  the  Earth. 

Weight 

of  a 

cubic 

foot 

in 

pounds. 

Limiting 

angle  of 

resistance 

=  BDP. 

Value 
of  BO, 

the 
height 
of  the 

wall 
being  1. 

Conetant 
multipher. 

Fine  dry  sand         •        •        .  | 

Loose  shingle,  perfectly  dry    . 
Common  earth,  perfectly  dry) 

and  pnlyendent  .        .        .  j 
The  same,  slightly  moistened,  i 

or  in  its  natural  state  .        .  / 
Earth  the  most  dense  and  com-  \ 

pact     .        .        .        .        .  / 

* 

94 
119 
106 

94 

106 
125 

0              , 

30      0 
40       0 
39      0 

43     10 
64      0 
55      0 

•577 
•466 
•477 

•433 
•326 
-315 

16-666 
12-938 
12-058 

8-816 
6o95 
6-213 

The  nnmbers  obtained  by  the  foregoing  rale  represent  the 
a€th'e  pressure  which  the  earth  exerts  against  the  wall  tend- 
ing to  push  it  over  about  the  point  o,  and  must  not  be  con- 
founded with  the  passive  resistance  which  it  would  offer  to 
prevent  the  wall  being  overthrown  in  the  contrary  direction 
about  the  point  d.  In  the  first  case,  when  the  wall  is  on  the 
point  of  moving  the  mass  of  earth  b  a  d  is  about  moving 
down  the  inclined  plane  d  o,  pushing  the  wall  before  it ; 
while  in  the  second  case,  when  the  wall  is  about  to  move 
the  same  mass  is  on  the  point  of  being  pushed  t(p  the  incline. 
Upon  this  supposition  the  angle  b  d  a  becomes  equal  to  the 
complement  of  its  former  value, "^  and  therefore  the  resistance 
calculated  for  this  new  value  of  b  a  would  be  much  greater 
than  before.  The  result,  however,  of  mathematical  reason- 
ing in  this  case  gives  a  value  for  this  resistance  far  greater 
than  it  would  be  safe  in  practice  to  calculate  upon ;  because 
the  ground  not  being  incompressible  would  yield  from  that 
•  Moseley's  "  Mechanical  Principles  of  Engineering,"  p.  448. 
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cause,  and  allow  the  wall  to  move  Jong  before  the  amount 
of  resistance  which  this  calculation  would  show  the  ground 
to  be  capable  of  producing  had  been  exerted. 

In  the  case  of  walls  supporting  water,  such  as  dock  walls 
and  quay  walls,  the  resultant  of  the  pressure  of  the  water 
against  the  whole  surface  of  the  wall  is  a  pressure  acting 
horizontally  at  a  point  two-thirds  of  the  depth  of  the  water 
below  its  surface,  and  equal  in  amount  to  the  square  of  the 
whole  depth  of  the  water  in  feet,  multiplied  by  81*25,  the 
product  being  the  pressure  in  pounds.  The  same  rule  will 
determine  the  pressure  of  water  against  lock  gates,  or  any 
other  vertical  surface.  The  pressure  of  water  increases  with 
its  depth,  and  is  equal  at  any  point  to  the  depth  in  feet 
multiplied  by  62J  lbs.  (the  weight  of  a  cubic  foot) ;  there- 
fore, to  determine  the  pressure  on  any  surface  entirely  im- 
mersed in  water,  whatever  may  be  its  position,  whether 
vertical,  horizontal,  or  inclined,  we  have  only  to  multiply  the 
area  of  the  surface  in  square  feet  by  the  depth  in  feet  of  its 
centre  of  gravity  below  the  surface  of  the  water,  and  by  62^. 

In  the  case  of  walls  sustaining  water,  the  active  resistance 
and  the  passive  pressure  are  precisely  equal. 


CHAPTER  V. 
METHODS  OF  FORMING  FOUNDATIONS. 

The  formation  of  a  firm  and  secure  fonndation  npon  which 
to  build  a  stractore  is  frequemtly  one  of  the  most  difficult 
operations  which  the  engineer  has  to  perform,  and  the 
method  adopted  mast  depend  npon  the  peculiar  circum- 
stances of  the  case.  When  the  natural  ground  is  firm,  and 
sufficient  to  support  the  weight  of  the  structure  to  be  placed 
upon  it,  it  is  only  necessary  to  make  its  surface  level ;  when, 
however,  the  original  surface  has  a  considerable  slope,  it  will 
not  be  necessary  to  bring  it  all  to  one  level,  but  it  may  be 
cut  into  a  series  of  level  benches  or  steps. 

In  most  cases,  however,  the  ground  is  not  sufficiently  firm 
to  be  trusted,  and  it  is  found  necessary  to  adopt  some 
artificial  means  of  increasing  its  resistance.  One  of  the 
most  common  methods  of  doing  this  is  to  drive  long  pieces 
of  timber,  termed  pUes,  vertically  into  the  ground,  until  the 
resistance  which  they  ofifer  is  sufficient ;  when  they  are  all 
savim  off  to  the  same  level,  and  a  platform  of  timber  formed 
on  the  top  of  them,  upon  which  platform  the  intended  struc- 
ture is  built.  The  piles  are  usually  about  12  inches  square, 
and  are  pointed  at  the  lower  extremity  and  shod  with  iron, 
to  enable  them  to  penetrate  the  ground  more  easily ;  they 
are  driven  into  the  ground  by  the  repeated  blows  of  a  heavy 
weight  allowed  to  fall  under  the  influence  of  gravity  on  their 
upper  extremity,  which  should  be  surrounded  with  a  hoop 
or  ring  of  iron,  to  prevent  the  pile  being  split  by  the  blows. 
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Fig.  26  is  a  section  of  the  wall  of  the  old  docks  at  Hall, 

supported  npon  three  rows  of  piles  driven  three  feet  apart ; 

each  pile  is  eight  inches  square,  and  ten  feet  in  length. 
Another  method  is  to  throw  the  base  of  the  structure  over 

a  large  superficial  area,  which  is  sometimes  done  by  spread- 
ing large  masses  of  concrete  over  the  ground,  and 
spreading  out  the  wall  with  footings,  or  by  laying 
large  flat  stones  over  the  ground  as  a  foundation 
course  upon  which  to  commence  building.  When 
the  soft  ground  is  only  superficial,  and  becomes 
firm  at  a  greater  depth,  it  is  usual  to  excavate  the 
loose  strata,  and  fill  up  to  the  level  of  the  bottom 
of  the  intended  masonry  with  concrete.  When  a 
structure  is  supported  upon  piers  or  detached  pil- 
lars^ the  bases  of  which  do  not  cover  a  sufficient 
1^-26.  ^  area  to  support  them  without  danger  of  settlement, 
dation.    the  Weight  which  they  carry  may  be  spread  over 

a  much  larger  surface  by  turning  inverted  arches  between 

them,  as  shown  in  Fig.  27. 


Fig.  27.--Foimdation  of  Jjaverted  Arches. 

It  sometimes  happens  that  although  the  ground  generally 
may  be  firm,  in  one  or  two  spots  it  may  be  loose  or  soft, 
and  not  capable  of  sustaining  the  requisite  load ;  in  such 
cases  an  arch  may  be  turned  over  the  soft  place,  if  not  too 
extensive ;  in  cases,  however,  where  it  has  been  too  wide  to 
be  spanned  by  an  arch,  wells  of  brickwork  have  been 
resorted  to,  which  have  been  sunk  down  to  the  firm  ground, 
and  then  the  structure  built  upon  them.  This  plan  was 
resorted  to  by  Sir  Christopher  Wren  in  building  the  chancel 
of  St.  Paul's  Cathedral,  under  one  corner  of  which  a  large 
pit,  or  pot-hole^  of  loose  ground  was  found. 
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In  conclusion )  we  must  not  omit  to  mention  the  Bcrew- 
pil'e,,  invented  by  Mr.  Alexander  Mitchell,  and  which  has 
been  used  with  great  success  for  the  foundation 
of  light-houses,  in  situations  where  from  the 
depth  of  water  or  loose  nature  of  the  bed,  any 
of  the  ordinary  means  would  have  been  totally 
inefficient.  It  consists  of  a  large  spiral  flange  or 
screw  of  iron,  making  about  one  turn  and  a  half, 
as  shown  in  Fig.  28 ;  it  has  a  square  spindle 
at  A,  upon  which  the  pile  or  column  a  b  is  fixed ; 
'  and  it  is  secured  in  the  ground  by  screwing  it 
down  to  any  depth  that  may  be  found  requisite, 
which  is  easily  e£fected  by  turning  round  the  pile     _.    ^ 

A  B.  Screw  Pfle. 

[Foundations  for  large  works  of  construction  are  laid  either 
on  the  natural  rock  or  soil,  if  sufficiently  firm,  or  on  prepared 
surface  where  the  soil  is  of  unequal  density  and  resistance, 
or  is  friable,  soft,  or  subject  to  disturbance  by  the  action  of 
water  or  any  other  external  cause.  The  nature  of  the  soil 
is  ascertained  by  borings.  The  most  solid  bottoms  are  those 
which  are  least  liable  to  compression  and  lateral  movement 
under  a  superincumbent  load,  as  unstratified  rock ;  rock  in 
which,  if  stratified,  the  seams  are  horizontal,  or  are  at  least 
strongly  cohesive ;  gravel,  dry  sand,  pure  clay,  and  other 
compact  earths  in  their  natural  state.  Faults  and  fissures 
are  frequently  met  with  in  rocky  formations,  occupied  by 
material  of  less  density  and  resistance  than  the  rock.  Such 
weak  places  are  spanned  by  an  arch,  or  they  are  cleared  out 
and  occupied  by  rubble,  masonry,  or  by  concrete ;  or  piles 
^  are  driven  into  the  weaker  material,  or  the  area  of  bearing 
surface  is  increased.  Beds  of  rock,  with  partings  of  clay 
between  them,  are  not  to  be  trusted,  especially  if  inclined 
in  direction,  as  they  are  liable  to  slip,  and  may  thus  cause 
serious  derangement  of  the  superstructure,  if  the  tendency 
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b«  not  properly  met.    In  bnildiog  a  bridge,  for  instance,   ' 
Fig.  29,  on  inclined  strata  of  sncb  a  nature,  over  a  ravine, 
whilst  tba  fonndations  on  the  one  side  would  be  perfectly 
secure,  those  on  the  opposite  side  would  ttlwcys  be  liable  to  { 


Flff.  IS.— Fcnrndationi  oa  Inclined  Btmta- 

-  A  nniformly  weak  soil  affords  a  better  foondalion  than  a   ' 
soil  of  greater  strengtb  but  of  nneqnal  density,  sisoe  on  the 
former  the  settlement  is  uniform,  on  the  latter  unequal.   The 
Campanile,   oi  leaning  tower,  of  Pisa,  is  an  instance  of  a 
structure  on  a  base  of  nneqnal  resistance.    It  is  a  circular 
tower,  178  feet  high,  weighing  11,800  tons,  on  a  base  of 
60  feet  in  diameter,  equivalent  to  a  pressure  of  i  tons  per    ' 
square    foot.    The  soil  is  of  uneqaal   density,  becoming    I 
weaker  as  the  Kiver  Amo  is  approached.    In  this  direction 
the  tower  leans,  having  settled  aneqnally,  and  been  thrown 
ont  of  its  originally  vertical  position.    That  the  settlement 
took  place  dming  tbe  progress  of  the  work  may  be  inferred 
Srota  the  presence  of  the  bars  of  iron  introduced  in  tbe  first    '. 
and  second  order  to  bold  the  mass  together,  and  the  differ- 
ence of  tbe  height  of  the  columns  of  the  fifth  order.    Almost 
all  tbe  towers  of  Pisa,  as  well  as  tbe  observatory  erected  in 
1755,  incline  towards  tbe  river. 
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Pore  clay,  sufficiently  beneath  the  surface  to  be  protected 
from  atmospheric  influence,  is  capable  of  bearing  a  pressure 
of  5  tons  per  square  foot,  although  the  pressure  of  the  Nel- 
son column,  in  Trafagar  Square,  London,  does  not  exceed 
1*80  tons  per  square  foot.  This  column  rests  on  day  of 
great  depth  and  compactness.  An  excavation  80  feet  square 
and  12  feet  deep  was  made  and  filled  with  concrete  to  a  depth 
of  6  feet.  On  this  base  a  frustum  of  a  pyramid  48  feet 
square  at  the  base,  and  13  feet  high,  was  built  of  brickwork, 
on  which  the  superstructure  was  built.  On  a  base  60  feet 
square,  which  may  be  taken  as  the  real  base  of  active  sup- 
port, the  grpss  load  amounts  to  4,665  tons,  equivalent  to 
1-80  tons  per  square  foot,  as  above  stated. 

Foundations  on  gravel  or  on  dry  sand,  if  the  stratum  be 
equal  in  depth  to  the  average  breadth  of  the  foundation,  may 
be  taken  as  practically  incompresbible.  The  Campanile  of 
Cremona,  895  feet  high,  standing  on  pliocene  gravel,  bears 
with  a  pressure  of  12  tons  per  square  foot  of  its  base. 
Water  is  not  likely  to  be  injurious  to  a  foundation  of  gravel, 
as  it  may  percolate  freely  through  the  material ;  but  to  a 
foundation  of  sand  it  is  dangerous,  and  it  frequently  destroys 
the  character  of  sand  as  a  natural  bearing  stratum.  A  case 
in  point  is  supplied  by  the  instance  of  a  chimney  shaft,  90 
feet  high,  built  upon  quicksand.  The  borings  showed  the 
eidstence  of  sand  and  water  to  a  depth  of  29  feet  below  the 
surface.  A  1-inch  iron  rod  pitched  upright  at  the  bottom 
of  the  excavation,  which  was  16  feet  deep,  sunk  by  its  own 
weight  15  feet  into  the  sand.  To  prepare  the  sand  for  the 
reception  of  the  chimney,  it  was  weighted  with  concrete  to 
the  extent  of  10  cwt.  per  square  foot ;  whilst  the  superficies 
of  the  excavation  was  fixed  upon  the  supposition  that  the 
final  maximum  load  would  amount  to  1  ton  per  square  foot, 
the  excavation  being  22  feet  square  and  16  feet  deep.  Con- 
crete was  thrown  in  to  a  depth  of  8  feet,  making  a  gross 
weight  of  210  tons,  and  it  was  covered  with  a  layer  of  6-inch 
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Yorkshire  flags.  Upon  this  the  hrickwork  was  commenced, 
four  conrses  in  cement,  19  feet  square.  The  footings  were 
decreased  by  half-brick  offsets,  until  the  work  was  carried 
up  to  within  6  inches  of  the  surface,  where  it  was  reduced 
to  9  feet  8  inches  square.  The  chimney  shaft,  90  feet  high, 
was  here  commenced,  and  the  settlement  was  about  i  inch 
per  day,  until  a  height  of  20  feet  was  reached.  It  was  then 
increased,  when  the  settlement  averaged  1  inch  per  day  for 
five  days ;  and  lastly  it  was  decreased,  until  the  last  15  feet 
was  added,  when  there  was  no  settlement  at  all.  The  total 
settlement  amounted  to  16^  inches,  the  work  remaining  per- 
fectly upright  and  without  the  slightest  crack.  The  total 
weight  of  the  work,  including  the  filling-in,  amounted  to 
492  tons,  on  a  base  of  484  square  feet,  being  at  the  rate  of 
1*02  tons  per  square  foot. 

The  obvious  tendency  of  sand  saturated  with  water  to 
escape  laterally,  under  the  pressure  of  a  heavy  load,  is  coun- 
teracted by  sheet-piling  driven  well  down  around  the  founda- 
tion below  the  base.  The  tower  of  the  Hamburg  waterworks, 
erected  by  Mr.  W.  Lindley,  supplies  an  instance  of  this 
kind.  The  tower  rises  about  290  feet  above  the  surface  of 
the  ground,  built  of  brickwork  reposing  on  a  circular  mass 
of  concrete  11  feet  thick  and  56  feet  in^  diameter,  founded  on 
quicksand  enclosed  in  sheet-piling  driven  below  the  line  of 
saturation  of  the  river  Elbe.  The  gross  weight  supported 
amounts  to  5,810  tons,  being  at  the  rate  of  fully  2  tons  per 
square  foot  of  base,  on  the  quicksand. 

Platforms  of  timber,  or  fascines,  may  be  employed  upon 
weak  soils  to  increase  the  bearing  surface  or  area  of  resist- 
ance, provided  they  be  constantly  wet  and  subject  to  uniform 
pressure. 

Piles  and  Pile-driving. 

Soft  bottoms  may  be  consolidated  by  driving  piles  into 
them,  after  having  been  surrounded  by  sheet-piling,  to  pre- 
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vent  lateral  divergence  of  the  Boil.  The  piles  aie  then  Eawn 
off  level,  the  ground  between  them  removed  for  a  depth  of 
two  or  three  feet,  the  excavation  filled  with  concrete,  and 
covered  with  planking  to  form  a  platform  for  receiving  the 
Buperstractare.  Occasionally  the  planking  is  laid,  not  ou  the 
heads  of  the  piles  dii'ect,  baton  a  network  of  horizontal  tim- 
ber, as  in  Fig.  SO.    A  pile,  12  inches  square,  driven  20  feet 


Fig.  so.— NsFoimaation. 
into  ooze  or  muddy  sand,  will  not  bear  more  than  0  tons  of 
load.  Driven  into  moderately  compact  elay,  it  will  bear 
12  tons ;  into  hai'd  day,  it  will  bear  26  tons ;  and  if  it  reaches 
to  a  stratum  of  compact  gravel,  as  much  as  80  tons.  From 
the  results  of  direct  experiments  made  by  Mr.  B.  P.  Brereton 
on  tae  loads  up  to  the  breaking  point,  home  by  large  fir  or 
pine  piles,  12  Inches  square,  of  varions  lengths,  the  following 
table  has  been  constructed  from  plottings  by  Mr,  Stoney : — 


Ratio  otlength  to  leasti 
breadth                   J 

10 

IS 

20 

25 

30 

3S 

iO 

45    GO 

Weight  that  can  be  1 
borne   in   tons  per  [ 
gquaro  foot  of  section ) 

120 

118 

115 

109 

90 

81 

80 

77     76 
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This  table  agrees  well  with  the  results  of  experiments  by 
Mr.  Kirkaldy  on  balks  of  Biga  and  Dantzic  timber,  about 
18  inches  square,  having  a  length  of  20  feet : — 

TotaL         ^®'  square  foot  By  Mr.  Stoney'v 

of  section.  curve. 

Kiga        .     148  tons,  or  126  tons  ...        116  tons. 

Dantzic   .     138    „      „   116    „  ...        116    „ 


Moans    .        119    „  116 


)f 


Another  method  of  treating  soft  bottoms  is  to  exeavate 
holes  to  the  depth  of  the  soft  ground  and  refill  them  with 
sand,  gravel,  concrete,  or  other  incompressible  material. 
This  system  is  but  little  employed  in  England,  but  it  is  much 
used  on  the  Continent,  the  method  usually  followed  being  to 
diive  down  a  pile  through  the  soft  material,  then  to  with- 
draw it  and  fill  the  hole  with  sand. 

In  driving  piles  for  a  foundation,  there  are  three  special 
cases: — 1.  That  of  a  pile  diiven  through  a  soft  stratum  to 
rest  on  a  hard  bottom.  2.  That  of  piles  driven  into  ground 
more  or  less  capable  of  compression,  for  the  purpose  of 
obtaining  support  from  lateral  pressure.  8.  That  of  piles 
driven  into  moderately  firm  ground  for  the  purpose  of  keep- 
ing them  fixed  in  an  upright  position,  like  pins  in  a  pin- 
cushion. 

In  the  first  case  the  depth  of  the  bearing  stratum  must  be 
ascertained,  and  the  piles  must  be  of  sufficient  length.  The 
work  done  is  squeezing  rather  than  hammering  until  the 
bearing  stratum  is  reached,  when  the  driving  must  be  con- 
ducted with  great  care  to  avoid  splitting  the  piles.  In  the 
second  case,  trial  piles  must  be  driven  to  ascertain  the  depth 
to  which  they  will  go.  In  the  third  case,  in  which  a  great 
portion  of  the  pile  generally  remains  above  the  level  of  the 
ground,  it  is  necessary  either  to  use  a  high  engine  for  driving, 
or  to  erect  a  staging  at  the  level  to  which  the  heads  of  the 
piles  are  to  be  cut  off  when  fully  driven. 

It  is  always  well  to  drive  with  a  heavy  ram  and  a  low 
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fall,  rather  than  with  a  light  ram  and  a  high  fall.     Mr.  Dob- 
son*  gives  the  following  scale  for  the  weights  of  rams :— • 

For  piles  10  inches  in  diameter,  use  a  15  cwt.  mnu 
»>         12  J,  ff  20        „ 

»t  1^  n  tt  w         ff 

M         18  »»  »»  ^0        »» 

When  a  considerable  nmnber  of  piles  are  to  be  driven^  ii  is 
less  expensive  to  nse  steam  power  than  hand  labour. 

Hydbaulio  Foundatioks. 

Hydraulic  foundations  are  such  as  are  laid  in  rivers,  and 
where  else  water  in  motion  is  to  be  dealt  with.  Foundations 
are  laid  on  natural  surfaces  when  they  consist  of  rock,  or  on 
beds  of  gravely  sand,  or  stiff  clay  secured  against  scour  by 
aprons,  sheeting,  rubble-stones,  or  other  means  of  protee* 
tion.  When  the  foundations  are  to  be  laid  or  pumped  dry, 
the  ground  is  enclosed  by  dams  where  the  depth  of  water, 
if  the  water  be  still,  is  less  than  10  feet,  or  under  3  or  4 
feet  in  running  water.  A  clay  puddle  embankment,  or  even 
one  of  earth  free  from  stones  and  roots,  forms  a  sufficient 
dam.  A  trench  is  dug  for  its  foundation,  so  as  to  remove 
loose  and  porous  material  from  the  surface  of  the  ground. 
The  leakage  of  a  dam  and  the  danger  of  breaches  increase 
rapidly  in  proportion  to  the  head  of  water.  A  solid  dam 
may  be  made  of  concrete,  but  it  is  expensive  to  construct 
and  troublesome  to  remove. 

GOFFEBDAMS. 

In  greater  depths  cofferdams  are  constructed,  taking  up 
less  room  and  being  less  liable  to  be  water-worn  or  breached 
than  an  earthwork  dam.  A  cofferdam  consists  essentially 
of  two  parallel  rows  of  main  piles  and  sheet  piles,  en6losing 
between  them  a  vertical  wall  of  clay  puddle.  The  upper 
wales  of  the  two  rows  of  piles  are  tied  together  by  cross 

♦  Pioneer  JSnffineeriftff,  1877,  page  160. 

D  2 
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beams,  which  support  a  stage  of  plankmg  for  the  workmen. 
The  main  piles  in  one  row  are  at  distances  of  from  5  to  10 
feet  apart.  The  ground  is  excavated  between  the  rows  of 
sheet  piles  until  a  sufficiently  firm  bottom  is  reached,  and 
the  puddle  is  rammed  down  in  layers.  The  width  of  a 
cofferdam  is  often  as  great  as  the  head  of  water ;  but  if  the 
cofferdam  is  strutted  inside,  so  that  the  clay  merely  acts  as  a 
watertight  lining,  the  width  need  not  exceed  from  4  to  6  feet. 
When  the  height  exceeds  from  12  to  15  feet  or  so,  three  or 
four  parallel  rows  of  sheet  piling  are  driven,  thus  dividing 
the  thickness  of  the  dam  into  two,  three,  or  more  equal 
divisions,  each  of  about  6  feet  thick.  In  constructing  a 
cofferdam  the  first  step  is  to  drive  guide-piles  at  short  inter- 
vals along  the  line  of  dam,  and  to  bolt  on  to  them  horizontal 
timbers,  or  walings,  to  guide  the  sheeting  piles  in  their 
descent.  The  guide-piles  are  of  whole  timbers,  the  walings 
generally  half-balks.  The  dam  erected  for  the  entrance  to 
St.  Eatherine's  Docks,  London,  is  shown  in  Figs.  81  and  82. 

In  cofferdams  enclosing  a  limited  area,  as,  for  instance, 
the  site  of  the  pier  of  a  bridge,  the  required  strutting  to 
resist  the  pressure  of  water  is  placed  within  the  dam,  across 
from  side  to  side,  the  struts  being  removed  as  the  work  pro- 
ceeds. In  constructing  dams  for  a  wharf  wall,  in  front,  the 
strutting  is  differently  applied :  a  series  of  buttresses,  or 
counterforts,  are  placed  at  short  intervals,  from  which  dams 
are  strutted,  with  raking  horizontal  struts,  as  exemplified  in 
the  cofferdam  used  in  the  construction  of  the  river  wall  of 
the  Houses  of  Parliament,  Figs.  88  and  84. 

The  cofferdam,  Fig.  85,  constructed  for  the  works  of  the 
Great  Grimsby  Dock,  in  the  river  Humber,  is  an  excellent 
example  of  a  dam  constructed  to  resist  a  great  head  of  water, 
and  to  withstand  storms  of  great  violence.  While  there  was 
a  rise  of  25  feet  of  tide  outside,  there  was  inside  a  depth 
of  excavation  12  feet  below  low  water,  made  for  laying  the 
foundation  of  the  locks.    The  dock  works  were  commenced 
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1 1846»  from  the  dmgns  of  Mr.  Bendel,  and  oompleted  in 


I  Fiff.  SI.— DniD,  St.  Kntherine'a  Dodu. 

1850.     The  cofferdam  depended  solely  on  its  own  strengtb 
and  form  of  coDBtrnction  for  the  rcqtUBite  stablUty,  as  there 
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was  nothing  in  its  whole  length  of  1,G00  feet  from  whioli  it 
coold  derive  support.  In  plan,  the  form  of  the  dam  consisted 
of  two  circnlar  arcs  of  150  feet  and  800  feet  radins  respec- 
tively, with  a  straight  return  on  the  west  side.  The  versed 
sine  of  the  curved  portion  was  200  feet,  or  abontI-5th  of  the 


Fig.  S2.— 'Dam,  St,  KaUKrioe's  Dock. 

span.  The  dam  consisted  of  three  rows  of  whole-timber 
sheet-piling  ofBaltic  yellow  pine,  from  18  inches  to  16  inches 
sqnare ;  the  outside  row  battered  i  inch  to  a  foot.  The 
'sheeting  was  all  driven  between  gauge  piles,  placed  10  feet 
apart,  and  the  power  employed  was  that  of  two  stationary 
engines  of  80  horse-power,  working  twelve  winding  drums, 
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from  which  the  chtuns  were  led  to  ordiDor;  pile- engines. 
The  last  three  piles  driven  in  each  bay  were  sawn  to  a  taper 


Fig.  S3,— CoOeidam,  HoiUMofFuIiuimit. 

in  opposite  directions,  bo  as  to  wedge  the  remaining  piles  of 
the  bay  closely  together.     The  piles  in  the  front  row  ave- 


Fiff.  84.— Co8ad«m ;  Pten. 

raged  58  feet  in  length,  and  those  of  the  other  rows  45  feet 
long.     The  piles  were  loft  from  28  feet  to  80  feet  above 
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gFonnd,  all  of  iliem  having  been  driven  down  sufficiently  t&t 
to  enter  a  bed  of  hard  clay.  The  width  between  the  first 
and  second  rows  of  piling  was  7  feet ;  and  that  between  the 
second  and  the  back  rowa  was  6  feet.  The  pnddle  clay  occu- 
pying these  spaces  was  mised,  for  the  first  5  feet  in  height, 
with  one-fonrth  part  of  small  broken  chalkstone,  and  perfect 
consolidation  was  insured  by  tipping  the  pnddle  throughout 
from  earth  waggons  on  the  top  of  the  dam.    The  front  and 


Tie.  So.— CoSerdun,  Qcntt  Orinubr  Dock, 
back  rowa  of  piling  were  secured  by  five  tiers  of  whole-timber 
double  walings ;  but  in  the  centre  row  the  three  lowest  tiers 
of  waling  are  replaced  by  bands  of  wrought  iron  6  inches 
wide  by  1  inch  thick,  keyed  together  in  lengths  of  12  feet, 
and  forming  a  continnons  tie  on  either  side  of  the  piling 
from  the  two  extremities  of  the  dam,  and  exposing  an  unin- 
terrupted surface  on  both  sides  or  faces  of  the  sheet-piling, 
in  order  that  the  puddle  might  at  all  times  Uo  closely  against 
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it  without  leaving  any  of  those  voids  which  are  inseparable 
from  the  use  of  ordinary  timber  walings  in  such  sitnations, 

J  and  which  serve  as  channels  for  any  water  that  may  pass 
along  the  through  bolts.    The  long  bolts  broke  joint,  that  is, 

i  they  were  in  two  lengths,  screwed  up  separately  to  the 
central  piling.  They  were  2^  inches  in  diameter  below,  and 
reduced  to  If  inches  above. 

The  cofferdam  was  fortified  by  a  novel  system  of  counter- 
forts or  buttresses,  each  18  feet  in  depth  and  20  feet  in 
length,  consisting  of  close-driven  rows  of  whole-timber  sheet- 

^  piling,  springing  from  the  back  row  of  the  main-pile  sheeting, 
at  intervals  of  25  feet  between  centres.    This  arrangement 

f  was  found  to  be  completely  successful  for  stiffness  and  capa- 
city for  resisting  the  pressure  of  the  highest  spring-tides. 
In  severe  storms  the  shocks  of  the  waves  against  the  coffer- 
dam scarcely  produced  any  sensible  effect.* 

Mr.  Wm.  Cubitt  referred  to  this  work  as  the  longest,  the 
strongest,  the  deepest,  and  the  soundest  work  of  the  kind  he 

X  had  ever  seen.  The  cost  of  the  dam  amounted  to  J629  per 
lineal  foot,  or  to  £22  per  foot  after  allowing  for  the  timber 

^        drawn. 

A  form  of  cofferdam.  Fig.  86,  buttressed  similarly  to  the 
cofferdam  just  noticed,  was  employed  in  the  construction  of 
the  Victoria  Embankment  on  the  river  Thames,  for  the  Temple 

y  Pier.  For  this  pier,  irregular  in  outline,  projecting  at  places 
upwards  of  80  feet  beyond  the  ordinary  line  of  the  wall,  it 
was  necessary  to  place  the  dam  so  far  out  as  to  embrace  the 
greatest  projection,  and  altogether  it  would  have  required  struts 
of  57  feet  in  length.  To  reduce  the  length  of  struts  required, 
and  at  the  same  time  to  strengthen  the  dam,  buttresses  were 
placed  at  intervals  of  20  feet  and  were  11  feet  in  width. 
The  bed  of  the  river  was  dredged  out  to  the  clay,  into  which 

J  •  '*  Description  of  the  Cofferdam  at  Ghreat  Grimsby."    By  Charles 

Neate.     Froceedinga  of  the  ImtUution  of  Civil  Bngineera^  1845 — 60, 
ToL  iz.,  page  1. 

D   8 


58  THE    RUDIMENTS   OF   CT^^IL   ESGISEERING. 

piles  12  inches  square  were  driven,  forming  &  6-feet  space 
for  paddle,  with  walings  and  strata  14  inches  square.  The 
piles  were  driven  0  feet  into  the  clay.  The  rise  of  spring 
tides  was  18  feet  6  inches,  and  provision  was  made  for  22  feet 
rise  of  water.  The  dredged-ont  spaces  were  filled  np  on 
both  sides  of  the  dam  with  a  mixtTire  of  gravel  and  clay, 
which  was  of  great  valne  in  increasing  the  stability  of  the 
dam.  This  dam  was  481  feet  6  inches  in  length.  It  was 
fonnd  by  means  of  gauges  along  the  upper  wahng  that,  at  high 


Fig.  Sa.— Oofferdam,  Victoria  Embankment.   ' 

water,  the  dam  yielded  by  iiom  1)  inches  to  S^  inches.  The 
puddle  was  composed  of  London  clay  and  a  sixth  part  of 
gravelly  loam. 

It  had  originally  been  proposed  by  the  contractor  to  con- 
stract  the  dams  similar  to  those,  Fig.  8S,  erected  at  the 
hoQses  of  Parliament.  It  was  ultimately  decided  by  the 
engineer,  Sir  Joseph  W.  Bazalgette,  that  the  outer  face  of 
the  dam  should  not  be  farther  than  IS  feet  from  the  foouda- 
tion  trench.  Nos.  1  and  2  were  therefore  constructed 
according  to  Fig.  87 ;   made  double  to  escludo  the  water. 


METHODS  OF   FOBJIIKG  FOUKDATIOKS.  oif 

front  and  back     Tbo  remammg  dama  were  constructed  as 
m  Fig  88     the  inner  row  of  piles  being  placed  bo  as  to 


cmncide  with  the  river  face  of  the  concrete  b  the  ibandation 
of  the  wall.     Immediately  behind  each  of  the  back-strut 


Kg,  se.— CofltTuiin,  Tirtocto  Emtaokmect. 

pilea  a  mass  of  rubble-stones  was  roughly  bnilt  to  add  to 
the  resistance  and  distribute  the  pressure  on  the  earth-filling. 
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No.  5  dam  yielded  by  from  1  inch  to  4  inches  at  high  water. 
The  yielding  was  due  to  the  fact  that  the  ground  behind  the 
back  piles  was  not  sufficiently  compact  to  resist  the 
enormous  pressure  of  the  tide. 

The  quantities  of  material  used  in  the  construction  of  the 
dams  were  as  follows : — ^In  dams  Nos.  1  and  2,  117  cubic 
feet  of  timber,  202  lbs.  of  iron,  9  cubic  yards  of  puddle,  per 
lineal  foot  of  dam.  In  the  Temple  Pier  dam,  timber  152 
cubic  feet,  iron  285  lbs.,  puddle  9  cubic  yards,  per  lineal 
foot.  For  Nos.  4  and  5  the  quantities  were  nearly  the  same 
as  for  the  Temple  Pier  dam.  The  cost  of  the  dam  was 
£18  lis.  4d.  per  lineal  foot,  and  of  its  removal,  £1  4s., 
together  £19  15s.  4d. ;  nett  cost,  allowing  for  value  of  old 
material,  £17  4s.  lOd. 

For  the  construction  of  other  portions  of  the  embankment, 
wrought-iron  caissono  were,  at  the  suggestion  of  Sir  Joseph 
Bazalgette,  used  instead  of  the  timber  dams  to  effect 
a  saving  of  cost  by  using  the  same  caissons  two  or  three 
times  in  different  parts  of  the  dam.  The  caissons  were 
constructed  of  wrought-iron  plates,  i  inch  and  f  inch  thick, 
in  half  oval  rings  bolted  together  in  pieces,  so  as  to 
form  elliptical  sections  12^  feet  long  by  7  feet  wide,  and 
4i  feet  deep.  The  sections  were  bolted  together  vertically, 
and  in  all  cases  nested  on  a  cast-iron  section  as  a  base,  with 
a  lower  cutting  edge  to  penetrate  the  soil  the  more  easily. 
The  caissons  were  placed  side  by  side  between  guide-piles, 
and  were  made  watertight  at  the  points  of  contact  with  felt 
packing.  Each  ring  weighed  80  cwts.,  and  cost  £16  15s.  per 
ton.  The  base  of  cast-iron  weighed  82  cwts.  The  caissons 
were  sunk  to  a  depth  of  4  feet  into  the  clay  by  excavating 
the  ground  within  them,  and  were  weighted  with  cast-iron 
blocks  of  9  cwts.  each.  The  ground  was  excavated  in  three 
modes :  by  manual  labour,  the  water  being  kept  down  by 
a  chain  and  bucket  pump ;  by  manual  labour  and  pneumatic 
pressure  against  the  water ;   and  by  a  telescopic  dredger 
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with  endless  chain  and  backets,  the  water  rising  and  falling 
^  with  the  tide.  The  quantity  of  work  done  on  the  three 
systems  respectively  was  as  60,  45,  and  100,  and  the  cost 
was  as  100,  88,  and  55.  The  cost  of  the  dam  was  £29  lOs. 
per  lineal  foot,  and  of  its  removal  17s.  6d,  together 
£80  7s.  6d. ;  and,  deducting  for  value  of  iron  used  a  second 
time  and  value  of  old  material,  the  nett  cost  was  £14  lis. 
per  lineal  foot,  as  against  £17  4s.  lOd.,  the  nett  cost  of  the 
timber  cofferdam. 

The  use  of  single  sheet-piling,  tongued  and  grooved, 
may  be  resorted  to  where  the  structure  may  be  strutted 
across  from  side  to  side,  or  shored  from  a  solid  mass  be- 
hind it. 

Hollow  timber  frames,  without  a  bottom,  and  made 
watertight  at  the  bottom  after  being  lowered,  are  suitable 
for  building  piers  of  bridges  in  water  from  6  feet  to  20  feet 
deep,  on  rocky  beds,  or  where  there  is  only  a  slight  layer  of 
silt 

A  rubble  mound  foundation  is  sometimes  used  for  dams, 
when  any  settlement  can  be  repaired  by  adding  fresh  material 
to  the  top. 

A  framing  not  made  water-tight  may  be  sunk,  inside  which 
I  concrete  is  run,  and  the  framing  remains  as  a  protection  for 
the  concrete  and  is  surrounded  by  a  toe  of  rubble. 

Concrete  can  be  deposited  in  situ  for  bridge  foundations ; 

and  though  concrete  blocks  are  only  employed  in  sea  works, 

bags  of  concrete,  like  those  used  at  Aberdeen  by  Mr.  Dyce 

Cay,  might  be  sometimes  employed  instead  of  rubble-stones 

^    for  forming  the  base  of  piers  or  for  preventing  scour. 

Cylindrical  Foundations. 

The  piers  of  bridges  in  India  are,  in  most  instances,  sup- 
ported on  wells  or  hollow  cylinders  of  brickwork.     The 
first  length,  from  5  to  10  feet  high,  is  placed  on  a  circular 
*'*  wooden  framework  on  the  ground.     It  is  then  gradually 
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sunk  by  a  man  inside  undermining  it,  and  another  length  is 
placed  on  the  top.  As  these  operations  are  generally  con- 
ducted in  the  silty  or  sandy  beds  of  rivers  which  become  dry 
in  summer,  there  is  no  running  water  to  contend  with ;  but 
water  percolates  into  the  excavation  and  then  the  natives 
use  a  '' jham/*  by  which  they  remove  the  earth  from  under 
water. 

The  use  of  iron  cylinders  for  foundations,  it  appears,  was 
first  resorted  to  by  Mr.  J.  B.  Bedman,  at  Gravesend.  Iron 
cylinders  are  preferred,  in  certain  cases,  to  cylinders  of 
brick,  masonry,  or  concrete,  on  account  of  the  ease  with 
which  they  are  lowered  in  deep  water  on  the  river  bed, 
and  afterwards  built  up  solid  with  masonry.] 
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INLAND  ENGINEERmO. 


CHAPTER  I. 

COMMON  KOADS 

Detebmination  op  Boute. 

In  the  laying  oat  of  either  a  eanal,  common  road,  or  railway, 
the  first  and  one  of  the  most  important  points  to  he  considered 
IS  the  determination  of  its  route  or  general  course.  The 
selection  of  the  hest  line  should  he  guided  hy  many  circum- 
stances, amongst  which  the  following  are  the  most  im- 
portant. The  primary  ohject  being  usually  the  connection 
of  two  distant  towns,  it  is  desirable  to  obtain  the  most  direct 
and  shortest  means  of  communication,  which  in  point  of  dis- 
tance would  obviously  be  a  straight  line.  But  it  is  very 
seldom  that  a  perfectly  straight  line  can  be  obtained,  be- 
cause there  are  other  requisites  equally  desirable,  which  can 
seldom  be  attained  by  taking  the  most  direct  route  ;  these 
are — as  little  deviation  in  the  surface  of  the  road  or  canal 
from  a  perfect  level  as  possible  (avoiding  steep  inclines  in  one 
ease  and  locks  in  the  other),  economy  in  the  construction  of 
the  line,  the  cost  of  which  will  be  principally  affected  by  the 
unevenness  of  the  original  surface  of  the  country,  the  nature 
of  the  ground,  and  the  number  of  streams,  rivers,  roads,  &c., 
required  to  be  crossed  by  bridges.     There  is  also  another 
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circmustance  which  frequently  makes  it  desirahle  to  leave 
the  direct  and  take  a  somewhat  circuitous  course,  and  this  is 
the  passing  through  or  near  to  the  intermediate  towns  lying 
between  the  terminal  ones,  by  which  the  country  generally  is 
better  served,  and  an  accession  of  traffic  brought  to  the  road 
or  canal. 

The  course  of  the  best  line  depending  on  so  many  circum- 
stances, it  will  be  easily  understood  that  it  requires  much 
care  and  consideration  on  the  part  of  the  engineer  for  its 
selection.  In  order  to  obtain  the  requisite  data,  or  the 
information  upon  which  to  form  his  judgment,  he  usually 
proceeds  to  a  general  examination  of  the  district,  in  which, 
assisted  by  some  good  map  showing  the  physical  features  of 
the  surface,  and  accompanied  by  some  person  conversant 
with  the  country,  he  ascertains  the  courses  of  the  valleys 
and  hills,  makes  general  inquiries  as  to  the  nature  of  the 
strata,  the  position,  population,  and  trade  of  the  neighbour- 
ing towns, and  all  other  points  which  may  affect  his  selection. 
He  then  sketches  out  one  or  more  lines  which  appear  to 
him  to  be  most  advantageous ;  these  he  has  carefully  surveyed 
and  levelled  over,  having  also  cross  levels  taken  by  which 
he  may  be  able  to  ascertain  whether  any  benefit  may  be  ob- 
tained by  deviating  from  the  line  at  first  laid  down. 

Being  thus  in  possession  of  all  the  requisite  information, 
he  finally  determines  the  course  of  the  line,  which  is  then 
laid  down  upon  the  plan,  and  also  marked  on  the  ground  by 
driving  a  wooden  stake,  about  18  inches  in  length,  into  the 
ground,  upon  the  centre  of  the  intended  road  or  canal,  at 
convenient  distances,  usually  a  chain  (or  66  feet)  apart. 
Very  careful  levels  are  then  taken  over  the  line  thus  marked 
out,  every  undulation  in  the  surface  of  the  ground  being 
taken  notice  of;  the  width  of  every  stream,  river,  canal, 
road,  &c.,  is  measured,  as  also  the  level  of  its  surface  and 
the  exact  angle  (called  the  angle  of  skew)  which  its 
direction  makes  with  that  of  the  line ;  it  is  also  necessary. 
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where  the  snrface  of  a  road  crossed  by  the  line  will  require 
to  be  altered,   to  have 
levels  taken  along  it  for 
a  short  distance,  so  that 
the    exact    amount    of 
snch  alteration  may  be 
accurately     determined. 
From  these  levels  a  sec- 
tion mnst  be  formed  re- 
presenting npon    paper 
the   nndnlations  of  the 
ground;    in    order    to 
render  these  more  easily 
perceptible,  it  is  nsnal  to  ^ 
distort   the    section    by  g 
drawing  the  lengths  and   l^ 
heights  to  different  scales.   §-. 
For    example,    suppose   g 
Figure  89  to  represent  a   | 

section  of  a  shoit  line  of  ^ 

ft 
railway.     The  irregular  » 

line,  A  B  c  D  E  F  G,  re-  % 
presents  the  surface  of  | 
the  ground ;  but,  in  order 
to  render  the  undulation 
in  the  same  more  dis- 
tinct, the  horizontal  dis- 
tances are  drawn  on  a 
scale  of  50  chains  to  the 
inch,  that  is,  every  inch 
measured  along  the  line 
I H  represents  a  dir^tancc 
of  50  chains  or  8,800  feet 
on  the  ground;  while 
the  vertical  heights  are 
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drawn  to  a  scale  of  100  feet  to  the  inch,  that  is,  every  inch 
measured  in  a  direction  perpendicular  to  the  line  i  k  repre- 
sents a  height  of  100  feet.  It  is  usual  to  refer  the  levels  to 
some  fixed  point  termed  the  Batuniy  which  in  the  present 
instance  is  taken  45  feet  helow  the  surface  of  the  ground 
at  the  point  a  ;  a  line  i  k  called  the  datum  line,  being  then 
drawn  horizontally  through  the  datum,  the  heights  of  the 
ground  at  any  point  are  always  measured  from  it. 

The  levels  having  been  taken  and  the  surface  of  the  ground 
plotted  or  drawn  in  section,  the  next  step  is  to  determine  the 
levels  at  which  the  intended  road  or  railway  shall  be  formed ; 
the  latter  behig  the  most  difficult  and  requiring  the  most  con- 
sideration, will  afford  us  the  best  example.  Now,  the  prin- 
cipal objects  to  be  borne  in  mind  are — to  make  the  surface  of 
the  railway  as  nearly  level  as  possible,  to  make  the  cuttings 
and  embankments  balance  each  other,  that  is,  to  make,  as 
nearly  as  may  be,  the  quantity  of  ground  excavated  from  the 
higher  parts  equal  to  that  required  to  form  the  embankment 
across  the  more  depressed  parts,  to  alter  and  afifect  preju- 
dicially the  existing  roads,  &c.,  as  little  as  practicable,  and  to 
keep  the  cost  of  the  line  as  low  as  possible.  In  the  present 
instance  roads  are  crossed  at  b,  d,  e,  and  f,  of  which  it  is 
desirable  that  only  e  should  be  altered  in  level ;  there  are 
also  two  rivers  c  and  o,  both  of  which  require  a  bridge 
having  a  clear  headway  of  at  least  17  feet.  Now,  in  order  to 
pass  under  a  road  without  raising  it,  the  rails  must  be  18  feet 
below  its  surface,  and,  in  order  to  leave  a  clear  headway  of 
17  feet  at  o,  the  rails  must  be  made  20  feet  above  that  point. 
If,  then,  we  draw  a  line  at  a  d  fulfilling  these  conditions,  it 
will  represent  the  surface  of  the  rails,  and  the  railway  will  be 
in  cutting  from  a  to  l,  and  on  an  embankment  from  l  to  d. 
The  distance  a  d  is  90  chains,  or  5,940  feet,  and  the  height 
of  the  rails  at  a  40  feet  above  the  datum,  and  at  d  45  feet 
above  the  same,  being  a  rise  of  5  feet  in  a  distance  of  5,940  feet, 
or  1  foot  in  1,188,  which  is  the  inclination  of  the  surface  of 
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the  rails,  and  is  technically  termed  the  gradient.  The  next 
point  requiring  consideration  is  the  road  at  f,  in  order  to 
avoid  raising  which,  the  level  of  the  rails  mast  he  kept  as 
before  18  feet  below  its  surface  ;  then  patting  the  point  m 
that  distance  below  f,  and  drawing  the  line  d  h,  it  will 
represent  the  surface  of  the  rails,  the  whole  distance  being 
in  cutting.  The  cutting  at  e  being  only  10  feet  in  depth,  it 
will  be  necessary  to  raise  the  road  at  that  point  8  feet,  in 
order  to  obtain  sufficient  headway  for  the  railway  to  pass 
under  it.  A  cross  section  must  be  made  similar  to  that 
shown  in  the  figure,  in  which  the  whole  line  a  b  represents 
the  original  surface  of  the  road,  the  dotted  line  c  d  the  pro- 
posed surface  of  the  road  after  being  raised  8  feet,  the  inclina- 
tion at  which  it  is  to  be  formed  being  1  in  20,  and  the  short 
thick  line  efihe  level  of  the  rails.  The  distance  from  d  to 
M  is  10  farlongs,  or  6,600  feet,  and  the  rise  of  the  rails 
66  feet,  or  1  in  100,  which  is  the  gradient  of  that  portion  of 
the  railway.  In  arranging  the  level  of  the  line  from  m  to  h, 
we  must  take  care  to  leave  a  headway  of  17  feet  in  passbg 
over  the  riTer  at  g,  and  at  first  sight  this  might  appear  to  be 
the  only  circumstance  to  be  attended  to.  If,  however,  the 
levels  were  so  arranged  as  only  to  leave  a  headway  of  17  feet 
at  the  river,  the  line  would  terminate  with  a  descending  gra- 
dient of  1  in  108,  which  would  be  very  objectionable, 
because  it  is  always  desirable  to  make  a  railway  approach 
the  terminus  on  the  level,  or  even  with  a  rising  gradient, 
which  latter  serves  the  double  purpose  of  checking  the  speed 
of  trains  coming  in,  and  assists  in  quickly  getting  up  the 
speed  of  those  going  out.  It  will,  therefore,  be  advisable  to 
raise  the  line  so  as  to  lessen  the  rate  of  inclination,  the  doing 
which  will  be  attended  vnth  very  little  expense,  because  the 
cutting  from  d  to  m  will  afibrd  all  the  material  required  for  form- 
ing the  embankment.  If  we,  therefore,  increase  the  gradient 
to  1  in  600,  the  distance  from  m  to  h  being  7  furlongs  or 
4,620  feet,  the  fall  in  the  lino  will  be  7*7  feet,  and  therefore 
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its  level  at  the  terminus  103*8  feet  above  the  datam ;  and 
it  will  be  in  catting  from  h  to  o,  and  on  embankment  from 

0  tOH. 

Of  the  Course,  Gradient,  and  Transverse  Section  of 

THE   EOAD. 

In  determining  the  course  of  a  road,  it  is  frequently  neces- 
sary, in  order  to  avoid  some  obstacle,  to  change  or  alter  its 
direction ;  in  such  cases,  the  larger  and  more  regular  the 
curve  of  the  road  is  made  the  better,  although  with  common 
roads  it  is  not  necessary  to  pay  so  much  attention  to  this 
point  as  with  railways,  and  in  some  instances  a  very  sharp 
curve  or  bend  may  be  found  necessary. 

In  arranging  the  levels  of  a  road  (as  also  a  railway  or 
canal)  it  is  v«ry  desirable  to  avoid  undulations  in  its  surface, 
that  is,  successive  inclined  planes  alternately  rising  or  falling, 
since  much  power  is  required  to  be  expended  in  going  up 
the  hills,  while  very  little  will  be  saved  in  descending  them. 
When,  therefore,  the  two  towns  to  be  connected  are  nearly 
on  the  same  level,  we  should  endeavour  to  make  the  surface 
of  the  road  as  nearly  level  as  possible ;  and,  when  one  town 
stands  on  a  higher  level  than  the  other,  the  connecting  road 
should  be  formed  as  nearly  as  possible  with  a  regular  incli- 
nation rising  from  the  lower  to  the  higher.  This  may 
frequently  be  partially  effected  by  making  the  road  wind 
round  the  side  of  steep  hills,  or  deep  valleys,  keeping  in 
each  case  at  the  level  required ;  it  is,  however,  very  seldom 
that  we 'can  entirely  attain  this  desirable  condition  of  the 
aprface  of  the  road. 
f  When,  however,  undulations  in  the  surface  of  the  road  are 
\  unavoidable,  we  should  endeavour  to  make  them  as  slight  as 
possible,  the  limit  (except  in  very  urgent  cases)  being  that 
inclination  at  which  a  carriage  once  set  in  motion  upon  the 
road  would  continue  to  descend  by  the  action  of  gravity 
alone,  because,  if  the  hill  is  steeper  than  this,  tho  carriage 
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would  have  its  motion  accelerated  in  descending,  and  would 
press  upon  the  horses,  urging  them  forward  beyond  a  safe 
speed.  This  limit  is  attained  when  the  inclination  of  the 
road  is  made  equal  to  the  limitmg  angle  of  resistance  for  the 
materials  composing  its  surface,*  and  therefore  varies  with 
the  nature  of  the  road,  depending  for  its  value  upon  the 
force  required  to  move  a  given  load  upon  it.  The  following 
table  exhibits  the  force  requu^ed  to  move  a  load  of  a  ton  on 
each  of  the  roads  described,  as  also  the  h'miting  angle  of 
resistance  and  the  greatest  inclination  which  ought  to  be 
given  to  the  road : — 


Desoriptioxi  of  the  rood. 


^1 

«>  S  d 
o  V  *i 

P^  o*as 


Well-laid  pavement    .... 

Broken  stone  surface,  on  a 
bottom  of  rough  pavement  or 
concrete 

Broken  stone  surface,  laid  on 
an  old  flint  road 

Gravel  road  •...•.. 


I, 


33 


46 

65 
147 


0'  60' 


V  ir 
y  40' 

8*  46' 


lines 


tin  49 


lm34 
linl6 
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In  arranging  the  cross  section  of  a  road,  the  width  must 
depend  upon  the  locality  and  the  amount  of  traffic;  for 
roads  much  frequented  between  large  towns  the  width  should 
not  be  less  than  80  feet,  with  one  footpath  of  about  6  feet 
in  width,  and  on  approaching  the  immediate  neighbour- 
hood of  the  city  it  may  be  incripased  to  45  or  50  feet,  with 
two  footpaths,  each  of  6  feet.  fThe  form  of  its  cross  section 
should  be  rounding,  in  order  t&at  rain  falling  upon  it  may 
readily  drain  off  and  not  remain  in  puddles,  which  would 

•  The  expression  "limiting  angle  of  resistance"  is  not  used  hero 
exactly  in  its  ordinary  sense,  but  means  the  angle  at  which  a  carriuge 
once  set  in  motion  would  continue  to  roll  down  the  incline. 
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soak  through  and  soften  the  foundation  of  the  road.  The 
form  most  usually  adopted  is  that  of  a  flat  ellipse,  but  this 
is  not  so  good  as  the  segment  of  a  circle,  or,  better  still, 
two  tangents  joined  by  a  segment,  the  ellipse  being  too  flat 
in  the  centre  of  the  road  and  giving  too  great  an  inclination 
at  its  sides.  With  a  width  of  80  feet,  the  crown  of  the 
road  should  not  be  more  than  6  inches  above  the  sides,  and 
in  most  cases  it  would  be  better  not  to  make  it  more  than 
4  inches  highe^  (^he  surface  of  roads  should  always  be  as 
much  as  possible  exposed  to  the  free  action  of  the  sun  and 
wind,  by  which  rain  falling  upon  it  is  speedily  evaporated 
and  its  surface  is  maintained  dry;  for  which  reason  high  fences 
or  hedges  by  the  sides  of  roads  are  objectionable,  as  are  also 
trees  standing  by  the  roadside,  which  not  only  impede  the 
sun  and  wind,  but  also  injure  the  road  by  the  drippings  of 
rain  falling  from  their  leayesT^  Ditches  should  be  formed  on 
each  side  of  the  road  to  catoi  the  water  draining  from  its 
surface ;   and  on  the  side  on  which  is  the  footpath  small 


Fig.  ^0.— Cross  Section  of  a  Common  Boad. 

drains  should  be  formed  under  the  same,  to  lead  the  water 
from  the  gutter  on  that  side  into  the  ditch.  Figure  40  ex« 
hibits  a  road  80  feet  in  width,  with  one  footpath  6  feet 
wide,  having  its  cross  section  of  the  foim  recommended 
above,  and  with  side  ditches. 

However  efficiently  the  surface  of  a  road  may  be  drained 
by  preserving  its  cross  section  of  the  proper  form  and  free 
from  depressions  and  ruts,  and  although  freely  exposed  to 
the  action  of  the  sun  and  wind,  unless  the  superficial  coating 
of  the  road  is  very  compact,  some  portion  of  the  rain  falling 
upon  it  will  soak  through,  and  find  its  way  to  the  founda- 
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^ 


Hon  apon  ivhich  the  road  is  formed.  It  is  therefore 
customary  in  good  roads,  in  order  to  remove  any  water 
which  may  thus  find  its  way  to  the  sahstratum  of  the  road, 
to  form  open  tile  drains  across  the  road  at  certain  intervals, 
depending  upon  circumstances,  but  usually  about  60  yards 
apart,  and  having  a  slight  inclination  from  the  centre  of  the 
road  into  the  ditches  on  each  side.  When  the  road  is  level, 
these  transverse  drains  should  run  straight  across  it  at  right 
angles  to  its  direction ;  but,  when  it  is  inclined,  the  drains 
should  be  formed  as  shown  on  the  plan,  Fig.  41,  making  an 


Fig.  41.~  Drainage  of  Boad. 

.angle  in  the  centre  of  the  road,  from  which  point  they  run 
straight  each  way  into  the  side  ditch,  slightly  inclined  in  the 
direction  in  which  the  road  falls. 


/ 


Of  THE    DIFFERENT   KINDS   OF   BOADS,   AND  THB   MaTEBIALB 
EMPLOYED   IN   THEIR   CONSTRUCTION. 


In  the  construction  of  any  kind  of  road,  the  point  requir* 
iug  the  first  care  is  to  form  a  good  and  sufficient  foundation ; 
by  properly  attending  to  which,  although  the  cost  of  its 
formation  may  be  somewhat  increased,  any  additional  outlay 
on  that  account  will  be  more  than  repaid  by  the  saving 
which  will  result  in  the  expense  of  repairing  the  road.  In 
the  general  practice,  the  formation  of  a  good  foundation 
is  seldom  sufficiently  attended  to,  the  principal  care  being 
usually  bestowed  upon  the  superficial  coating ;  if,  however, 
the  foundation  of  the  road  is  deficient,  no  care  or  expense 
bestowed  upon  the  covering  will  render  the  road  durable. 
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It  should  be  borne  in  mind  that  the  snbstratnm  is  really  the 
working  road  which  has  to  support  the  weight  of  tho  passing 
traffic,  and  that  the  office  of  the  covering  is  simply  to 
protect  the  actual  road  beneath  it  from  wear.  I 

Boads  may  be  divided  into  two  kinds/'ttlt^se  which  have 
their  surface  protected  by  paving,  whether  of  stone,  wood, 
&c,,  and  those  whose  surface  is  formed  by  a  covering  of 
broken  stones,  or  macadamised.*  The  latter  method  derives 
its  name  from  the  gentleman,  Mr.  Macadam,  by  whom  they 
were  first  brought  into  notice. 

In  forming  a  macadamised  road,  if  the  ground  is  firm  and 
dry,  the  only  preparation  required  is  to  bring  its  surface  to  a 
true  level ;  should  it  however  be  at  all  wet,  or  of  a  marshy 
character,  the  portion  upon  which  the  road  is  to  bo  formed 
should  be  first  carefully  and  thoroughly  drained,  which  may 
usually  be  most  effectually  done  by  cutting  deep  drains 
running  parallel  to  the  intended  course  of  the  road  on  either 
side  of  it,  and,  if  it  is  found  necessary,  forming  cross  ^ins  g, 
between  them  having  a  fall  each  way.  The  ground  having  ^ 
been  thus  drained,  a  covering  of  turf  or  of  brushwood,  the 
latter  not  less  than  6  inches  in  thickness  when  compressed, 
should  be  laid  over  the  surface  of  the  soft  ground,  and  upon 
this  should  be  spread  a  covering  of  8  or  4  inches  of  clean 
gravel,  the  upper  surface  of  which  should  be  level.  The 
foundation  of  the  road  should  now  be  formed,  by  laying  a 
kind  of  rough  pavement  as  shown  in  the  section.  Fig.  40, 
consisting  of  rough  stones  of  any  kind  of  stone  that  can  be 
most  readily  procured,  laid  carefully  by  hand  with  theii 
broadest  faces  on  the  ground.  These  stones  should  be  not 
less  than  7  inches  in  depth  in  the  centre   of  the  road, 

*  The  teim  macadamised  roads  should  strictly  be  applied  only  tc 
such  roads  as  are  formed  entirely  of  broken  stones  without  any  rough 
pavement  for  their  foundation;  but  of  late 'years  it  has  been  found 
convenient  to  apply  the  term  to  all  roads  composed  of  and  repaired 
with  broken  stones. 
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gradually  diminishing  to  8  inches  in  depth  at  the  sides,  and 

'  the  interstices  between  them  should  be  carefolly  filled  with 
stone  ehippings,  so  that  the  upper  surface  when  finished  may 
form  a  regular  curve  with  a  convexity  of  about  4  inches* 
The  material  for  forming  the  surface  of  the  road  should  then 
be  laid  on,  forming  a  uniform  coat  6  inches  in  thickness. 
For  the  centre  portion  of  the  road  care  should  be  taken  to 

^  select  a  stone  which  is  hard  and  not  friable ;  granite,  whin- 
stone,  and  the  harder  limestones  are  the  best  suited  for  this 
purpose ;  and  they  should  be  broken  into  angular  fragments, 
the  largest  of  which  should  be  capable  of  being  passed 
through  a  ring  2^  inches  in  diameter.  For  the  sides  of  the 
road  well-cleansed  strong  gravel  may  be  used.    A  good 

«  binding  of  clean  gravel  perfectly  free  from  earth  or  clay, 
about  2  inches  in  depth,  should  then  be  laid  over  the  entire 
surface  of  the  road.  It  is  better  to  put  only  4  inches  of  the 
broken  stone  at  first,  and,  after  this  has  become  consolidated 

«^by  tife  traffic,  then  to  lay  on  the  remaining  2  inches,  care 
bemg  taken,  however,  to  fill  up  any  ruts  which  may  have 
been  formed. 
fSa  much  care  and  attention  are  required  for  the  economical^ 

^'  repair  of  roads  as  for  their  first  construction^  Particular 
care  should  be  taken  that  the  side  ditches  ana  drains  are 
kept  clear  and  free  from  any  obstruction ;  /hits,  hollows,  and 
inequalities  in  the  road  should  be  filled  up  the  moment  they 
appear,  the  best  time  for  doing  which  is  after  wet  weather, 
when  they  are  not  only  more  readily  seen,  but,  the  road 

■^  being  then  soft,  the  new  material  works  in  without  being 
crushed  or  ground  to  powder,  for  which  reason  the  proper 
time  for  the  general  repair  of  roads  is  about  April  and 
October.  Nothing  tends  more  to  the  preservation  of  a  road 
than  keeping  its  surface  clean  and  free  from  mud,  which 
should  be  continually  scraped  off  and  never  allowed  to/ 
accumulate, 
/in  constructing  paved  roads,  the  same  care  should  be 

E 
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taken  to  secure  a  good  foundation  as  in  forming  macadamised 
roads.  The  most  perfect  foundation  for  pavement  is  a  bed 
of  concrete,  the  thickness  of  which  must  depend  upon  the 
nature  of  the  ground  beneath  it,  but  should  in  no- case  be 
less  than  6  inches,  and  its  upper  surface  should  be  formed 
with  a  regular  convexity  similar  to  that  intended  to  be  given 
to  the  road.  Two  different  kinds  of  materials  are  used  for 
paving  roads,  viz.  stone  and  wood ;  of  the  former,  the  stone 
most  generally  employed  is  granite,  and  the  best  description 
of  pavement  consists  of  narrow  stones  not  more  than  4 
inches  in  thickness  and  about  9  inches  in  depth  placed 
edgewise.  The  stones  should  be  beaten  into  their  places  by 
a  heavy  wooden  beetle  and  grouted  with  a  thin  lime  grout- 
ing, after  which  a  covering  of  fine  clean  gravel,  about  1^ 
inch  in  thickness,  should  be  evenly  spread  over  its  surface. 
Wooden  pavement  has  been  successfully  employed  for 
several  years  in  Eussia,  and  has  lately  been  introduced  into 
England,  and  is  far  superior  to  stone  pavement  as  regards 
the  comfort  both  to  passengers  and  residents,  arising  from 
the  evenness  of  its  surface  and  the  absence  of  noise^  Many 
different  kinds  have  been  tried,  the  objects  sought Ibr  being 
to  prevent  irregular  settlement  of  the  blocks  and  to  remove 
the  slipperiness  of  its  surface ;  the  former  of  these  objects 
has  not  yet  been,  nor  will  it  ever  be,  attained  while  the 
unyielding  quality  is  sought  to  be  obtained  from  the  pavement 
itself,  and  so  little  attention  is  paid  to  the  formation  of  a 
firm  foundation.  The  timber  should  merely  be  regarded  as 
a  durable  and  elastic  covering  to  protect  the  solid  and  well- 
formed  road  which  ought  to  be  first  constructed  under  it. 


/ 
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CHAPTER  II. 
CONSTETJOnON  OP  MODERN  MACADAM  ROADS. 


The  levels,  gauges,  plommet-roles,  and  prong-shovels  for- 
xnerly  employed  in  the  setting-out  and  constrnetion  of  roads 
are  not  now  used.  **  Boning-rods  *'  are  nsed  for  fixing  the 
inclination  of  the  surface,  longitudinally  and  transversely,  by 
the  eye. 

In  the  construction  of  metropolitan  roads  of  the  first  class, 
when  the  ground  has  been  excavated  and  levelled,  it  should 
be  rolled  when  it  consists  of  clay,  A  bottoming,  or  bed, 
12  inches  thick,  of  <*  hard-core  *'  is  laid  on  the  ground ;  it 
may  cdnsist  of  brick  rubbish,  clinker,  old  broken  concrete, 
broken  stone  or  shivers,  or  any  other  hard  material  in  pieces. 
The  bed  is  rolled  down  to  a  thickness  of  9  inches,  and  any 
loose  or  hollow  places  are  made  up  to  the  level.  Next  comes 
a  layer  of  Thames  ballast,  5  inches  thick,  rolled  solidly  to  a 
thickness  of  8  inches.  The  ballast  serves  to  fill  up  vacancies 
in  the  bottoming,  and,  being  less  costly,  saves  so  much  of 
the  cost  for  broken  granite.  Broken  granite,  or  macadam, 
is  laid  upon  the  prepared  surface  of  the  ballast,  in  two  suc- 
cessive layers,  8  inches  thick,  rolled  successively,  to  a  com- 
bined thickness  of  4  inches  ;  a  layer  of  sharp  sand,  i  inch 
or  i  inch  thick,  should  be  scattered  over  the  second  layer 
and  rolled  into  it,  with  plenty  of  water.  But  it  is  better  to 
add  the  sand  and  the  water  as  the  second  layer  of  granite  is 
laid,  and  to  roll  them  well  together. 

Second-class  metropolitan  roads  are  usually  constructed  of 

£  2 
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a  hard  core  of  brick  rubbish  or  other  material,  about  9  inches 
thick,  and  a  layer  of  broken  granite  or  of  flints,  about  4  inches 
thick.  The  material  is  not,  in  general,  submitted  to  rolling 
other  than  the  action  of  the  traffic. 

In  transverse  section,  the  contour  of  the  road  is  a  segment 
of  a  circle.  All  roads  and  streets  are  or  should  be  circular 
in  section.  The  general  practice  is  in  this  respect  at  variance 
^vith  the  practice  recommended  by  Mr.  Law,  page  70,  when 
he  recommends  that  the  section  of  the  surface  should  be 
formed  of  two  inclined  straight  lines,  joined  by  a  flat  curve 
at  the  middle,  forming  a  species  of  ridge.  The  advantage 
of  the  circular  section  consists  in  the  fullness  given  to  the 
'<  shoulders  "  of  the  road^  which  lie  in  the  lines  of  traffic  on 
each  side  of  the  centre-line  of  the  road,  and  thus  present  a 
full  wearing  surface. 

Estimates  have  been  formed  of  the  relative  tear  and  wear 
of  roads  due  to  the  action  of  the  shoes  of  horses  and  the 
action  of  wheels.  Mr.  Telford  considered  that  the  tearing 
up  of  a  well-made  road  by  horses'  feet  was  much  more  in- 
jurious to  the  road  than  the  rolling  pressure  of  wheels.  Sir 
John  Macneil  was  of  the  same  opinion ;  and,  according  to  an 
estimate  formed  by  him,  it  appears  that,  for  ^*  the  generality 
of  roads,"  the  wear  of  and  injury  to  roads  may  be  apportioned 
as  follows  for  fast-coach  traffic :  Atmospheric  changes,  20 
per  cent. ;  wheels,  20  per  cent. ;  and  horses*  feet  that  draw 
the  vehicles,  60  per  cent.  For  waggon  traffic,  the  second  and 
third  causes  of  wear  were  adjusted  in  the  proportioi^  of 
85  per  cent,  and  45  per  cent. 

From  these  and  other  considerations,  it  is  obvious  that  the 
wear  of  macadam  roads  must  necessarily  be  much  greater 
than  that  of  paved  roads  or  streets.  Mr.  Mitchell's  remark- 
able analysis  of  the  material  of  a  macadam  road  places  this 
conclusion  in  a  clear  light. 

A  cubic  yard  of  broken  stone  metal,  of  an  ordinary  size — 
2  inches  or  2^  inches  cube — ^when  screened  and  beaten  down 
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in  regular  layers  6  inches  thick,  contams,  according  to  Mr. 
Mitchell,  11  cubic  feet  of  interspaces,  as  tested  by  filling  up 
the  metal  with  a  liquid.  Herr  E.  Bokeberg,  of  Hanover, 
ivho  made  many  very  careful  experiments  on  the  proportion 
of  vacuity  to  solid  material,  found  that  in  a  loosely  heaped 
cubic  yard  of  broken  stones  void  space  amounted  to  one-half  of 
the  total  volume.  A  large  portion  of  the  vacant  space  becomes 
filled  with  mud,  which  forms  the  cementing  matter,  ground 
from  the  metal,  the  primitive  mass  of  broken  stone  being 
crushed  into  every  variety  of  form  down  to  the  finest  sand. 
Mr.  Mitchell  gives  the  result  of  an  analysis  of  a  portion  of 
the  crust — 2(  cubic  feet — of  the  macadamised  road  in  the 
Mall,  St.  James's  Park,  which  was  taken  up  for  examination. 
One  cubic  yard  contained : — 

Cubic       Per 
feet.      Cent. 
Mud 11-00  or  41 

8and,  with  pebbles,  not  exceedmg  ^  inch  thick  2*40  or   9 

Stones,  from  ^  inch  to  \  inch  .        .        .        .  6*56  or  24 

Stones,  from  ^  inch  to  1  inch     ....  4'48  or  16^ 

Stones,  from  1  inch  to  2\  inches        .        .        .  2*56  or   9^ 

Total- volume,  1  cubic  yard    27*00  or  100 

From  this  analysis  it  appears  that  less  than  ^\  per  cent,  of 
the  original  stone  remained  unground,  whilst  40  per  cent, 
of  it  was  reduced  to  sand.  These  proportions,  taken  as  they 
stand,  are  too  favourable  for  the  duration  of  the  stone  in  that 
instance,  for  no  doubt  the  sample  was  a  sample  of  the  re- 
mains of  stone,  much  of  which  must  have  been  swept  or 
washed  off  out  of  sight.  Mr.  Burt,  then,  cannot  be  far  amiss 
when  he  estimates  that  one-third  of  the  loose  road  material 
used  in  London  is  literally  wasted  by  being  ground  up  under 
the  traffic  before  the  consolidation  of  the  surface  is  effected. 
The  logical  inference  is,  that  a  macadamised  road  is  not 
properly  lit  for  traflic  unless  it  is  condensed,  consolidated, 
and  reduced  to  a  hard  and  regular  surface  by  suitable  appli- 
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onces.  The  road-roller  has  long  been  snccessfolly  employed 
in  France  and  (xermany  for  this  purpose.  A  well-rolled 
road  covering  contains  at  least  from  70  to  80  per  cent,  of 
mass  of  stone,  leaving  only  from  20  to  80  per  cent,  of  inter- 
mediate space,  most  of  which  should  be  filled,  especially  at 
the  top,  with  clean  sand.  In  a  cubic  yard,  the  spaces  wonld 
amonnt  to  from  5i  to  8  cubic  feet,  which  would  prove  that 
the  spaces  are  reduced  by  rolling  to  nearly  one-half  of  the 
amount  when  the  new  metal  is  not  rolled.  It  is  scarcely 
necessary  to  insist  on  the  increase  of  durability,  and  the 
clear  gain  in  economy  of  maintenance  of  the  road,  by  effi- 
cient rolling,  which,  it  seems,  was  first  applied  in  1880, 
although  but  imperfectly  appreciated  in  England  until  about 
the  year  1848,  when  the  first-published  recommendation  in 
the  English  language  of  horse  road-rolling,  as  a  measure  of 
economy,  was  issued  by  Sir  John  Burgoyne,  in  his  paper 
**  On  Rolling  new-made  Roads."  Steam  road-rollers  have 
been  employed  in  Paris  since'  about  the  year  1864,  and  were 
brought  into  use  in  England  a  few  years  late^  Messrs. 
Aveling  and  Porter,  who  have  had  much  expe'Hence  in  the 
manufacture  of  steam-rollers,  have  constructed  them  of  two 
classes,  each  on  four  rollers,  weighing  15  tons  and  20  tons, 
^hey  are  said  to  be  capable  of  rolling  2,000  square  yards  of 
nbw  macadam  per  day,^  a  cost  averaging  15s.,  making  an 
average  of  10  or  12  sqtRure  yards  rolled  for  Id. 

(Mr.  G.  F.  Deacon  states  that  at  Liverpool,  under  a  15-ton 
steam-roller,  preceded  by  a  watering-cart,  1,200  yards  of 
trap-rock  macadam,  without  blinding,  can  only  be  mode- 
rately consolidated  by  twenty-seven  hours  continuous  roll- 
ing. If  blinded  with  hard-rock  chippings  from  a  stone- 
breaker's,  the  same  area  may  be  moderately  consolidated  by 
the  same  roller  in  eighteen  hours.  If  blinded  with  siliceous 
gravel  from  }  inch  to  the  size  of  a  pin's  head,  mixed  with 
about  one-fourth  part  of  macadam  sweepings  obtained  in  wet 
weather,  the  area  may  be  thoroughly  consolidated  in  nine 


f 

I 


CONSTRUCTION  OF  MODERN   MACADAM   ROADS.         79 

hours.  Macadam,  he  adds,  laid  according  to  the  last  method, 
wears  hetter  than  that  laid  by  the  second,  and  that  laid  by 
the  second  much  better  than  that  laid  by  the  firsM 

Messrs.  Aveling  and  Porter  have  since  designed  a  lighter 
roller  of  7^  tons  weight,  arranged  like  an  ordinary  traction 
engine,  running  on  rollers  in  place  of  wheels. 

A  macadamised  road,  constructed  in  the  best  manner, 
with  metal  laid  nine  inches  deep,  cost,  in  1877,  at  London 
prices,  6s.  Bd.  per  square  yard.  The  cost  for  maintenance 
of  several  principal  macadamised  thoroughfares  in  London, 
exclusive  of  watering,  has  been  stated,  by  various  competent 
authorities,  as  follows  :— 

Annual 

coat  per 

aq.  yard. 

Tear*  a.   d. 

Parliament  Street    •       •       •        .    1856  2    4 

Ditto                ....  1869  3  3 

Bridge  Street,  Westminster     .        .  1856,  1869           3  6} 

Great  George  Street,  Westminster  .  1856  0  6^ 

Westminster  Bridge  (Old)        .        .  1854  2  0 

Piccadilly 1834-63  2  5 

Ditto 1870  8s.6d.to4  0 

Ditto 1879  4s.  to6  0 

Kegent  Street 1876  3  7 

Cranbonme  Street  and  north  side  of 

Leicester  Square    ....  1870  2  0 

Park  Lane 1879  3  6 

Enightsbridge 1879  3  6 

Grosvenor  Place       ....  1879  3  0 

Backingham  Palace  Hoad        •        .  1879  3  0 

In  the  Hackney  district  of  the  metropolis,  according  to 
Mr.  Lovegrove,  the  statistics  of  twenty-one  different  streets 
showed  that  the  cost,  including  granite,  rolling,  watering, 
labour,  and  covering  material,  varied  from  9j^d.  in  High 
Street,  Homerton,  to  Is.  9Jd.  in  Bradbury  Street,  per  square 
yard  per  year.  The  coating  of  granite  laid  on  varied  from  a 
minimum  of  1  inch  to  a  maximum  of  8  inches  in  thickness.* 

*  Proceedings  of  the  Institution  of  Civil  Engineersy  vol.  Iviii.  p.  62. 
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For  the  maintenance  of  the  snbnrhan  highways  of  the 
metropolis,  the  cost  for  maintenance  averaged  7id.  per 
square  yard  in  1855.  In  Birmingham,  about  the  same 
period,  the  cost  averaged  4d.  per  square  yard,  with  2d. 
extra  for  watering  and  cleansing.  In  Derby,  in  1876,  the 
cost  for  maintenance  averaged  lid.,  cleansing  4^d.,  and  the 
total  cost  was  Is.  SJd.  per  square  yard  per  year.  In  Great 
Howard  Street,  Liverpool,  the  nett  cost  for  maintenance 
amounts  to  8s.  6d.  per-  square  yard  per  year. 

For  macadam,  the  hardest  stones — as  Guernsey  granite  and 
Penmaenmaur  greywacke — are  the  most  suitable.  Their 
slippery  qualities,  objectionable  in  pavement,  are  of  no  mo- 
ment in  macadam,  whilst  their  hardness  and  toughness  are 
valuable  qualities.  In. India,  the  stones  used  for  macadam 
are  granite,  trap,  and  the  hard  limestones  and  sandstones. 
Laterite,  which  is  a  hard  sandstone,  is  very  much  used  in  the 
Madras  roads ;  but  it  is  comparatively  soft,  and  does  not 
bear  much  traffic.  Kunkur  is  the  material  chiefly  used  in 
India ;  it  is  a  peculiar  formation  of  oolitic  limestone,  found 
generally  in  the  form  of  nodules,  sometimes  in  masses  a  little 
below  the  surface  of  the  earth.  It  makes  an  excellent  road, 
but  it  requires  constant  repair  if  the  traffic  is  heavy. 


Asphalt  Macadam. 

(  Asphalt  macadam,  a  bituminous  concrete,  has  been  suc- 
cessfully practised  in  Liverpool.  It  is  absolutely  impervious 
to  moisture,  and  has  been  laid  at  a  cost  of  8s.  6d.  per  square 
yard,  six  inches  deep;  or,  including  general  charges,  ds.  9d. 
per  square  yard.  The  asphalt — a  mixture  of  pitch  and  dead 
oil — is  poured  hot  into  the  stratum  of  macadam,  sinkiug  to 
the  bottom  and  filling  the  smallest  crevices.  On  the  surface, 
while  the  asphalt  is  still  warm,  is  laid  a  thin  stratum  of 
small  broken  stone,  which  is  thoroughly  rolled  into  the 
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asphalt,   and  fills  np  the  npper  spaces  between  the  larger 
stones.     As,  in  the  process  of  rolling,  the  soft  asphalt  rises 
between  the  smaller  stones,  still  smaller  riddlings  are  scat- 
tered over  it,  ontil  a  perfectly  true  and  anifoi-m  surface  is  / 
obtained.] 


E  & 


CHAPTER  III. 
EOADS  IN   FRANCE. 

[In  France  the  causeway,  previously  to  1775,  was  generally 
18  feet  wide,  with  a  depth  of  18  inches  at  the  middle  and 
12  inches  at  the  sides.  Stones  were  laid  flat,  hy  hand,  in 
two  or  more  layers,  on  the  hottom  of  the  excavation.  On 
this  foundation  a  layer  of  small  stones  was  placed  and 
beaten  down,  and  the  surface  of  the  road  was  formed  and 
completed  vrith  a  finishing  coat  of  stones  broken  smaller 
than  those  immediately  beneath.  As  the  roads  were,  down 
to  the  year  1764,  maintained  by  statute  labour  (la  corvee), 
with  which  the  reparations  could  only  be  conducted  in  the 
spring  and  the  autumn  of  each  year,  it  was  necessary  to 
make  the  thickness  of  the  roads  as  much  as  18  inches,  that 
they  might  endure  during  the  intervals  between  repairs.  With 
less  depth,  they  would  have  been  cut  through  and  totally 
destroyed  by  the  deep  ruts  which  were  formed  in  six  months. 
The  suppression  of  statute  labour  in  1764  was  the  occasion 
of  a  reformation  in  the  design  of  causeways,  whereby  the 
depth  was  reduced  to  such  dimensions  as  were  simply  strong 
enough  for  resisting  the  weight  of  the  heaviest  vehicles.  The 
depth  was  reduced  to  a  uniform  dimension  of  9  or  10  inches 
from  side  to  side,  and  the  cost  was  diminished  more  than 
one-half.  Writing  in  1775,  M.  Tresaguet,  engineer-in-chief 
of  the  generality  of  Limoges,  stated  that  roads  constructed 
on  the  improved  plan  lasted  for  ten  years,  under  a  system  of 
constant  maintenance,  and  that  they  were  in  as  good  con- 
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dition  as  when  first  constructed.  The  section  of  these  roads, 
as  elaborated  by  M.  Tresagaet,  is  shown  in  Fig.  42.  The 
form  of  the  bottom  is  a  parallel  to  the  surface  at  a  depth  of 
10  inches.  Large  boulder-stones  are  laid  at  each  side.  The 
first  bed  consisted  of  rubble-stones  laid  compactly  edgewise, 
and  beaten  to  an  even  surface.  A  second  bed,  of  smaller 
stones,  was  laid  by  hand  upon  the  first  bed.    Finally,  the 


Fig.  42.— Old  Roads  in  France. 

finishing  layer  of  small  broken  stones,  broken  by  hand  to  the 
size  of  walnuts,  was  spread  with  a  shovel.  Great  care  was 
taken  in  the  selection  of  stone  of  the  hardest  quality  for  the 
upper  surface.  The  rise  of  the  causeway  was  6  inches  in 
the  width — 18  feet — or  1  in  86.  This  system  was  generally 
adopted  by  French  engineers  in  the  beginning  of  the  present 
century,  although  on  soft  ground  they  placed  a  layer  of 
flat. stones  on  their  sides  under  the  rubble- work.  In  this 
case  the  thickness  was  brought  up  to  20  inches.  The  rise 
of  the  causeway  was  as  much  as  1  in  24,  and  often  equal  to 
lin20. 

But,  though  the  design  was  good,  the  maintenance  was 
bad.  Large  and  unbroken  stones  were  thrown  into  the 
holes  and  ruts,  and  neither  mud  nor  dust  was  removed. 
About  the  year  1820,  the  system  of  Mr.  Macadam  attracted 
some  attention  in  France,  and  the  peculiar  virtue  of  angular 
broken  stone  in  closing  and  consolidating  the  surface  was 
recognised.  About  the  year  1830,  it  is  said,  the  system  of 
macadam  was  officially  adopted  in  France  for  the  construc- 
tion of  roads ;  and  M.  Dumas,  engineer-in-chief  of  the  Ponts 
et  Chaussees,  writing  in  1843,*  stated  that  the  system  of 
macadam  was  generally  adopted  in  France,  and  that  the 

♦  AmiaUs  da  Fonts  fit  Chaussees^  1843,  tome  5,  p.  348. 
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roads  were  maintained,  by  coniinnons  and  watchful  attention 
in  cleansing  and  repairing  them,  in  good  condition,  realising 
his  motto,  '<  The  maximum  of  beauty."  'But  the  employ- 
ment of  rollers  for  the  preliminary  consolidation  and  finish- 
ing of  the  road  has  been  an  essential  feature  in  their  con- 
struction and  their  maintenance ;  for  it  has  long  been  held 
in  France  that  a  road  unrolled  is  only  half  finished.  It 
appears,  according  to  Mr.  F.  A.  Paget,  that  the  horse-roller 
was  introduced  in  France  in  1833.  At  all  events,  in  1834, 
M.  Poloncean,  struck  by  the  viciousness  of  the  mode  of 
{Aggregating  or  rolling  the  material  of  the  road  by  the  action 
of  wheels,  proposed,  in  the  first  place,  to  consolidate  the 
bottom  by  means  of  a  6-ton  roller,  and  to  roll  the'  material 
in  successive  layers  consecutively,  and  thus  to  complete  in  a 
few  hours  what  might,  in  the  ordinary  course  of  wheel- 
rolling,  require  many  months  to  perform. 

The  width  of  the  old  roads  of  France  was  excessive, 
amounting  sometimes  to  nearly  80  feet,  having  the  18  feet 
pavement  in  the  middle,  as  already  described.  They  are 
now  made  of  widths  of  from  8  to  14  metres,  or  from  26  feet 
to  46  feet.  Type-sections  of  French  and  Belgian  roads  are 
shown  in  Figs.  48  and  44.  The  6-ton  roller  already  men- 
tioned has  a  diameter  of  from  6  feet  to  6^  feet,  and  is  5  feet 
wide  ;  weighing,  empty,  8  tons,  and,  full,  6  tons.  The  maxi- 
mum weight,  when  loaded,  should  be  from  8  to  10  tons. 
These  weights  give  a  pressure  varying  from  112  lbs.  to 
870  lbs.  per  inch  of  width,  the  sufiiciency  of  which  has  been 
proved  by  experience.  The  empty  roller  is  first  used,  then 
the  full  roller,  and  lastly  the  weighted  roller.  Sand  or 
other  binding,  with  water,  is  thrown  on  the  surface  at 
intervals.  The  material  binds  most  speedily  when  the 
thickness  is  4  or  5  inches.  The  surface  is  kept  up  by  the 
use  of  a  stamper  or  rammer,  weighing  from  15  lbs.  to  20  lbs., 
which  is  8  inches  in  diameter  at  the  base,  shod  with  iron. 
A  road  thus  constructed  is  superior  to  a  road  8  or  10  inches 


in  thickness,  consolidated  by  wheels,  and  vnth  snccessive 
additions  of  material.  The  flanks  or  bermea  of  the  roads 
{accdtements),  consbtiag  of  the  natural  ground,  are  fit  for 
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traffic  during  the  greater  part  of  the  year.  "  All  these  pro- 
ceedings," says  M.  Dnmas,  "  have  for  their  basis  the  prin- 
ciple of  the  »ia.vi>mnii  of  heatit'/,"y 


CHAPTER   IV. 
STONE  PAVEJMENTS. 


(i. 


In  the^City  of  London,  granite  sets  of  comparatively  large 
dimensions  were  at  first  used — from  6  to  8  inches  wide  on 
the  surface,  by  from  10  to  20  inches  long,  with  a  depth  of 
9  inches.  As  originally  laid,  they  were  merely  laid  in  rows 
on  the  subsoil,  and  after  the  usual  process  of  grouting  and 
ramming,  the  street  was  thrown  open  for  the  traffic  which 
was  expected  to  perform  the  last  duty  of  the  paviour,  and  to 
settle  each  stone  upon  its  bed.  The  large  wooden  rammer 
of  84  lbs.  weight  was  insufficient  for  the  purpose  of  enabling 
the  pavement  to  resist  without  further  movement  the  per- 
cussion of  heavily- weighted  wheels./  In  1850,  and  probably 
for  some  time  previously,  it  had  become  the  general  practice 
to  make  a  good  substratum  of  <*  hard  core,'*  consisting  of 
shivers,  brick  rubbish,  clinkers,  or  other  hard  material, 
usually  laid  to  a  depth  of  from  9  inches  to  12  inches,  though 
15  inches  of  depth  has  been  laid  in  the  principal  streets. 
Upon  the  hard  core  was  laid  a  stratum  of  sand,  into  which 
the  stone  sets  were  bedded.  Fig.  45  shows  a  section  of 
King  William  Street  as  originally  paved, 
f  The  long  continuance  of  the  system  of  paving  with  large 
blocks  resulted  from  the  experience  of  their  great  durability 
and  economy  in  first  cost.  But  they  did  not  affi)rd  sufficient 
foothold  for  horse  traffic.  Granite  sets  of  less  width  were 
subsequently  laid ;  they  were  5  inches  and  4  inches  in  width ; 
and  finally  sets  of  only  8  inches  in  width  were  laid.    The 
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8-inch  sets,  with  a  depth  of  nine  inches,  although  they  were 
considered  to  be  the  least  durable  and  the  greatest  in  first 
cost,  proved  to  be  by  far  the  safest  for  paving,  and  they 
gave  a  greater  degree  of  satisfaction  than  the  wider  sets. 
The  merit  of  their  introduction  is  due  to  Mr.  Walker,  under 
whose  direction  Blackfriars  Bridge  was,  in  1840,  paved  with 
8-inch  granite  sets.  Regarding  the  question  in  all  its  bear- 
ings. Colonel  Haywood,  the  engineer  and  surveyor  to  the 
Commissioners  of  Sewers  of  the  City  of  London,  concluded 
that  the  8-inch  granite  sets,  being  safest,  as  giving  the  best 
foothold,  were  the  best  for  large  towns  of  great  traffic.  ) 


Fig.  46.— EiDg  William  Street. 

Granites  of  various  qualities  have  been  tried  for  street 
pavements  in  the  City  of  London — ^Aberdeen,  Guernsey, 
Herm,  Devonshire,  Cornish,  Mount  Sorrel,  in  Leicester- 
shire. The  harder  and  more  durable  granites — ^like  the 
Guernsey  and  the  Mount  Sorrel  granites — though  the  more 
economical,  possess  the  fault  of  slipperiness  when  set 
in  pavement.  The  less  durable  granites  wear  roughly,  and 
afford  a  better  foothold  for  horses.  Hence  it  is  that,  for  the 
sake  of  public  convenience,  the  hardest  and  most  durable 
granites  are  not  used.  Aberdeen  blue  granite  sets  have  for 
the  most  part  been  used  in  the  construction  of  City  pave- 
ments ;  they  are  considered  to  be  the  best,  taking  together 
the  first  cost,  the  durability,  and  the  absence  of  slipperiness. 

^S^ical  sections  and  plans  of  a  50-feet  street  for  the  City 
ofLondon  are  shown  in  Figs.  46,  47,  and  48.  The  extreme 
width  of  the  street  is  50  feet  between  the  houses,  divided 


TBE  KLDOCESTS  OF  CIVIL  EXGIXEERtXG. 


THE    RUDIMENTS   OF  CIVIL   ENGINEEBING. 

ioto  30  feet  for  the  •miih  of  the 
carriage-way,  and  10  feet  for 
each  footway.  The  bed  of  the 
road  ia  escavated  to  a  depth  of 
21  incheB  below  the  finiBbed 
level  of  the  street,  following  the 
contour  of  the  snrface.  A  layer 
of  broken  stones  9  inches  thick 
b  diBtribnted  over  the  groimcl, 
and  is  covered  by  a  layer  of 
hoggin  or  email  gravel  and  sand 


8  inches  thick,  as  a  bed  for  the 
paving.  The  paving  consists  of 
granite  Bete,  or  "  cnbes,"  3  inches 
wide  and  9  inches  deep,  and  of 
length  varying  from  10  to  15 
inches,  grouted  at  the  joints. 
The  rise  of  the  pavement  is  6 
inches  for  the  width  of  30  feet, 
or  1  in  80  for  the  average  in- 
clination; the  contour  being  a  ^ 
segment  of  a  circle.    The  foot* 


STONE  PAVEMENTS.  91 

paths  are  laid  with  8-inch  York  pavement,  bounded  by  a 
granite  kerb  12  inches  wide  and  9  inches  deep,  showing 
6  inches  above  the  roadway  pavement. 

The  sectional  views  of  Southwark  Street,  Soathwark, 
Figs.  49  and  50,  show  a  good  example  of  a  first-class  metro- 
politan street,  arranged  with  a  subway  and  a  sewer  at 
the  middle,  and  cellarage  at  each  side.  The  street  is  70 
feet  wide  between  the  houses,  comprising  two  12-feet  foot- 
ways and  a  carriage-way  46  feet  wide.  For  the  construc- 
tion of  this  street  the  ground  was  levelled  and  the  soft  places 
cleared  ouf.  It  was  covered  with  a  bottoming  of  brick 
rubbish,  varying  from  6  to  10  inches  deep,  which  was  roUed 
and  bound  with  sand.  Upon  this  bottom  was  laid  a 
stratum  of  concrete  12  inches  thick,  consisting  of  blue-lias 
lime  and  clean  Thames  ballast,  in  the  proportions  of 
1  and  6  by  measure.  A  layer  of  sand  or  of  hoggin, 
li  or  2  inches  thick,  was  distributed  over  the  concrete  as 
a  bed  for  the  granite  sets,  which  were  9  inches  deep  and 
3  inches  wide.  The  stones  were  set  close  and  grouted, 
together. 

Colonel  Haywood,  in  1858,  estimated  the  cost  and  the 
duration  or  life  of  a  pavement  of  8-inch  Aberdeen  granite 
sets  9  inches  deep,  laid  in  such  a  thoroughfare  as  Grace- 
church  Street: — 

Per  Bqnore  yard   Per  square  yard 
for  26  years.  for  year. 

8.    d.  d. 

First  cost,  cxduding  foundation        .14    6         —        6*96 


EepaiTS :  three  relays  at  Is.       .        .30 
Ditto,  20  years  at  }d.  per  year  .        .13 


t 


2-04 


Total  expenditure      .        .        .        .     18    9         —        9*00 
Deduct  yalue  of  old  material    .        .23         —        1*08 


Nett  total  cost        .  .     16    6         —        7*92 


The  traffic  of  Gracechurch  Street  averaged,  in  1857»  above 
5,000  vehicles  in  12  hours. 
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From  the  best  information  at  his  command,  the  present 
writer,  in  1877,*  constructed  the  following  table,  showing 
the  wear  and  the  duration  of  pavement  in  the  City  of 
London.  In  this  table,  and  the  discussions  which  lead  tip  to 
it,  the  attempt  is  made  for  the  first  time,  it  is  believed,  to 
measure  the  wear  of  these  pavements  in  terms  of  the  traffic 
per  unit  of  width  of  pavement,  a  method  of  testing  durability 
which  has  since  been  employed  by  Mr.  G.  F.  Deacon  and 
Mr.  0.  H.  Howarth,  in  the  papers  read  by  them  in  1879,  at 
the  Institution  of  Civil  Engineers!  : — 

City  op  London— Recapitulation  op  Data  on  the  "Wear 
AND  Duration  of  Aberdeen  Granite  Pavements. 


Sets  3  inches  wide,  9  inches  deep. 

Aberdeen  granite  pavements. 

Vertical  wear. 

Duration. 

Vertical  wear  for  100  Vehicles  in  12 

hours  per  foot  of  width  per  year 
Tot;a,l  vertical  wear  in  principal  streets 
Ditto  additional  ditto  in  minor  streets  . 
Total  vertical  wear  when  laid  aside 
Beinaining  depth  when  laid  aside 
Depth  of  new  sets        .... 

Inches. 

2 
2 
•      4 
6 
9 

Years. 
1 

15 
20 
35 

/  Mr.  Deacon,  treating  of  the  pavements  of  Liverpool,  states 
that  two  depths  of  sets  are  employed,  6^  inches  and  7:^ 
inches,  for  streets  of  moderate  traffic  and  heaviest  traffic 
respectively,  with  a  width  averaging  8^  inches,  including 
interspaces.  He  finds  that  asphalt  jointing  is  best.  The 
sets,  which  should  be  dry,  are  laid  as  closely  as  possible 
and  covered  with  clean,  dry,  hard  gravel,  well  brushed  into 
the  joints,  then  rammed  and  recovered  and  re-rammed  till 

♦  The  Construction  of  JRoads  and  Stretts,  p.  206, 

f-  "  Street  Carriage  Way  Pavements."  By  G.  F.  Deacon.  "  Wood 
as  a  Paving  Material  nnder  Heavy  Traffic."  By  O.  H.  Howarth. — 
Proeeedinffs  of  the  Inttitution  of  Civil  EngineerSf  vol.  Iviii.,  April  29, 
1879. 
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the  pavement  becomes  perfectly  firm.  Hot  asphalt,  con- 
sisting of  pitch  and  carbolic  acid,  or  dead  oil,  in  mixture,  is 
run  into  the  joints,  and  the  surface  is  finished  with  a  thin 
sprinkling  of  small  sharp  gravels  The  cost  of  the  pave- 
ment having  sets  7i  inches  deep,  inclusive  of  foundation, 
amounts  to  10s.  6d.  per  square  yard,  or,  with  8  per  cent, 
for  general  charges,  lis.  4d.  For  6^  inch  sets  the  cost  is 
10s.  4d.  Pavements  made  with  ordinary  gravel  joints,  as 
formerly  laid  in  Liverpool,  cost  respectively  10s.  7d.  and 
9s.  6d.  per  square  yard,  including  general  charges. 
^The  foundation,  as  a  rule,  consists  of  a  layer  of  Portland 
cement  concrete  6- inches  deep,  composed  of  40  per  cent,  of 
broken  stones,  58  per  cent,  of  river  Dee  gravel,  and  7  per 
cent,  of  cementj costing,  kid,  ds.  9d.  per  square  yard,  in- 
cluding general  charges.  nVhere  the  old  bed  is  irregular, 
bituminous  concrete,  costing  8s.  6d.  per  yard  6  inches  deep, 
is  laid.  It  possesses  an  elasticity  by  which  it  is  preserved 
from  cracking,  to  which  concrete  would  be  liable  in  an 
uneven  and  occasionally  thin  layer,  j 

The  principal  thoroughfares  m  Manchester  are  paved 
chiefly  with  syenitic  granite  or  with  trap-rock  sets.  The 
most  common  dimensions  are  5  inches,  6  inches,  and  7  inches 
in  depth,  from  8  to  Si  inches  in  width,  and  from  5  to 
7  •  inches  long.  Cubes  of  4  inches  were  tried  several  years 
ago,  but  it  appeared  that  they  were  unfitted  for  resisting  the 
lateral  stress  of  the  traffic,  particularly  on  streets  of  con- 
siderable inclination.  The  secondary  streets  are  paved  with 
millstone  grit.  A  foundation,  not  exceeding  15  inches  in 
thickness,  is  laid  of  cinder  and  other  hard  material,  including 
three  inches  of  gravel,  as  a  bedding  for  the  sets.  The 
traffic  is  turned  over  this  foundation  until  it  becomes  solid, 
and  the  temporary  gravel  surface  is  renewed  from  time  to 
time.  When  the  surface  has  become  sufficiently  solid  the 
sets  are  bedded  upon  it  and  well  beaten,  and  they  are 
racked  with  clean    small    broken  stones  or  with  washed 
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gravel  and  filled  in  ^itb  an  asphalt  mixtore  of  piteb 
made  from  coal  tar  and  creosote  oil.  The  use  of  this 
composition  was  originally  suggested  by  Mr.  Ronchetti,  a 
chemisty  of  Manchester.  The  hard-core  foundation,  inacces* 
sible  to  water,  is  always  dry,  and  it  has  given  entire  satis- 
faction, avoiding  the  use  of  concrete. 


CHAPTER  V. 


'r. 


i 


) 


WOOD  PAVEMENT. 

[AcopBDiNa  to  the  best  experience  of  wood  paving  it  should 
consist  of  plain  rectangular  blocks  solidly  set  upon  a  fonnda- 
tlon  of  cement,  with  water-tight  joints.  A  wood  pavement 
so  constructed  as  to  fulfil  these  conditions  gives  satisfaction 
on  the  five  points  of  convenience,  cleansing,  maintenance, 

i  safety,  and  durability.  Unless  the  foundation  be  rigid  it  is 
impossible  to  maintain  a  pavement  in  sound  condition ;  and 
as  in  macadam  so  in  wood  pavement,  the  dogma  of  elastic 
action  has  been  exploded  by  experience,  for  it  was  found 
that  such  a  degree  of  elasticity  as  is  afforded  by  the  reaction 
of  vertical  wood  fibre  against  a  vertical  pressure  is  quite 
sufficient  to  absorb  the  shock  of  a  horse's  hoof  and  to  soften 
the  strokes  of  loaded  wheels. 

^  As  with  granite  sets  so  with  wood  blocks ;  the  gauge  of 
a  horse's  lioof  is  the  measure  of  the  proper  maximum  width; 
The  most  common  width  of  wooden  blocks  is  8  inches,  but 
they  are  sometimes  made  8^  or  4  inches  wide.  The  normal 
dimensions  in  current  practice  are — ^width,  8  inches  ;  depth, 
6  inches ;  length,  9  inches.    These  are  in  the  ratios  of  1,  2, 

>     and  8. 

The  streets  of  the  City  of  London  afford  the  best  and 
most  exhaustive  available  experience  of  wood  pavements. 
Carey's  was  the  first  durable  pavement  that  was  laid  in  the 
City — amongst  other  places,  in  Mincing  Lane,  in  July,  1841. 
The  blocks  were  from  6^  to  Si  inches  veide,  18  to  15  inches 
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long,  and  9  inches  deep,  on  a  layer  of  Thames  ballast.  They 
were  replaced  by  new  wood  pavement  in  August,  1860, 
after  having  been  down  19  years  and  1  month.  During  this 
period  the  pavement  was  turned  and  relaid,  and  again  re- 
laid,  the  tops  of  the  blocks  having  been  cut  ofif ;  and  it  was  at 
other  times  extensively  repaired.  The  two  successive  pave- 
ments lasted  together  82  years.  The  first  cost  of  the  pave- 
ments was  respectively  14s.  4d.  and  9s.  2d.  per  square 
yard.  Belays  and  repairs  cost  18s.  4d.  and  22s.  Gfd. 
per  square  yard.  The  total  expenditure  was  at  the  rate  of 
Is.  lO^d.  per  square  yard  per  year,  or,  deducting  |d.,  the 
value  of  old  material,  Is.  9id.  Of  this,  for  maintenance 
alone,  the  charge  was  Is.  l^d.  per  square  yard  per  year, 
Carey's  recent  wood  pavement  consists  of  wood  blocks 
4  inches  wide  and  5  inches  or  6  inches  deep,  according  to 
the  traffic,  and  9  inches  long.  The  ends  of  the  blocks  on 
Carey's  system  are  formed  with  double  bevelled  surfaces, 
salient  and  re-entering  to  the  extent  of  -fy  inch  or  i  inch, 
which  come  together  for  the  purpose  of  preventing  the 
shifting  of  the  blocks.  The  paving  is  laid  on  a  bed  of 
ballast  or  sand,  2  inches  thick,  laid  on  the  old  bed  of  the 
street,  and  the  joints,  i  inch  wide,  are  grouted  with  lime 
and  sand.  It  is  scarcely  necessary  to  remark  that  this 
pavement  can  only  endure  when  it  is  laid  on  a  previously 
existing  foundation. 

The  only  other  wood  pavements  that  need  be  noticed  are 
the  asphaltic-wood  pavement  and  Henson*s  wood  pavement. 
On  the  former  system,  originally  patented  by  Mr.  Copland, 
a  solid  concrete  foundation,  6  inches  thick,- is  laid  to  the 
curvature  of  the  road.  The  foundation  is  composed  of  blue 
lias  lime  and  ballast  in  the  proportion  of  1  to  6  or  6.  It 
receives  a  coating  of  mastic  asphalt  i  inch  or  f  inch  thick 
as  a  bedding  for  the  wood  blocks.  The  blocks  are  8  inches 
wide,  6  inches  deep,  and  9  inches  long,  of  Baltic  fir,  laid  in 
transverse  courses,  butt-jointed,  with  A  inch  interspaces 
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ran  up  with  melted  asphalt  to  a  depth  ot  H  inches,  and 
filled  with  a  grouting  of  sand  and  hydraulic  lime*  The  sur- 
face is  finished  with  a  sprinkling  of  small  gravel.  This 
pavement  has  answered  satisfactorily.  After  having  been 
two  years  down  the  foundation  was  found  to  be  water-tight. 

Henson's  wood  pavement  is  laid  on  a  solid  substratum  of 
blue-lias  lime  concrete,  6  inches  thick,  covered  by  a  2-inch 
layer  of  cement  concrete  of  a  finer  quality,  upon  which  a 
coating  of  ordinary  roofing  felt  is  spread,  the  felt  having 
previously  been  saturated  with  a  hot  asphaltic  composition 
of  distilled  tar  and  mineral  pitch.  On  this  felt,  as  on  a 
carpet,  cushiony  and  impervious  to  moisture,  blocks  of 
Swedish  yellow  deal  of  the  ordinary  dimensions,  containing 
resm  sufficient  for  preservation,  are  laid  closely  together, 
end  to  end,  in  rows  across  the  street.  The  rows  are  also 
driven  together  and  close-jointed  with  a  strip  of  saturated 
felt  in  each  joint.  The  width  of  the  interspaces  is  thus 
limited  to  the  simple  thickness  of  the  felting,  and  does  not 
exceed  if  it  even  amounts  to  i  inch.  At  intervals  of  every 
three  or  four  rows,  a  row  of  blocks  grooved  across  the  middle 
is  laid  to  aid  in  giving  foothold.  The  surface  is  dressed 
^ith  a  hot  bituminous  compound  and  fine  clean  grit. 

Mr.  Howarth  gives  the  cost  of  the  Henson  pavement  as 
lis.  6d.  per  square  yard :  comprising  red  deal  blocks,  58. 6d. 
per  square  yard ;  felt,  6d. ;  Portland  cement  concrete,  2s.  6d. ; 
labour,  watching,  lighting,  and  all  extras  and  dressing,  8s. ; 
in  all,  lis.  6d.  per  square  yard.  He  estimates  the  cost  for 
maintenance  in  perpetuity  at  2s.  5d.  per  square  yard  per 
year. 

The  wear  of  wood  paving  has  been  estunated  by  the  writer, 
from  the  results  of  observation,  to  average  0*80  inch  per  year 
vertically  for  an  average  traffic  of  862  vehicles  in  12  hours 
per  foot  of  width :  equivalent  to  i\-  inch  per  100  vehicles  per 
day  per  foot  of  width ;  or  to  one-third  more  than  granite  sets 
AS  before  estimated.] 


{ 
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CHAPTER  VI. 
ASPHALT  PAVEMENTS.  ! 


[Asphalt  pavements  were  first  laid  in  Paris,  whore,  in  1851, 
'  the  Hne.  Berg^re  was  laid  with  Yal  de  Travers  asphalt.  In 
1858,  three  sides  of  the  Palais  Boyal  were  laid  with  the 
material,  which  was  brought  to  the  ground  in  the  state  of 
rock  crashed  into  small  pieces,  and  was  heated  and  powdered 
by  decrepitation.  On  a  foundation  of  concrete,  6  inches  "; 
thick,  from  2  to  2*4  inches  of  asphalt  was  laid,  at  a  cost  of 
18s.  4d.  per  square  yard.  The  conversion  of  street  pave- 
ments into  asphalt  work  on  a  large  scale  was  commenced 
in  1867. 

In  the  City  of  London,  carriage-ways  are  constructed  with 
Yal  de  Travers  compressed  asphalt,  on  concrete  foundations 
of  from  6  to  9  inches  in  thickness,  according  to  the  traffic. 
The  rock  in  its  natural  state  is  broken  up  and  reduced  to 
powder  by  exposure  to  heat  in  revolving  ovens*  It  is  then 
lodged  in  iron  carts  with  close-fitting  covers  land  brought  to 
the  ground,  taken  out,  laid  over  the  surface,  and  whilst  hot 
compressed  with  heated  irons  into  a  homogeneous  mass  with- 
out joints.  The  finished  thickness  is  from  2  to  21^  inches, 
according  to  the  traffic ;  and  the  material  is  further  com- 
pressed and  consolidated  by  the  action  of  traffic  by  as  much 
as  20  or  25  per  cent.,  according  to  the  statements  of  the 
company.  The  first  asphalt  pavement  was  laid  in  Thread- 
needle  Street,  near  Finch  Lane,  in  May,  1869.  The  next 
pavement  that  was  laid— in  Cheapside  and  the  Poultry — was 
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2^  inches  thick,  on  9  inches  of  concreteJcosting  168. 8d.  and 
Is.  9d.  respectively  per  square  yard ;  together,  18s. 

Other  varieties  of  asphalt  pavement  have  been  laid  in  the 
City  of  London,  all  of  them  inferior  to  the  pavement  just 
described. 

The  wear  of  Yal  de  Travers  asphalt  pavement  has  been 
estimated  by  the  writer  at  I  inch  for  208  vehicles  per  day 
per  foot  of  width.] 


1  "J 


CHAPTER  Vn. 
HAlLWAYd. 

[Bailwats,  like  common  roads,  should  be  laid  out  with  regard 
to  the  circumstances  of  the  locality  to  be  provided  with  them, 
and  the  selection  of  the  route  is  governed  for  the  most  part 
by  the  same  leading  principles.  At  the  same  time  there  are 
different  influences  in  operation.  The  considerable  cost  of 
the  rails  renders  it  of  greater  importance  to  shorten  the 
length  of  the  route  than  to  make  slight  savings  in  earth- 
work. As  an  artificial  bearing  surface  of  rails  and  sleepers  is 
provided,  the  state  of  the  natural  surface  of  the  ground  passed 
over  is  of  less  consequence  for  a  railway  than  for  a  common 
road.  A  common  road  should  be  laid  out  as  nearly  on  the 
surface  as  is  practicable  for  the  purpose  of  giving  access  to 
the  adjoining  lands,  whilst,  for  railways,  means  of  communi- 
cation with  the  neighbourhood  is  only  required  at  intervals 
selected  with  reference  to  local  circumstances,  and  it  is  for 
the  most  part  immaterial  whether  between  the  stations  the 
line  lies  on  the  natural  surface  or  otherwise. 

Sharp  curves  and  steep  gradients  are  evils,  involving 
special  extra  cost  for  maintenance  and  for  working,  although 
the  original  outlay  may  be  economized  by  the  adoption  of 
them. 

Oauge  of  Railways. 

The  measure  of  the  standard  gauge  of  railways  is  4  feet 
8i  inches  width  between  the  rails.  There  are  many  other 
gauges  in  existence  in  different  parts  of  the  world.    In  Eng- 
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land,  the  T-feei  gange  was  originally  adopted  on  the  Oreat 
Western  system,  and  was  known  as  the  *'  broad  gange  *'  in 
contradistinction  to  the  ordinary  gange  of  4  feet  8^^  inches, 
which  was  for  a  long  time  known  as  the  **  narrow  gauge." 
Nowadays  the  7-feet  broad  gauge  is  replaced  by  the  standard 
gauge ;  and,  in  consequence  of  the  altered  conditions,  the 
name  of  narrow  gauge  has  ceased  to  be  applicable  to  the 
standard  gauge,  and  is  applied  only  to  gauges  of  much  less 
width — the  metre  gauge  and  others  of  from  2  feet  to  8  feet  or 
8^  feet  wide.  The  following  statement  comprises  the  gauges 
of  the  principal  railways  in  all  parts  of  the  world,  with  a  few 
exceptional  instances  of  local  interest  :— 

Ft  In. 

Great  Britain,  Standard  Gauge 4  84 

„            Festiniog  Bailway       .        •        •        •        .  1  11} 

„            Talyllyn  Railway 2  6 

Ireland,  Standard  Gauge 6  3 

Europe,  Prevailing  Gauge  ..••••.  4  8} 

Russia,  Standard  Gauge      ..••.••  60 

Norway {36^ 

Spain,  Standard  Gauge 6      6 

^twerp  and  Ghent 2      3 

India,  Freyailing  Gauge 6      6 


United  States  ^ I 


Do.  State  Railway  Gauge  (1  metre)       ....        8 
Do.  Arconum  ana  Gonjeveram  Railway          ...        3      6 
Japan 36 

Prevailing  Gauges 1  4      0 

6  0 
6 

6  0 

8  0 

6  6 

Canada       •        •        • |4  8} 

(3  6 

/6  6 

ChiU 1*5* 

U      6 
Brazil 5      h 

South  Australia         •        •        •        »        .        .        •        *     { 3      6 

Queensland 3      6} 

New  South  Wales 4      8 

Victoria     .        •        .       • 6      3 
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The  relative  advantages  of  broad  gauges  and  narrow  gauges 
were  exhaustively  discussed  at  the  Institution  of  Civil  Engi- 
neers, on  the  reading  of  Mr.  W.  T.  Thornton's  paper  on 
**  The  Belative  Advantages  of  the  5  feet  6  inch  Gauge  and  of 
the  Metre  Gauge  for  the  State  Railways  of  India."  *  Nearly 
all  that  could  have  been  urged  in  favour  of  very  narrow 
gauges  was  well  considered  and  refuted  in  the  course  of  the 
discussion.  The  fallacy  pervading  the  arguments  for  narrow 
gauges  is,  that  the  gauge  or  width  apart  of  the  rails  on  which 
the  wheels  are  to  run  is  the  basic  unit  of  the  sy&tem,  whereas 
the  width  of  gauge  is  little  more  than  an  incident.  The 
basic  unit  is  the  capacity  of  the  vehicles  required  for  the 
carriage  of  the  traffic.  Hence  the  magnitude  and  weight  of 
the  vehicles  govern  the  dimensions  of  the  railway,  not  the 
incident  of  gauge.  It  appears  that,  taken  altogether,  the 
<<  normal''  or  ''standard"  gauge,  of  4  feet  8^  inches,  is 
certainly  not  less  efficient  than,  and  is  at  least  as  good  as, 
any  other  gauge,  for  the  purposes  of  general  traffic. 

The  several  gauges  above  noted  are  here  represented 
graphically,  in  their  proportions.  The  old  7-feet  gauge  of 
the  Great  Western  Railway  is  added  for  comparison : — 

Ft.  In. 

1  llj  

2  3 


2  6 

3  0 
(Metre)     .       .        .      3  Sf 

3  6 

4  2 
Standard  .        .        .4  8} 

4  9 
6  0 

5  3 

6  6 

6  0 

7  0 


*  Minutes  of  the  Proceedings  of  the.  Institution  of  Civil  Engineers, 
1872-73,  vol.  XXXV.  p.  214. 
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Cuttings  and  Ehbanementb. 

The  width  of  embankments  is  regulated  rather  by  the 
weight  and  the  speed  of  the  trains  than  by  the  width  between, 
or  gange  of,  the  rails.  The  width  of  cuttings  mast  be  rega- 
lated  by  the  width  of  the  rolling-stock,  and  by  the  space 
required  for  drainage  outside  the  permanent  way.  Engineers 
endeavour  so  to  plan  the  works  of  a  railway  that  the  earth 
to  be  excavated  shall  be  equal  in  volume  to  the  embankment, 
effecting  a  redistribution  of  material  rather  than  its  removal, 
and  arriving  at  the  desired  result  by  the  simplest  means  and 
in  the  most  economical  manner. 

The  earthwork  is  the  foundation  and  support  of  the  whole 
superstructure,  and,  as  such,  must  be  uniformly  firm  and  care- 
fully considered  with  respect  to  material,  preparation,  form, 
and  drainage.  Fig.  51  shows  in  section  the  ordinary  formation 
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of  a  cutting  in  earth  for  two  lines  of  rails.  The  formation  level, 
a  ay  88  feet  wide,  is  bounded  by  the  side  drains,  b  b,  beyond 
which  the  slopes  ascend  to  the  natural  surface  at  the  rate  of 
1  foot  rise  to  2  feet  of  level,  or,  shortly,  2  to  1.  Upon  the  for- 
mation level,  the  ballast,  c  c,  is  deposited,  2  feet  in  depth,  and 
about  28  feet  wide  at  the  top — being  so  wide,  in  fact,  as  to 
extend  4  feet  on  each  side  beyond  the  outer  rails.  The 
sleepers  and  the  chairs  are  buried  in  the  ballast,  and  the 
rails  partially  also,  the  latter  standing  2  or  8  inches  above 
the  ballast.  The  total  width  of  cutting  at  the  base,  d  d,  is 
42  feet.  At  the  top,  of  course,  the  width  varies  with  the 
depth  of  the  cutting.  Embankments,  Fig.  52,  are  usually 
the  same  as  cuttings  in  their  ruling  dimensions,  the  forma- 
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lion  level  being,  as  in  the  other,  88  feet  wide,  sloping  down 
to  the  natural  surface.    The  dimensions  are  suited  for  the 


Fig.  63.— Embankment. 


standard  gauge,  4  feet  8  J-  inches.    A  clear  space,  6  feet  wide, 
is  allowed  between  two  lines  of  rails.] 

The  cuttings  on  the  London  and  Birmingham  Railway 
have  afforded  much  useful  information.  One  of  the  cuttings 
on  that  line,  near  Cow  Boost,  through  a  very  wet  white 
chalk,  although  only  25  feet  in  depth,  required  a  slope  of 
1^  to  1,  while  that  at  the  north  end  of  the  Watford  Tunnel, 
although  consisting  of  soft  wet  chalk  mixed  with  flints,  stands 
with  a  slope  of  }  to  1 ;  as  does  also  the  cutting,  85  feet  in 
depth,  through  chalk,  chalk-marl,  and  gravel,  at  the  north 
end  of  the  Tring  Tunnel.  One  of  the  most  interesting,  how- 
ever, of  the  cuttings  on  this  line  is  that  near  Blisworth,  a 
section  of  which  is  shown  in  Fig.  58.  In  this  case,  a  stratum 
of  limestone  rock,  about  25  feet  in  thickness,  was  found 
about  the  centre  of  the  cutting  (vertically),  having  looser 
strata  both  above  and  below  it,  and  the  difficulty  to  be  over- 
come was  to  prevent  the  latter,  consisting  of  wet  clay,  from 
being  forced  out  from  the  weight  o;f  the  superincumbent  mass 
of  rock,  which  was  very  successfully  done  in  the  following 
manner :  a  rubble  wall,  on  an  average  20  feet  in  height,  was 
built  on  each  side,  underneath  the  rock,  in  the  manner 
shown  in  the  figure,  strengthened  by  buttresses  at  every 
20  feet,  resting  on  inverts  carried  under  the  line.  Behind 
these  walls  a  puddle  drain  was  formed  with  a  smaller  drain 
through  the  wall,  by  means  of  which  the  water  was  led  ofif 
from  the  wet  strata  immediately  beneath  the  rock.  The 
right-hand  half  of  the  section  is  taken  through  the  wall 
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between  two  of  the  bnttresses,  and  the  leMiimd  half  through 
one  of  tlie  buttreBSes  and  the  invert;  the  method  hete 
adopted  is  technically  called  undertetHng,  The  rock  itself  is 
cat  to  a  elope  of  i  to  1,  and  the  strata  above  it  to  a  elope  of 
2  to  1,  a  bench  0  feet  in  width  being  left  on  the  upper  bqt- 
&ce  of  the  rock. 

The  Newcastle  and  Carlisle  Bailwajr  affords  an  example 
of  aentting  110  feet  in  depth,  through  clay  intermixed  with 
veins  of  sand,  standing  with  a  slope  of  I^  to  1.     This 


tig.  l».-Cattlos,  at  BUtworth. 
cnttmg  is  throogh  the  Cowran  Hill,  and  the  lower  part,  to 
the  height  of  14  feet,  is  supported  by  a  stone  retaining  wall, 
having  an  open  drain  along  its  summit,  which  receives  the 
vater  from  tiie  sorface  of  the  slope. 

A  remarkable  instanco  of  the  tendency  of  some  kinds  of 
ground  to  slip  has  been  afforded  by  the  catting  (nearly  100 
feet  in  depth)  throngh  the  London  clay  on  the  London  and 
Croydon  Railway,  near  New  Cross.  The  slopes  were  finished 
at  2  to  1,  and  stood  (with  the  exception  of  a  few  small 
f8 
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slips)  at  that  inclination  for  aboat  two  years,  when,  after  a 
succession  of  wet  weather,  they  suddenly  commenced  slipping 
to  such  an  extent  that  the  line  was  rendered  impassable  for 
some  weeks,  and  some  parts  of  the  slopes  had  to  be  reduced 
to  an  inclination  of  4  to  1. 

Many  different  methods  have  been  suggested  and  adopted 
to  prevent  slips  from  taking  place.  But  one  of  the  simplest 
means  is  thorough  drainage,  without  which  the  best  descrip- 
tion of  ground  will  in  time  be  acted  upon  by  the  combined 
action  of  land  springs  and  the  weather. 

With  regard  to  embankments,  although  less  uncertainty 
exists  as  to  the  slopes  at  which  different  descriptions  of 
ground  will  stand,  still  this  depends  in  a  very  great  degree 
upon  the  nature  of  the  ground  supporting  the  base  of  the 
embankment,  as  well  as  the  state  of  the  weather,  and  the 
care  and  attention  bestowed  upon  it  during  its  formation. 

Many  embankments  have  failed  in  consequence  of  the 
ground  upon  which  they  have  been  formed  not  being  suffi- 
ciently firm  and  solid  to  support  the  large  additional  weight 
thus  brought  upon  it ;  to  prevent  this  cause  of  failure,  it  is 
desirable  to  form  very  high  embankments  of  the  lightest 
material  that  can  be  obtained,  to  extend  the  base  of  the 
embankment,  and,  if  the  ground  upon  which  it  is  to  be 
formed  is  soft  and  saturated  with  water,  thoroughly  to  drain 
it  previous  to  formiDg  the  embankment.  A  remarkable 
instance  of  the  failure  of  an  embankment  from  this  cause 
was  afforded  in  the  case  of  the  Newton  Green  embankment, 
on  the  Sheffield  and  Manchester  Bailway,  which  subsided  to 
such  an  extent  that  the  base  of  the  embankment  spread  out 
to  two  or  three  times  its  original  width,  and  it  was  found 
necessary  at  last  to  carry  the  rails  across  those  parts  which 
had  slipped,  upon  timber  shores. 

A  striking  instance  of  the  success  of  the  means  which  we 
have  enumerated  for  carrying  embankments  over  loose 
ground  has  been  afforded  by  the  construction  of  the  Liver- 
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pool  and  Manchester  Railway  across  Chat  Moss,  by  the  late 
Mr.  George  Stephenson.  In  this  case  the  ground  was  of  so 
soft  a  nature  that  cattle  could  not  walk  upon  it,  and  an  iron 
bar  sunk  through  it  by  its  own  weight,  the  moss  being  in 
many  parts  not  less  than  84  feet  in  depth.  That  portion  of 
the  moss  upon  which  the  embankment  (in  some  parts  as  much 
as  12  feet  in  height)  was  formed  was  first  thoroughly  drained 
by  deep  drains  cut  parallel  to  the  intended  line  of  the  rail- 
way ;  and,  when  this  had  been  properly  effected,  the  em- 
bankments were  formed  of  the  lightest  material  which  could 
possibly  have  been  employed,  namely,  of  the  dried  moss 
itself.  Had  the  usual  heavy  materials,  such  as  clay  and 
gravel,  been  employed,  their  weight  would  have  caused  them 
to  sink  through  the  moss  until  they  reached  the  firm  ground 
beneath,  and  the  quantity  which  would  have  been  required 
would  have  been  immense ;  as  was  found  to  be  the  case  upon 
the  same  line,  where,  an  embankment  only  4  feet  in  height 
having  been  formed  over  a  smaller  moss  of  a  similar  descrip- 
tion, the  q[uantity  of  clay  and  gravel  employed  would  have 
formed  an.  embankment  24  feet  in  height  on  firm  ground. 

The  slopes  of  both  cuttings  and  embankments,  as  soon  as 
they  have  been  trimmed  to  their  proper  form,  should  be 
covered  with  soil,  and  sown  with  rye-grass  and  clover  seeds 
mixed,  which  soon  spring  up,  and  lorm  a  very  effectual  pro- 
tection  from  the  influence  of  the  weather. 


CHAPTEE  Vin. 


PEMIANENT  WAY  OF  RAILWAYS. 

We  come  now  to  describe  the  manner  in  which  the  Per- 
manent Way  (as  it  is  technically  called)  is  formed,  that  is, 
the  rails  by  which  the  carriages  are  guided  and  prevented 
from  deviating  from  the  line  of  the  railway ;  and  in  doing  so 
we  must  not  omit  to  notice  the  tramplates  which  were  at  first 
adopted,  and  which  have  now  universally  been  superseded 
by  the  edge  raiL 

The  essential  difference  between  a  railway  and  a  common 
road  consists  in  forming  a  smooth  narrow  surface  for  the 

wheels  of  the  vehicles  to  run  upon, 
with  the  means  of  preventing  them 
from  deviating  from  the  track  thus 
formed.  Two  different  modes  of 
J  effecting  this  have  been  adopted, 
which  are  shown  in  Figs.  54  and  ^5. 
By  the  first  method  (Fig.  54),  the 
path  for  the  wheels  is  formed  by 
iron  plates,  and  they  are  prevented 
from  running  off  these  plates  by  a 
Pig  54.  Fig.  65.     flange  a,  formed  on  their  outer  edge ; 

these  are  termed  traviplates,  and  a  road  so  formed  is  called 
a  tramway.  This  method  has,  however,  been  generally  super- 
seded by  that  shown  in  Fig.  55,  where  the  track  for  the 
wheels  is  formed  by  a  narrow  bar  of  iron,  placed  edgewise,  in 
consequence  of  which  it  is  termed  the  edge  rail,  and  the  road 


PERMANENT  WAY  OF  RAILWAYS.  109 

formed  with  them  a  railway ;  in  this  case  the  flange  b  for 
guiding  the  wheel  is  placed  upon  the  wheel  itself  instead  of 
on  the  rail.  In  comparing  the  two  methods,  it  will  soon  bo 
seen  that  the  railway  possesses  many  advantages  over  the 
tramway.  In  the  latter,  the  wheels  are  only  prevented  from 
ronnmg  off  the  tramplates  by  coming  in  contact  with  one  or 
other  of  the  flanges  on  their  edges,  while  in  the  former  a  very 
simple  and  beautiful  means  (which  we  shall  describe  pre- 
sently) has  been  devised  by  which  the  wheels  are  preserved 
in  their  proper  position  on  the  rails  without  their  flanges 
coming  in  contact  with  the  rails  at  all — a  circumstance  which 
only  occurs  vehen  any  unusual  force  solicits  the  carriage  to 
deviate  from  its  proper  course.  The  effect  of  the  wheels 
thus  coming  into  contact  with  the  edges  of  the  trams  is  to 
cause  a  great  additional  resistance  to  the  motion  of  the  car- 
riages, and  consequently  a  large  additional  cost  in  over- 
coming it.  Another  disadvantage  is,  that  the  angle  of  the 
tramplate  formed  by  the  raised  flange  is  very  likely  to  become 
filled  with  mbbish,  by  which  the  friction  of  the  wheels  is 
still  further  increased. 

A  great  many  different  forms  of  rails  have  been  adopted,  a 
few  of  which  are  shown  in  Figs.  56  ;  the  names  of  the  rail- 
ways on  which  they  have  been  employed,  their  weight  in 
pounds  for  every  yard  in  length,  and  the  distances  apart  at 
which  they  are  supported,  being  shown  in  the  following 
table :— 
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Ss 

a 
b 
e 
d 

e 

f 

9 

h 
% 
k 

I 

m 
n 

Name  of  railway. 

Distance  of 
chairs  apart. 

Weifrhtinlbs. 

of  1  yard  in 

length  of  the 

raiL 

Durham  and  Sunderland  . 
Berlin  and  Potsdam  . 
London  and  Blackwall 
Manchester  and  Birmingham    . 
Saint-Etienne  to  Lyon  (New)   . 
Wilmington  and  Susquehanna  . 

Great  Western 

London  and  Croydon  .... 
Morris  and  Prevost      .... 
Birmingham  and  Gloucester     . 

London  and  Birmingham     .     . 

London  and  Brighton .... 
Midland  Counties 

Ft.  Ins. 
3     0 

•  • 

•  • 
3    6 

•  • 

i  Continuous  \ 

\    Bearing,    j 

Id. 

•  • 

2  6 
(39) 
i  to4     0        \ 

3  9 
5     0 

42 
62 
66 
65 
60 
40 

44  to  62 

.65 
66 
66 

66  to  75 

70        . 

77 

It  should  be  stated  that  the  upper  surface  of  each  of  the 
rails  shown  in  the  Figures  56  is  made  slightly  rounding,  the 


Figs.  56.- Old  Sections  of  Bails. 

objeit  of  which  we  have  now  to  explain.  On  a  common 
road  or  on  a  tramway  the  wheels  are  cylindrical^  that  is,  the 
diameter  of  the  wheel  is  the   same  both  on  its  inner  and 
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Ill 


outer  sides,  as  shown  in  Fig.  64 ;  but  upon  a  railway  the 
wheels  are  made  slightly  conical^  as  shown  in  Fig.  58,  so  that 
the  diameter  (a  b  or  o  d)  of  the  wheel  on  its  outer  side  is  about 
half  an  inch  less  than  its  diameter  (e  f  or  o  h)  on  the  inner 
side  near  the  flange.  Now  the  effect  of  this  difference  in  the 
inner  and  outer  diameters  of  the  wheel  is  to  keep  the  carriage 
in  its  proper  position  in  the  centre  of  the  railway,  and  to 
prevent  the  flanges  of  the  wheels  from  coming  into  contact 
with  the  rails  unless  under  extraordinary  circumstances, 
such  as  a  very  strong  side  wind  or  a  sharp  curve.  In 
Fig.  67,  the  wheels  of  the  carriage  are  represented  as  being 
thrown  over  on  one'side,  so  that  the  flange  of  the  right-hand 
wheel  has  been  brought  nearly  to  touch  the  rail.    Now  if  the 
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Fig.  67. 


Fig.  68. 


wheels  were  cylindrical,  and  the  force  which  had  caused  the 
carriage  to  swerve  in  the  manner  shown  in  the  figure  were 
still  to  continue  in  action,  the  flange  would  be  brought  into 
actual  contact  with  the  rail,  and  would  so  remain  until  the 
force  ceased,  or  until  some  greater  force  solicited  the  car- 
riage to  swerve  in  the  opposite  direction  ;  but  if  we  carefully 
examine  the  diagram,  we  shall  perceive  that  the  deviation  of 
the  carriage  to  the  right  has  brought  the  outer  and  smaller 
diameter  of  the  wheel  a  b  to  bear  upon  the  left-hand  rail, 
while  the  inner  and  larger  diameter  of  the  wheel  g  h  is 
brought  to  bear  upon  the  right-hand  rail,  for  in  consequence 
of  the  upper  surface  of  the  rail  being  slightly  roundiug,  the 
wheel  only  rests  upon  it  in  one  point.  With  a  displacement 
equal  to  that  shown  in  the  figure,  the  difference  of  the  dia« 
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meters  of  the  wheels  would  be  about  three-quarters  of  an 
inchy  which  would  cause  a  difference  in  their  circumferences 
of  upwards  of  two  inches ;  and  as  the  distance  that  each 
wheel  would  advance  upon  the  rail  in  one  revolution  would 
be  equal  to  its  circumference,  and  the  two  wheals  being 
firmly  fixed  on  to  the  same  axle  are  obliged  to  revolve  together, 
it  follows  that,  for  every  revolution  that  they  make,  the 
right-hand  wheel  will  advance  two  inches  more  than  the  left- 
hand,  and  quickly  restore  the  carriage  to  the  position  shown 
in  Fig.  58,  where  the  diameters  of  the  wheels  being  the 
same,  the  carriage  has  no  tendency  to  move  towards  either 
side. 

This  self-adjusting  action  of  the  conical  wheels  is  found 
sufficient  to  preserve  the  carriages  in  their  proper  position 

upon  the  rails  on  those  portions  of 
the  line  which  are  rectilinear  or 
straight ;  but  on  the  curved  por- 
tions a  new  force,  the  centrifugal 
force,  is  called  into  play,  by  which 
the  carriage  is  solicited  to  move  in 
a  straight  line ;  and  if  the  radius  of 
the  curve  is  less  than  a  certain 
limit,  the  mere  action  of  the  conical 
wheels  is  not  sufficient  to  counter- 
act this  tendency  of  the  carriages 
to  move  in  a  straight  direction,  and 
to  cause  them  to  follow  the  course  of  the  required  curve. 
To  effect  this,  therefore,  and  prevent  as  much  as  possible  con- 
tact between  the  flanges  of  the  wheels  and  the  rail,  another 
means  has  been  devised  of  throwing  the  carriages  over  to 
the  opposite  side  to  that  on  which  the  centrifugal  force  tends 
to  keep  them.  This  means  consists  in  raising  the  rail  on 
the  outer  side  of  the  curve  to  a  certain  height  above  that  on 
the  inner  side,  by  which  the  carriage  is  thrown  over  into  the 
position  shown  in  Fig.  59,  and  a  tendency  given  to  it  to  slide 


Fig.  50. 
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towards  the  inner  side,  the  height,  or,  as  it  is  termed,  the 
superelevation,  of  the  onter  rail  being  so  adjusted  that  this 
tendency,  combined  with  the  effect  of  the  conical  wheels,  is 
jnst  sufficient  to  balance  the  centrifugal  force. 

If  Y  =  the  velocity  of  the  train  in  feet  per  second, 
r  =  the  radius  of  the  curve  in  feet, 
Then  the  centrifdgal  force  of  the  whole  train  is  to  its  weight 
in  the  ratio  of 

82-2  r  • 
and  this  is  the  ratio  which  the  cant  or  vertical  height  of  the 
outside  rail  above  the  level  of  the  inside  one  should  bear  to 
the  width  of  gauge. 

Hence,  if  V  =  the  speed  of  the  train  at  maximum  in  miles 
per  hour  and  B  =  the  breadth  of  gauge  ;  E  =  the  cant. 

K  =  B+  -J- 
15r 

At  40  miles  per  hour,  the  cant  is  for  the  British  and  Lish 
gauges  as  follows : — 

4  ft.  8i  in.        .        ,        .    6*00  inches 

r 
6  ft.  8  in.  .        .        .    6-72 

r 
It  will  be  seen  that  the  steadiness  of  the  carriages  com- 
posmg  a  train  must  be  very  considerably  affected  by  any 
variation  in  the  distance  between  the  rails,  or  in  the  height 
of  one  rail  above  the  other  when  not  intended  to  counteract 
the  e&ct  of  a  curve ;  and  the  importance  of  laying  the  rails 
and  sleepers  (that  is,  the  permanent  way)  in  the  most  solid 
and  substantial  manner  will  be  at  once  perceived.  With  the 
view  of  attaining  this  end,  several  different  methods  have 
been  devised  for  fixing  and  supporting  the  rails  ;  these  may 
all,  however,  be  generally  classed  under  two  heads,  viz. 
those  having  a  continuous  bearing,  or  in  which  the  rails  rest 
,   ttpon  wooden  sleepers  throughout  their  entire  length,  and 
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those  which  are  only  supported  at  certain  intervals  (varying 
from  2  feet  6  inches  to  5  feet  as  given  in  the  table  at  page 
110)  on  metal  chairs,  as  they  are  technically  termed. 

The  Great  Western  was  the  first  line  on  which  the  con- 
tinnoas  bearing  was  employed,  this  method  of  laying  the 
rails  haying  been  suggested  by  Mr.  Brunei,  who  was  the 
engineer  of  that  line.    The  method  there  adopted  is  shown 
in  Figs.  60  ;  the  rails  (the  form  of  which  has  been  already 
given  at  g,  Figs.  56)  are  firmly  screwed  to  a  piece  of  timber 
15  inches  in  width,  7i  inches  in  depth  on  the  outer  side,  and 
7  inches  in  depth  on  the  inner,  by  which  means  the  rail  is 
made  to  slope  somewhat  inwards  to  counteract  the  spreading 
tendency  produced  by  the  conical  wheels.    A  piece  of  patent 
felt  is  interposed  the  whole  way  between  the  rail  and  the 
timber,  forming  an  elastic  bed  for  the  rail.     The  longitudinal 
timbers  are  preserved  at  their  correct  distance  apart  by 
transverse  pieces  (a  a)  placed  between  them  at  every  11 
feet,  being  notched  into  the  timbers  on  both  sides,  and 
further  secured  to  them  by  wrought-iron  knee-straps.     Simi- 
lar pieces  {h  h)  are  also  placed  at  distances  of  about  14  feet 
apart,  between  the  two  lines  of  railway,  in  order  not  only  to 
preserve  them  at  their  proper  distance^  but  to  steady  the 
whole.    The  ground  immediately  under  the  sleepers,  and 
upon  which  they  bed  (technically  called  the  baUasting),  should 
be  composed  of  clean  gravel,  broken  stone,  burnt  clay,  or 
any  other  hard  material  not  ajQfected  by  wet ;  it  should  be 
well  rammed  and  packed  under  the  rails,  and  its  upper  sur- 
face should  be  formed  in  the  manner  shown  in  the  section, 
so  as  to  lead  off  any  water  which  may  fall  upon  it,  and  pre- 
vent its  soaking  through  to  the  timber.     The  continuous 
bearing  was  adopted  on  other    lines    besides    the  Great 
Western. 

The  system,  however,  which  has  been  most  generally 
adopted  is  that  of  fixing  the  rails  in  iron  chairs  supported 
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upon  sleepers  placed  at  certain  intervals.    The  system  shown 

at  A,  Fig.  61,  is  the  mode  in 
which  the  London  and  Bir- 
mingham and  many  other 
lines  were  laid  in  those  por- 
tions which  are  in  cutting, 
and  it  consists  in  fixing  the 
chairs  supporting  the  rails  to 
blocks  of  stone,  usually  from 
4  to  5  cubic  feet  in  bulk, 
which  are  firmly  embedded 
^  in  the  ground ;  they  are  most 
$.  frequently  laid  diagonaUy,  as 
g  shown  at  a.  This  method 
g  has,  however,  been  in  a  great 
£  measure  superseded,  and 
-  "S  timber  sleepers  are  almost 
'  I  universally  employed  at  the 
J^  present  time.  The  form  of 
1  §  timber  sleeper  most  univer- 
J;  sally  employed  is  that  shown 
I  te  at  B,  being  a  piece  of  round 
^  timber  between  nine  and  10 
feet  in  length,  and  about  12 
inches  in  diameter,  sawn 
down  the  middle  and  laid 
with  the  fiat  side  downwards, 
a  flat  bed  being  adzed  out 
on  the  upper  side  for  each 
of  the  chairs.  Another  form 
of  sleeper  (as  shown  at  c) 
was  employed  by  Sir  William 
Cubitt  on  the  South  Eastern 
Bailway,  which  consists  of  a  piece  of  square  Baltic  timber 
sawn  twice  diagonally,  as  shown  at  d,  so  as  to  produce 
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four  sleepers,   which  are  laid  with  their  broad  flat  face 
uppermost. 

Kails. 

[The  rails  now  generally,  indeed,  nniversally  used  for  the 
way  of  railways  are  the  double-headed  rail,  Figs.  64  and  65, 
and  the  flanged  or  Yignoles  rail.  Figs.  68  and  69;  the  former 
being  keyed  into  cast-iron  chairs  spiked  to  sleepers,  the  latter 
being  laid  upon  and  fastened  direct  to  the  sleepers.  The  prin- 
cipal advantage  of  the  flange  rail  is  the  facility  with  which  it 
can  be  attached  to  the  sleeper  with  fastenings  of  a  simple 
description.  The  disadvantages  are  that  it  cannot  be  tamed 
when  the  head  is  worn,  as  the  double-headed  rail  may  be, 
that  the  flanges  are  apt  to  oxidize  and  laminate,  and  that  the 
rigid  attachment  of  the  rail  to  the  sleeper  causes  a  greater 
degree  of  disturbance  of  the  way  and  involves  more  labour 
for  maintenance  than  in  the  case  of  the  double-headed 
rail. 

The  double-headed  rail  is  somewhat  heavier  for  the  same 
weight  of  train  than  the  flange  rail.  It  is  easily  bent  into 
curves,  whilst  the  mode  of  attachment  to  the  chairs,  by 
wooden  keys,  admits  of  a  longitudinal  movement  of  the  rails. - 
With  such  freedom,  the  sleepers  are  liable  to  be  dragged 
backwards  and  forwards  in  the  ballast. 

With  regard  to  the  dimensions  of  the  double-head  rail,  the 
width  of  the  table  should  not  be  less  than  2  inches,  nor 
need  it  exceed  2^  inches,  whilst  the  depth  of  the  rail,  from 
the  nature  of  the  fastenings,  cannot  well  be  made  less  than 
5  inches,  the  depth  usually  adopted,  and  it  need  never 
exceed  5|  inches.  The  minimum  weight  of  the  ordinary 
double-headed  rail  is  about  70  lbs.  per  lineal  yard;  the 
maximum  weight  need  never  exceed  84  lbs.  per  yard.  The 
chairs  should  be  made  broad  in  the  seat,  and  about  25  lbs. 
in  weight,  and  placed  on  sleepers  8  feet  apart.  The  keys 
are  placed  on  the  outside  of  the  rail,  as  by  this  arrangement 
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the  jar  is  lessened  between  the  rail  and  the  chair.  When 
the  rails  are  keyed  on  the  inner  side,  the  keys  are  exposed  to 
be  crashed  by  the  wheel-flanges  when  the  tread  of  the  tyres 
becomes  worn.  At  the  same  time,  in  tropical  climates,  it  is 
advisable  to  place  the  keys  on  the  inner  sides  of  the  rails  ; 
for,  by  reason  of  the  wide  range  of  temperatures  to  which 
the  keys  are  exposed  in  contact  with  iron,  they  are  subject 
to  expansion  and  contraction,  in  so  much  that  they  are  likely 
to  be  shaken  out  of  the  chairs  if  preventive  means  be  not 
employed.  The  general  question,  as  Mr.  C.  B.  Lane  puts  it, 
involves  too  many  independent  variables  to  be  embraced  by 
any  single  formula* 

The  minimum  weight  of  the  ordinary  flange-rail  is  about 
45  lbs.  per  lineal  yard.  If  the  weight  is  made  less  than  this 
for  main  lines,  the  bearing  surface  of  the  rail  is  objectionably 
narrow,  and  comes  too  close  to  the  surfitce  of  the  sleeper. 

'*  The  experience  of  the  last  twenty-five  years,*'  said  Mr. 
Bidder,  speaking  in  1861,  ''has  shown  that  one  system  has 
been  adopted  almost  universally — the  double-headed  rails, 
upon  chairs,  with  cross  sleepers — a  plan  which  has  been 
materially  improved  by  fishing  the  joints.  The  ingenuity  of 
inventors  has  been  exercised,  and  the  bridge  rail  and  many 
other  descriptions  have  been  introduced ;  but  none  of  these 
has  met  with  universal  success.  His  own  conviction  was, 
that  the  double-headed  rail,  when  of  proper  materials,  with 
properly  proportioned  chairs,  and  properly  fished,  was  the 
safest  and  the  nearest  approach  to  perfection  that  could  be 
practically  attained  in  climates  like  that  of  England."  * 

It  is  curious  to  note  the  diflerence  of  opinion  amongst 
engineers  as  to  the  best  form  of  rail  section.  On  the  conti^ 
nent  of  Europe  and  in  America,  engineers  have  almost  uni- 
versally laid  the  flat-foot  rail ;  and  in  France,  double-headed 
rails,  keyed  in  chaks,  have  been  replaced  by  flat-foot  rails. 
On  the  Metropolitan  and  Metropolitan  District  Railways, 

•  Froceedinga  of  the  Institution  of  Civil  Engineers^  vol.  xx.  p.  290. 
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on  the  contrary,  the  flat-foot  rails  have  been  taken  up  and 
replaced  by  double-headed,  or  rather  bull-headed,  raSs,  in 
chairs. 

The  case  may  be  briefly  stated  in  the  following  terms. 
The  double-headed  rail  system,  with  chairs,  is  the  best  sys- 
tem, where  supplies  of  materials  and  labour  for  maintenance 
and  repair  are  always  ready  and  available.  The  single- 
headed  flange-rail  is  the  best  system  where  the  greatest 
degree  of  simplicity  and  economy  in  construction  and  in 
maintenance  constitute  the  chief  consideration. 

The  substitution  of  steel  for  iron  as  the  material  for  rails 
has  become  very  generally  practised.  As  Mr.  B.  Price 
Williams,  a  leading  authority  on  permanent  way,  writing  in 
1876,  justly  remarks,  **  Having  regard  to  the  fact  that,  ten 
years  ago,  the  life  of  iron  rails,  on  some  of  the  most  heavily 
worked  lines  of  railway,  was  barely  three  years,  it  is  ques- 
tionable whether  now,  with  three  times  the  amount  of  traffic, 
it  would  be  possible  to  carry  it  on  without  steel  rails.'^^  He 
deduced,  from  the  averaged  results  of  observation  and  ex- 
periment, that  the  vertical  wear  of  steel  rails  was  at  the  rate 
of  i^g-  inch  for  30,000,000  tons  passed  over  them ;  and  it 
appears  from  his  deduction  that  a  fully-proportioned  bull- 
head rail  of  steel  would  last  out  15  or  18  iron  rails.  The 
greater  durability  of  steel  rails  is  not  due  merely  to  their 
greater  strength  or  hardness,  but  very  much  to  the  fact  that 
the  material  of  a  steel  rail  is  homogeneous  and  flbreless,  and 
that  it  holds  together  so  long  as  there  is  any  of  its  substance 
left,  as  it  is  worn  away  by  simple  wear.  Iron  rails,  on  the 
contrary,  fail  by  disintegration, — a  separation  of  the  strands  or 
faggots  of  which  they  are  composed, — cemented  together,  not 
welded,  after  the  superficial  coating  is  worn  off, 

Mr.  Langley,  in  the  course  of  the  discussion  on  Mr.  Price 

*  See  Mr.  R.  Price  "Williams's  paper  "  On  the  Permanent  "Way  of 
Railways." — Froceediiigs  of  the  Institution  of  Civil  Engineer s^  1876, 
vol.  xcvi.  p.  147. 
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Williams's  paper,  mentioned  the  results  of  his  experience  on 
the  Blackwall  hranch  of  the  Great  Eastern  Bailway.    In  1874 
he  laid  down  some  permanent  way  near  Stepney  Station, 
where  there  were  upwards  of  three  hundred  trains  a  day 
passing  over  a  single  line.    The  weight  of  each  train  was,  on 
an  average,  ahout  150  tons,  making  a  total  of  ahout  45,000  tons 
daily  over  one  line  of  rails.     The  permanent  way  on  this 
length  was  composed  of  hoth  steel  rails  and  iron  rails  (sup- 
plied hy  nearly  all  the  principal  manufacturers  in  England), 
weighing  80  lbs.  to  the  yard,  and  keyed  in  cast-iron  chairs 
resting  on  rectangular  sleepers.    The  steel  and  the  iron  rails 
were  purposely  laid  close  together,  so  as  to  be  under  precisely 
like  conditions  of  wear  and  tear.    The  greater  number  of 
wrought-iron  rails  had  to  be  turned  in  one  year  and  three 
quarters,  during  which  period  they  had  worn  down  about 
i  inch ;  but  the  necessity  for  turning  them  did  not  arise 
from  the  wear  itself,  but  because  they  gave  way  in  places, 
either  by  bulging  or  by  splitting.    The  steel  rails  had  worn 
about  iV  ii^ch  in  the  same  period  of  one  and  three  quarter 
years ;  about  27,0COy00O  of  tons  had  passed  over  them — 
rather  less  than  the  tonnage  given  by  Mr.  Price  Williams. 
<*  The  fact  of  the  wrought-iron  rails,"  Mr.  Langley  justly 
observes, ''  wearing  away  twice  as  much  as  the  steel,  was 
not  an  indication  of  the  true  value  of  the  two  rails ;  because 
the  steel  rails,  after  wearing  down  iV  inch,  were  still  avail- 
able, and  would  continue  to  be  so  until  nearly  the  whole  of 
the  head  was  worn  off,  the  wearing-down  being  regular  and 
uniform.    The  iron  rails,  on  the  other  hand,  were  crushed 
in  places,  and  no  longer  fit  to  remain  in  the  road."    Mr. 
Langley  mentioned  the  results  of  other  comparative  trials  he 
had  made  at  the  Nine  Elms  goods-yard,  on  the  London  and 
South- Western  Bailway.    In  February,  1878,  he  had  laid  a 
steel  rail  on  one  side,  and  an  iron  rail  on  the  other  side,  of 
the  shunting-road  where  there  was  most  traffic — an  average 
of  nearly  four  hundred  engines  and  trains  passing  over  this  line 
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in  the  day  of  twenty-four  hours.  The  steel  rail  was,  at  the  time 
of  speaking,  in  May,  1876,  still  in  good  condition — a  layer 
A  inch  thick  having  been  worn  off;  whilst,  during  the  same 
period — over  three  years — the  iron  rail  on  the  opposite  side 
had  been  renewed  three  times,  the  renewal  having  taken 
place  after  each  rail  had  been  turned,  and  both  heads  so 
worn  that  the  rail  was  unfit  for  further  service. 

The  cost  of  relaying  one  mile,  single  line,  of  the  principal 
English  railways,  during  the  period  1865 — 75,  is  given  by 
Mr.  R.  Price  Williams  as  follows  : — 

Double-headed  rails,  average  weight  80  lbs.  per  yard ;  price  £7  10s. 
pertoB. 

Yards.     Lbs.     Tons.  Cwts.    £  s.    d.  £  s.  d.        £    s*    d. 

Rails,       3,520  at  80  =  126    0  at    7  10    0  =  945    0  0 

Chairs,     4,024  „  36  =    G5    0  „    3  15    0  =  243  15  0 

Pairs. 

Fishplates,  503   „  24=     5  10  „    7  10    0  =   41    6  0 

Bolts,  2,012        „    1J=      1     7  „  10  15    0  =    14  10    3 
Keys,  4,024.         .        .        .        „    3  15    0  =    15     1  10 


Trenails,  8,048     . 
Spikes,  4,024 
Sleepers,  2,012     . 
I   Labour,  1,760  yards 


„  3  15    0=    30    3  8 

1  16  „  9    0    0=    16    4  0 

„  3    0    0"=301  16  0 

„  0    0  11  =    80  13  4 


1,688  9  1 

Renewal  of  top  ballast,  1,792  yds.  at  3s.  6d.    =224  0  0 

Cost  per  mile,  single  line .        .        .     1,912  9  1 

Old  rails    .         .        .     105    6  at    3  15    0  =  394  17  6 

Old  chairs          .        .      37    0  „    2    6    0  =    83  5  0 

>  Fishplates           .        .        4  19  „    6  17    6  =    34  0  8 

Wrought  scrap  iron   .        1    0  „    4  12    6  =     4  12  6 


516  15  8 


Kelt  cost  per  mile,  single  line     t        »       •       •    1,395  13  5] 


CHAPTER  IX. 

STANDARDS  OF  PERMANENT  WAY  OP  RAILWAYS. 

[The  standard  model  of  permanent  way,  on  the  double-headed 
rail  and  chair  system,  adopted  by  Mr.  John  Fowler/  is  illns- 
trated  in  Figs.  62  and  63,  showing  the  formation,  the  bal- 
last, the  sleepers,  and  the  rails  and  chairs,  as  used  in  the 
New  South  Wales  Railways,  of  which  Mr.  Fowler  is  the 
Consulting  Engineer. 

The  sleepers  are  of  colonial  hard-woods,  chiefly  of  iron- 
bark  timber,  rectangular  in  section,  10  inches  wide,  and 
5  inches  deep,  and  10  feet  in  length.  They  are  placed  at  an 
average  distance  of  8  feet  apart  from  centre  to  centre, — ^being, 
for  21  feet  rails,  8  feet  1  inch  apart,  but,  at  the  joints,  only 
2  feet  6  inches,  and  for  18  feet  rails,  8  feet  1  inch  apart,  but, 
at  the  joints,  2  feet  7  inches  only.' 

The  double-headed  rails.  Figs.  64  and  65,  are  of  steel, 
5^  inches  in  depth,  2^  inches  wide,  at  the  upper  and  lower 
tables,  or  heads,  and  i  inch  thick  at  the  web,  or  vertical  por- 
tion. The  upper  and  lower  surfaces — the  rolling  surfaces — 
are  curved  in  section  to  a  radius  of  5^  inches,  the  depth 
of  the  rail.  The  sides  of  the  head  are  rounded  to  a  radius  of 
•59  "inch,  making  a  diameter,  or  thickness  vertically,  of 
1  i^s  inches.  The  shoulders  or  underhangs  of  the  tables  are 
inclined  to  a  slope  of  about  1  in  2,  forming  straight  and 
equally-inclined  bearings  to  receive  the  fishplates.  The  fish- 
plates, or  splices,  with  which  the  ends  of  the  rails  are  con- 
nected, are  of  steel,  to  the  section  shown  in  Fig.  64,  and 
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17J  inohee   in  length.     They   ate  i  inch  thick,   flHghtly 


arched,  and  bevelled  to  fit  the  nnderhanga  of  the  r^s. 
They  are   applied  in  pairs,  one  plato  on  each  side  of  the 
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railSi  as  shown,  and  are  fastened  with  foor  i-ineh  bolts  and 
nuts.  The  holes  for  the  bolts,  in  the  fishplates,  are  spaced 
apart  to  a  pitch  of  4J^  inches,  so  that  the  distance  apart  of 
the  extreme  holes  amounts  to(4j^  x  3  =)  1 8 j^  inches  between 
their  centres.    The  rails  are  laid  with  a  clearance  of  i^  inch 


Figs.  64, 66.— Donble-headed  Bails. 

apart  between  the  ends,  making  the  distance  of  the  first  hole 
in  each  end  (2 J  —  ^2)  ^h  inch  from  the  end  of  the  rail  to 
the  centre  of  the  hole.  The  holes  in  the  rails  are  drilled  to 
a  diameter  of  1^  inches,  whilst  those  in  the  fishplates  are 
IS-inch  in  diameter,  or  i^,  inch  larger  than  the  bolls.  The 
following  is  an  extract  from  the  specification  for  the  double- 
headed  rails,  which  are  of  steel : — 

''The  section  of  the  rail  is  shown  in  Fig.  64,  the 
weight  being  about  76  lbs.  per  yard ;  a  template  must  be 
made  by  the  manufacturers  from  the  drawing  attached,  and 
must  be  approved  by  the  Consulting  Engineer,  Mr.  John 
Fowler,  before  commencing  to  roll.  No  rails  weighing  less 
than  l^i  lbs.  per  yard  will  be  accepted,  nor  will  any  allowance 
be  made  for  weight  beyond  76^^  lbs.  per  yard.  Within  these 
limits  the  rails  to  be  paid  for  at  their  actual  weight. 

<*  The  length  of  the  rails  to  be  as  under,  namely : — 


50 

per  cent., 

24 

feet  long. 

40 

»> 

21 

»f      >» 

10 

if 

18 

«      i> 
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and  no  deviation  from  tbese  lengths  exceeding  i^  inch  will 
be  allowed. 

"  The  rails  are  to  have  ten-  holes  drilled  at  each  end  of 
the  rail  for  fishing,  the  exact  positions  and  size  of  which  are 
shown  on  the  drawing.  Any  variation  therefrom  of  more 
than  3^2  inch  subjects  the  rail  to  rejection. 

**  Each  rail  is  to  be  marked  on  the  side  with  the  maker's 
name,  year  and  month  of  manufacture,  the  initials  N.S.W.G., 
and  the  word  "  Steel."  None  of  these  letters  or  marks 
to  exceed  f  inch  in  depth,  so  as  to  avoid  interference 
with  the  jaws  of  the  chairs. 

"  The  ingots  from  which  the  rails  are  made  are  to  be  cast 
of  the  best  steel  for  the  purpose  ;  the  proportion  of  carbon  to 
be  used  in  combination  is  to  be  left  to  the  discretion  of  the 
maker ;  but  it  must  be  such  as  to  insure  the  rails  being  hard 
and  tough,  and  capable  of  enduring  the  tests,  as  hereafter 
enumerated,  without  signs  of  fracture  or  deterioration. 
The  rails  must  be  made  of  uniform  quality  from  good  sound 
ingots,  well  hammered  and  reduced  in  cogging  rolls,  reheated, 
and  then  finished  in  the  rolls  while  yet  visibly  red  by 
daylight. 

"  Conditions, — Before  commencing  to  roll  the  rails,  samples 
must  be  sent  to  the  Engineer,  of  the  quality  of  the  steel  the 
Contractor  proposes  and  will  guarantee  to  use,  and  under  no 
circumstances  will  he  be  permitted  to  sublet  any  portion  of 
the  contract,  or  to  make  the  rails  at  any  other  works  than 
his  own,  without  the  written  consent  of  the  Engineer. 

"  The  rails  to  be  of  uniform  section  throughout,  to  be  free 
from  all  defects,  the  ends  sawn  off  true  and  square,  free 
from  roughness  at  the  edges,  and  the  straightening  must  be 
done  without  hammering.  The  surface  of  the  rails  to  be 
entirely  free  from  defects. 

**  The  tests  to  be  applied  are  as  follows  : — 

"  Certain  rails  of  each  day's  make  shall  be  selected,  and 
each  rail  tested  shall  have  a  portion,  4  feet  6  inches  long, 
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cat  off.  This  shall  be  placed  with  the  head  upwards  npon 
iron  supports  3  feet  6  inches  apart  in  clear,  bedded  npon 
a  solid  foniidation. 

<<  The  rail  to  be  then  subjected  to  three  blows  from  a 
weight  of  1,800  lbs.  falling  6  feet  each  time. 

**  The  rail  is  to  stand  this  test  without  showing  any  signs 
of  fracture,  or  greater  permanent  set  than  4  inches  at  the 
centre. 

'<  One  or  more  crop  ends,  or  cut  rails,  shall  be  selected, 
which  shall,  if  necessary,  be  cut  to  a  length  of  about  2  feet. 
These  shall  be  placed  on  the  side,  between  two  anvils 
16  inches  apart.  They  shall  then  receive  one  blow  of  a 
steam  hammer  (in  the  centre,  by  the  intervention  of  a  man- 
drill) capable  of  bending  them  from  2^  to  8  inches ;  and 
shall  afterwards  be  held  on  an  anvil  so  as  then  to  receive  one 
or  more  blows  of  a  steam  hammer  on  the  end,  which  shall 
bend  them  to  not  less  than  a  right  angle  (the  inner  radius 
being  not  more  than  4  inches),  and  in  that  condition  they 
shall  exhibit  no  signs  of  fracture  or  serious  injury. 

**  The  rails  shall  also  be  subjected  to  any  other  reasonable 
tests  which  may  be  directed  by  the  Engineer,  to  ensure  the 
rails  being  of  the  highest  quality  for  strength  and  en- 
durance." 

The  fishbolts,  as  well  as  the  spikes  for  fastening  the 
chairs,  ''  are  all  to  be  made  from  the  finest  quality  of  close 
fibrous  iron.  The  bars  from  which  the  fastenings  are  made 
will  be  tested  by  bending,  when  cold,  to  an  angle, of  45°  out 
of  the  straight  line ;  they  are  then  to  be  re-straightened,  and 
after  this  test  they  shall  show  no  signs  of  fracture. 

<<The  fishbolts  are  to  have  cupped  heads  forged  out  of 
the  solid :  they  are  to  be  formed  at  the  neck  as  shown, 
to  prevent  their  turning  round  while  being  screwed  up. 

"  They  are  to  be  i  inch  in  diameter,  and  all  bolts  which 
vary  more  than  :^2  inch  from  the  specified  diameter,  will  be 
rejected.    The  manufacturer  must    provide   himself  with 
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some  of  the  approved  fishplates,  and  daily  try  the  bolts  to 
see  that  they  fit  properly  in  the  plates.  The  scsewed 
portion  of  the  bolts  to  be  of  the  exact  length  dbown,  the 
threads  to  be  of  Whitworth's  standard.** 

The  cast-iron  chairs  in  which  the  doable-headed  rails  are 
fixed  are  shown  in  Figs.  66,  in  which  the  rail  is  shown 
in  its  place,  canted  to  an  angle  of  1  in  20  with  the  perpen- 
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Figs.  ee.^Raaway  Chair. 

dicnlar ;  and  fixed  with  a  hard- wood  key  or  wedge.  The 
chairs  weigh  26  lbs.  each.  The  sole  is  18i  inches  long, 
4}  inches  wide,  and  1^  inches  thick  under  the  rail.  Each 
chair  is  fixed  to  the  sleeper  by  two  spikes.  The  holes  for 
the  spikes  are  cast  conically  to  a  diameter  of  i  inch  at  the 
bottom,  and  if  inch  at  the  top,  and  are  afterwards  cleaned 
out  with  a  rymer  to  a  diameter  of  ^  inch  at  the  top,  tapering 
to  If  inch  at  the  bottom.  The  rail  is  fixed  in  the  chair  by 
means  of  a  hard-wood  key  IJ  inches  thick.  Test-bars  of 
the  metal  used  for  casting  the  chairs,  are  cast  to  a 
scantling  of  2  inches  by  1  inch,  and  to  8^  feet  in  length. 
They  are  placed  on  edge,  on  supports  8  feet  apart,  and 
are  required  to  carry  a  dead  weight  of  80  cwts.  suspended 
from  the  centre  of  the  bar,  without  fracture. 

The  wrought-iron  spikes  for  the  chairs  are  J  inch  in 
diameter,  with  semi-spherical  cup-heads  li  inches  in 
diameter,  forged  out  of  the  solid.  The  neck  of  the  spike 
is  IJ  inches  long,  and  is  slightly  taper,  being  15-  inch  in 
diameter  next  the  head.  The  end  of  the  spike  is  chamfered. 
The  weight  of  the  spike  is  about  li  lbs. 
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The  above  way,  as  laid  in  New  South  Wales,  is  bedded  in 
ballast  consisting  of  broken  stone,  12  inches  in  depth  below 
the  sleepers,  broken  to  a  gauge  of  3  inches ;  boxed  up  with 
broken  stone  of  a  smaller  size,  to  a  gauge  of  2  inches,  for  a 
depth  of  8  inches.  The  total  depth  of  the  ballast  from  the 
crown  of  the  formation  is  22  inches.  The  surface  of  the 
formation  is  slightly  rounded  in  cross-section  in  order  to 
drain  off  water  penetrating  through  the  ballast. 

Mr.  Fowler's  standard  model  of  permanent  way  on  the 
system  of  single-headed  flanged  rails  is  illustrated  by  Fig.  67, 
for  a  single  line  of    way.      The    sleepers  are  the   same 


Fig.  G7.— Type-Section  of  Permanent  Way,  by  Mr.  John  Fowler. 

in  dimensions  and  in  arrangement  as  those  already 
described  for  the  double-heac^ed  rail,  except  that  they 
are  only  8  feet  in  length.  The  inward  cant  of  the  rails, 
which  is  provided  by  the  form  of  the  chair  for  double-headed 
rails,  is  here  provided  by  planing  out  by  machinery  the  beds 
of  the  rails  at  the  upper  side  of  the  sleepers,  to  the  angle 
of  1  in  20 ;  and  that  the  rails  may  be  kept  in  gauge,  the 
beds  are  notched  into  the  surface,  to  the  thickness  of  the 
flanges  of  the  rails. 

The  rails,  Figs.  68  and  69,  are  4f  inches  in  depth,  and  4f 
inches  wide  at  the  flange  or  base.  The  head  is  2^  inches  wide, 
rounded  at  the  upper  surface,  to  a  radius  of  5  inches.  The 
sides  of  the  head  are  flat,  and  rounJed  into  the  upper 
surface,  with  a  radius  of  J  inch.  The  web  is  A  inch  thick, 
and  is  united  to  the  head  and  flange  by  slopes  of  about  1  in  2, 
to  give  bearings  for  the  fishplates.  According  to  the  speci- 
fication, the  weight  of  the  rails  was  to  be  about  71  i  lbs.  per 
yard ;  and  it  was  to  be  within  the  limits  of  70  lbs.  and  72  lbs. 
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Two  Ijt-incli  holes  are  drilled  tlirongh  the  end  of  each  rail ; 
the  holes  are  ii  inches  apart  between  centres,  and  the 
nearest  hole  is  2J^  inches  from  the  end  of  the  rail  to  the 
centre.  The  rails  are  laid  with  J  inch  clearance  between  the 
ends,  so  that  when  nnited,  the  nearest  holes  are  5  inches 
between  centres ;  and  adding  twice  4}  inches,  or  9  inches, 
the  extreme  distance  apart  of  tho  bolt-holes  amoonts  to 
14  inches.  No  holes  of  any  kind,  either  punched  or  drilled, 
were  to  be  made  in  the  flanges  of  the  rails.  The  rails  are 
&stened  to  the  sleepers  hj  screws  and  spikes  alternately, 
haviDg  projecting  heads,  by  which  the  flange  is  clipped  and 
held  down. 

The  tests  applied  in  the  course  of  mannfactare  of  the  rails 
were  specified  as  follows : — 

"  Certain  rails  of  each  day's  make  shall  bo  selected,  and 


Fisa.  m,  69.— SiDgle-head  FUoee-nU. 

each  rail  tested  shall  have  a  portion,  i  feet  C  inches  long, 
cut  off ;  this  shall  be  placed  with  tho  head  upwards,  upon  iron 
supports,  3  feet  6  inches  apart  in  the  clear,  bedded  upon 
a  solid  foundation. 

"The  rail  is  to  be  then  subjected  to  three  blo\vs  from  a 
weight  of  1  ton  fulling  6  feet  each  time. 

"  The  rail  is  to  stand  this  test  without  deflecting  more 
than  8  inches,  and  without  showing  any  sign  of  fracture ; 
and  it  is  then  to  be  placed  under  a  steam  hammer  upon  iron 
supports  with  the  head  upwards,  and  shall  he  farther  bent 
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by  repeated  blo^vs  to  8  inches  out  of  a  straight  line  in  a 
length  of  8  feet  6  inches,  and  must  then  exhibit  no  signs  of 
fracture. 

'<  The  rails  shall  also  be  subjected  to  a  suspended  load  of 
25  tons  between  8  feet  6  inches  clear  bearings,  without  perma- 
nent set  exceeding  i^e  inch,  and  to  any  other  reasonable  tests 
which  may  be  directed  by  the  Engineer,  to  ensure  the  rails 
being  of  the  highest  quality  for  strength  and  toughness." 

It  is  added  that,  "  if  more  than  5  per  cent,  of  the  rails  so 
tested  fail  to  bear  the  tests  satisfactorily,  the  entire  batch 
from  which  the  rails  were  selected  shall  be  liable  to  absolute 
rejection  at  the  discretion  of  the  Engineer." 

The  fishplates,  in  section.  Fig.  68,  are  of  steel.  ^^  They  are 
to  be  sawn  off  square  at  the  ends,  and  are  to  be  perfectly  true 
and  fair  in  surface  after  cutting  and  punching,  without  any  burr 
on  the  edges,  or  bulging,  and  to  effect  this,  theyare  tobe  pressed 
while  hot,  in  a  press  provided  with  dies  properly  contoured 
to  the  section  of  the  plates."  Each  plate  has  four  holes 
punched  in  it,  1 1  inch  wide,  and  angled  at  each  side,  to 
receive  the  corresponding  square  angles  on  the  necks  of 
the  bolts.  The  fishplates  weigh  about  22  lbs.  per  pair,  they 
are,  when  finished,  heated  and  dipped  in  linseed  oil.  The 
fishplates  are  like  those  which  have  already  been  described 
for  the  double-headed  rails. 

The  screws  and  spikes  for  fastening  the  rails  to  the 
sleepers  are  manufactured  of  |-inch  round  iron,  with  the 
heads  forged  out  of  the  solid.  The  screwed  part  of  the  wood- 
screw  tapers  i  inch  in  diameter.  The  screws  and  the  spikes 
weigh  1  lb.  each. 

In  the  United  States,  the  Vignoles,  or  flange-rail,  is  almost 
universally  used  for  railways.  It  varies  in  weight  from 
67  lbs.  or  70  lbs.  per  yard,  on  a  few  of  the  leading  lines,  to 
30  lbs.  on  narrow-gauge  lines.  Fully  60  per  cent,  of  the 
length  is  laid  with  rails  of  56  lbs.  per  yard ;  and  rails  of 
60  lbs.  and  50  lbs.  per  yard  are  next  in  frequency.     Captain 
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Gallon  describes  the  standEird  way  or  tiack  of  the  Peansyl- 
vaoia  Railroad,  shown  in  Fig.  70.  It  ia  constracted  with  flanged 
steel  rails,  of  two  sections,  one  of  60  lbs.  per 
yard  {Fig.  71),  the  other  of  67  lbs,,  ia  lengths  of 
80  feet.  The  60-lb.  raU  is  4}  inches  deep,  and 
the  67-lb.  rail  ia  4i  inches  deep.  The  head  of 
the  60-lb.  rail  is  1|  inches  deep,  and  that  of 
the  67-lb.  rail  is  1^  inches  deep.  The  fishes  or 
splices  are  2  feet  in  length  ;  they  are  held  by  -4 

four  bolta,  two  on  each  side  of  the  joint.   .The  J 

outer  splice  ia  formed  with  a  horizontal  fiange  *? 

'  or  "  toogne,"  which  overhangs  the  flange  of  the  | 

roil,  and  is  spiked  to  the  sleeper.     The  joint  ia  "^ 

"  suspended  "  between  two    sleepers.     Allow-  ^ 

ance  for  expansion,  when  the  rails  are  laid  in  f 

winter,  is  provided  by  leaving  a  space  iV  i^ch  £ 

clear  width  between  the  ends  of  the  rails ;  in  | 

snmmer,  a  space  only  jV  >^^^  ^^^  is  allowed.  | 

The  sleepers  are  8  inches  wide  by  7  inches  "j" 

deep,  and  8^  feet  in  length.    They  are  laid  so  ^ 

closely  that  the  maximnm  distance  apart  be-  g 

tween  centres  does  not  exceed  2  feet.     There 
MO  16  sleepers  for  each  length  of  80  feet,  and 
the  sleepers  at  the  joints  are  laid  with  a  clearance 
of  only  10  inches  between  them.     The  rails  are 
laid  to  a  gauge  of  4.  feet  9  inches  ;  they  are 
fastened  by  spikes  to  each  sleeper,  at  the  inside 
nnd  the  outside.     The  width  for  the  doable  line  of  way  at 
the  ^fonnation  level  is  81  feet  4  inches  in 
antting.  On  embankments,  the  width  of  the 
formation  is  24  feet  3  inches.    The  snrface 
is  formed  with  a  slope  of  1  in  20  from  the 
centre  to  each  side.     The  ballast  is  laid  r 
to  a  depth  of  npt  less  than  12  inches    ng.  n.-nehJomt- 
mider  the  sleeper,  and  ia  fllled  up  to  the  level  of  the  upper 
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surface  of  tlie  sleepers.  At  the  outer  edges,  it  is  sloped 
down  to  the  formation  level.  Where  stone  ballast  is  nsed, 
it  is  broken  nniformly  to  a  gange  of  2i  inches  in  diameter. 
For  doable  lines,  large  stones  are  placed  in  the  bottom,  at 
the  centre  between  the  lines,  to  provide  for  drainage  ;  bnt 
those  stones  are  kept  apart  from  the  ends  of  the  sleepers. 
Thus  water  is  drained  off  rapidly.] 


CHAPTER   X. 
METALLIC  PERMANENT  WAY  OF  RAILWAYS. 

[Metallic  permanent  way,  in  which  the  sleepers  are  of  iron, 
has  been  much  employed  in  tropical  countries,  and  is  now  to 
some  extent  adopted  in  France  and  in  Germany.  The  oldest 
and  most  widely  used  system  of  metallic  way  is  that  of  Mr. 
H.  Greaves,  who,  in  1846,  introduced  a  spherical  or  bowl 
sleeper  of  cast-iron,  having 
the  chair  for  the  rail  cast 
on  its  apex.  The  alternate 
sleepers  are  connected  and  ' 
kept  to  gauge  by  trans- 
verse bars,  which  pass 
through  and  are  bolted  to 
them.  The  form  of  the 
sleeper  is  strong,  it  holds  ^'  '^-^''^  ^'^*^- 

well  in  the  ground,  the  chair  is  not  liable  to  be  detached,  the 
whole  bearing  surface  is  directly  beneath  the  road,  the  ballast 
is  kept  dry  and  elastic  ;  and  there  is  a  simple  means  for  pack- 
ing the  sleeper  through  the  holes,  with  a  pointed  rammer, 
from  the  surface,  so  that  the  sleeper  and  the  rail  can  be  forced 
upwards  without  disturbing  the  general  bed  of  ballast ;  or  they 
may  be  lowered  by  taking  out  a  portion  from  the  interior. 

Wrought-iron  transverse  sleepers  were  first  tried  in 
Belgium  in  1862,  then  in  France  and  in  Portugal,  and  after- 
wards in  Germany.  One  of  the  first  of  them  was  the 
Couillet  sleeper,  like  I  in  section,  7  inches  wide,  with  a 
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Bhallow  flange  at  each  edge,  and  about  8  feet  long,  weighing 
100  lbs.  It  was  laid  flat  on  the  ballast,  and  a  flange-rail 
was  bolted  to  it,  bedded  on  a  cushion  of  hard-wood.  The 
Le  Crenier  sleeper  was  also  shallow  in  section,  like  i— i,  con- 
sisting of  plate-iron  turned  down  at  the  edges.  It  was 
12  inches  wide,  and  8  feet  long,  and  the  flange-rail,  placed 
directly  upon  it,  was  fixed  by  brackets  bolted  to  the  sleeper. 
These  and  other  wrought-iron  sleepers  were  tried,  and  were 
found  to  be  deficient  in  vertical  stiffness,  and  inconvenient 
for  the  operations  of  packing,  whilst  they  offered  little  resis- 
tance to  lateral  displacement  of  the  way. 

The  Vautherin  sleeper,  first  tried  in  1864,  on  the  Lyons 
Railway,  has  been  successful.  It  is  hollow  in  section,  of  the 
form  A,  truncated,  supposing  the  upper  part  of  the  letter  to  be 
removed ;  presenting  a  flat  bearing  surface,  8^  inches  wide,  for 
a  flange-rail.  It  is  8  feet  in  length,  and  9  inches  wide,  over  the 
flanges  forming  the  base.  It  is  f  inch  thick  at  the  centre, 
and  is  only  about  half  that  thickness  in  the  wings.  The 
rail  is  fixed  to  the  sleeper  with  gibs  and  cotters.  It  has 
been  reported  that  the  motion  over  the  Vautherin  sleepers  is 
much  easier  than  that  over  sleepers  of  oak,  and  that  in  conse- 
quence the  cost  of  maintenance  is  comparatively  small.  It  is 
stated  that  among  a  number  of  rails,  laid  for  trial  under  similar 
conditions,  some  of  them  on  wooden  sleepers,  and  some  of 
them  on  Vautherin  sleepers,  the  number  of  defective  rails 
amounted  to  only  2J  per  cent,  of  those  laid  on  Vautherin 
sleepers,  against  13  per  cent,  of  those  laid  on  wood.  It  was 
found  that  if  the  Vautherin  sleepers  were  not  at  least  8  feet 
in  length,  they  failed  at  the  ends,  and  that  even  for  this 
length  it  was  expedient  to  strengthen  them  at  the  angles. 
It  was  also  found  that  large  and  hard  ballast,  or  broken 
stones  or  broken  slag,  aggravated  the  tendency  to  give 
way.  Ballast  of  ashes  produced  a  similar  bad  effect,  and 
also  caused  the  sleepers  to  rust.  On  the  contrary,  ballast  of 
gravel,  of  a  marly  character,  adapted  itself  admirably  to  the 
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form  of  the  sleeper.  The  system  of  fastening  the  rails  to  the 
sleepers  by  gibs  and  cotters  is  being  abandoned  in  favour  of 
clips  and  hook-bolts. 

The  Hartwich  system  of  iron  way  is  an  instance  of  heroic 
attempt  at  improvement.  It  consists  of  a  flange-rail  9  j-  inches 
deep,  having  a  web  i%  inch  thick,  and  a  foot  5  inches  wide. 
The  rail  weighs  87  lbs.  per  lineal  yard ;  it  is  fish-jointed,  and 
is  strengthened  at  the  joint  by  a  sole-plate  19  inches  long, 
9  inches  wide,  and  i  inch  thick  at  the  centre,  secured  to  the 
rails  by  eight  bolts  and  nuts  connected  transversely  by  two 
sets,  at  different  levels,  of  screwed  tie-rods.  The  rails  are 
laid  in  trenches  filled  with  gravel  and  small  stones.  This 
system  has  given  bad  results  wherever  it  has  been  laid.  The 
rails  soon  became  curved  longitudinally.  On  one  line,  after 
8f  years  of  service,  they  acquired  a  permanent  set  of  1  inch, 
and  had  to  be  taken  up.  The  renewals  were  frequent  and 
troublesome. 

The  Hilf  system  of  iron  way  consists  of  two  parts  :  an 
iron  longitudinal  sleeper,  and  a  flange-rail  of  steel.  It  is 
simple,  easily  laid  and  maintained,  and  economical.  The 
sleeper  is  in  section  like  the  letter  E,  bevelled  at  the  angles, 
having  an  upper  flat  surface,  and  three  flanges  downwards. 
It  is  12  inches  wide,  and  about  2j-  inches  deep,  and  it  can  be 
rolled  to  lengths  of  80  feet  and  only  ^  inch  in  thickness, 
and  to  a  weight  of  59  lbs.  per  yard.  The  rail  is  4*82  inches 
high,  with  2'82  inches  width  of  table,  8'40  inches  width  of 
flange-base,  and  i^  inch  thickness  of  web.  It  is  rolled  in 
lengths  of  80  feet,  and  weighs  51j^  lbs.  per  yard.  It  is  fish- 
jointed,  and  is  fixed  to  the  sleeper  with  two  rows  of  bolts  and 
nuts  at  intervals  of  from  80  to  40  inches.  The  gauge  is 
preserved  by  means  of  1-inch  tie-rods,  screwed  at  both  ends, 
with  nuts.  One  tie-rod  is  sufficient  for  each  length  of  rail. 
The  combined  rail  and  sleeper,  placed  on  supports  54  inches 
apart,  can  carry  18  tons  at  their  middle,  without  injuring 
their  elasticity.] 


CHAPTER  XI. 
RAILWAY  SWITCHES  AND  CROSSINGS. 

It  is  frequently  necessary  to  pass  trains  from  one  line  of 
rails  to  another,  and  several  different  methods  have  been 
devised  for  doing  this.      One  of  the  simplest   and   most 
freqnently-adopted  plans  is  to  lay  down  a  short  line  of  rails, 
connecting  the  other  two,  and  so  establishing  the  desired 
communication.      It  becomes  necessary,  however,  then,  to 
have  the  means  of  connecting  and  disconnecting  this  short 
with  the  main  line  at  pleasure,  according  as  it  is  intended 
that  the  train  should  leave  or  continue  upon  the  latter ;  and 
this  is  effected  by  means  of  a  contrivance  termed  a  switch, 
which  is  shown  in  Fig.  73 :  a  i  and  c  d  are  portions  of  the 
rails  of  the  main  line,  and  ^/and  g  h  portions  of  the  short 
line  branching  from  it,  all  of  which  are  immovably  fixed  in 
the  ordinary  manner,  with  the  exception  of  the  two  rails/  i 
and  k  I ;  these,  which  are  termed  the  tongues  of  the  switch, 
are  only  fixed  at  one  of  their  ends,  /  and  fc,  on  which  they 
turn  as  centres ;  their  other  ends  are  tapered  away  to  nearly 
a  point,  a  slight  recess  being  cut  in  the  other  lines,  at  i  and 
/,  into  which  they  fit.     These  tongues  are  connected  together 
by  a  bar,  m  n  o,  by  means  of  which  they  are  always '  pre- 
served at  such  a  distance  apart,  that  when  either  of  the 
tongues  is  in  contact  with  the  rail  near  it,  the  other  shall  be 
removed  from  the  opposite  rail  suflaiciently  to  leave  space  for 
the  flange  of  the  carriage- wheels  to  pass  between  them.     In 
order,  then,  to  cause  a  train  to  pursue  its  course  along  the 


RAILWAY  SWITCHES  AND  CROSSINGS.  137 


Fig.  73.— Points  imd  CrossiDgs. 
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Tnftin  line,  or  to  leave  the  same  and  enter  the  brnncli  line) 
it  only  becomes  necesBary  to  move  the  bar  m  n  o,  Trhich, 
when  in  the  position  shown  at  A,  vill  canse  the  carriages  to 
leave  the  main  line,  bat  if  shifted  into  the  position  shown  at 
B,  will  cause  them  to  continne  their  course  along  the  same. 
It  ia  nsnal  to  have  the  switches  so  arranged  that  they  are 
kept  in  the  position  shown  in  b  (in  which  the  main  line  ia 
not  intermpted)  by  a  self-acting  weight,  the  attendance  of  a 
man  to  move  them  into  the  position  shown  at  a  being 
necessary  when  it  ia  desired  that  tlie  train  shoold  leave  the 
main  line.  Two  gnard  rails,  p  q,  r  s,  aio  necessary  in  order 
to  prevent  the  flanges  of  the  wheels  from  striking  against  the 
point  where  the  two  lines  intersect  each  other. 

Another  method  of  removing  only  single  carriages  from 
one  line  of  roils  to  another,  is  by  means  of  what  is  termed  a 
turntable.    Three  of  these  are  shown  in  Fig.  74,  at  a,  b,  and 


Fig.  71.— Tmulablea. 

c.  They  consist  of  a  circular  platform  of  timber  or  iron, 
supported  on  wheels,  and  fixed  npon  a  centre  in  snch  a 
manner  that  It  is  capable  of  being  tnmed  rosnd,  even 
when  loaded  with  a  considerable  weight,  without  mnch 
friction.  On  their  upper  surface  they  have  nsnally  two  lines 
of  rails  crossing  at  right  angles,  and  they  are  so  placed  that 
these  form  the  continuation  of  the  main  lines  of  the  railway, 
and  another  line  crossing  these  at  right  angles,  as  shown  in 
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the  iigure.  Now,  the  way  in  which  these  are  employed  is  as 
follows :  supposing  that  a  numher  of  carriages  situated  on 
the  line  f  c  were  required  to  he  removed  on  to  the  line  d  a, 
the  carriage  nearest  c  would  be  moved  on  to  the  turntable  o, 
(which,  it  should  have  been  stated,  is  of  sufficient  diameter 
to  receive  the  whole  of  the  carriage  upon  it,)  and  brought 
into  the  position  shown  by  the  whole  lines,  abed;  the  turn- 
table would  then  be  turned  upon  its  centre  through  a 
quarter  of  a  circle,  by  which  the  carriage  would  be  brought 
into  the  position  shown  by  the  dotted  lines  ef  g  h;\i  would 
then  be  run  over  the  turntable  b,  on  to  a,  into  the  position 
shown  hy  i  k  I  m,  and  the  turntable  a  being  turned  upon  its 
centre,  would  bring  the  carriage  into  the  position  shown  by 
the  whole  lines,  no p  q,  in  which  it  would  only  have  to 
move  down  the  line  of  rails  to  d  ;  and  the  same  method  of 
procedure  being  followed  with  the  other  carriages,  the  whole 
train  would  in  a  very  short  time  be  shifted  from  one  line  to 
the  other.  If  it  had  been  desired  to  bring  the  carriage  on  to 
the  centre  line  of  rails,  then  the  turntable  b  would  have  been 
employed  instead  of  a. 

A  simple  method  of  reversing  a  train  of  carriages  is  shown 
m  Fig.  75,  which  consists  in  forming  a  short  branch,  e  f,  at 
right  angles  with  the  main  line,  and  communicating  with  it 
by  two  curves,  b  e  and  e  c.  The  train  has  only  then  to  be 
r  run  off  the  main  line,  by  the  curve  b  e,  into  the  branch, 
'  nutil  the  last  carriage  has  cleared  the  point  e,  when  the 
switches  are  altered,  and  the  train  returned  to  the  main  line 
by  the  other  curve,  e  o,  by  which  the  whole  train  will  have 
been  reversed,  the  end  which  before  was  towards  a  being 
now  towards  d. 

[Switches  constructed  of  ordinary  double-headed  rails  are 
open  to  the  objection  of  the  insufficient  wearing  surface  of  the 
lower  table  of  the  rail  on  the  chair,  and  to  the  instability 
arising  from  the  great  height  of  the  tongue  rail,  relatively  to 
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the  width  of  the  base.  Hence  the  adoption  of  specially- 
formed  rails  for  the  construction  of  the  points.  Wild  and 
Parsons'  switch,  of  which  the  section  and  contour  lines  are 


Pig.  76.— BeTersiDg  Curve 

shown  in  Figs.  76,  is  on"  a  good  model.  The  tongue  rail, 
Fig.  77,  has  great  width  of  base— nearly  4  inches — whilst 
the  height  is  only  SJ  inches,  as  against  5  inches,  the  height 
of  the  fixed  rail.  It  thus  possesses  both  stability  and  trans- 
verse strength.  Again,  the  tongue 
is  so  tapered  that  the  end  of  it  is 
housed  under,  instead  of  being 
notched  into,  the  upper  table  of 
the  fixed  rail ;  so  that  the  train 
maybe  transferred  without  shock 
from  the  fixed  line  of  rails  to  the 
,.'.... ^v_  .  si^iT^gf  or  vice  versa.  The  fixed 
(;i]^;tfi^lijiiiii'  i  i  i  { 1  rails  are  secured  in  the  chairs 
by  wedges  instead  of  pins  as 
Figs.  76.--wad  and  Parsons' Switch,  formerly.  The  toiigue  rails  are 
each  12  feet  long.  There  are  two  heel  chairs,  to  which  the 
switches  or  tongue  rails  are  pinned,  on  which  they  turn,  and 
eight  intermediate  chairs,  on  which  they  slide. 


^j^^i^SjK^^^  :;■■•>> 
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Parsons'  reversible  steel  croasing,  Figs.  77,  is  constntcted 
of  steel  raile,  Edmilitr  in  section  to  an  ordinary  double-headed 
rail,  exeept  that  the  upper  table  is  formed  square  at  one 


This  formation  adds  to  the  bearing  snrfaee  of  the 
rail  where  it  is  most  needed — at  the  gap — the  wheels  being 
thna  well  supported  by  the  wing-rails  before  quitting  the 
point,  and  passing  smoothly  over  the  gap.] 


CHAPTER  Xn. 

TEAMWAYS. 

[A  TBAMWAT,  in  the  modem  sense  of  the  word,  is  a  street- 
railway,  or  a  road-railway,  forming  part  of  the  road  or  the 
street,  and  constituting,  with  the  carriage-way,  a  comhina- 
tion  of  railways  and  common  thoroughfares,  such  that  the 
traffic  of  the  street  or  the  road,  unaffected  by  the  tramway, 
is  free  to  circulate.  It  follows,  as  the  principal  condition  of 
such  free  circulation,  that  the  surface  of  the  rails,  whilst 
these  are  adapted  for  carrying  flanged  wheels,  should  be 
substantially  at  the  general  level  of  the  carriage-way. 

The  modern  tramway  was  first  employed  in  the  United 
States,  where  it  was  urgently  wanted,  in  consequence  of  the 
inferior  condition  of  the  streets  and  roads  of  the  large  cities. 
The  first  American  tramway  was  the  New  York  and  Haarlem 
line,  of  which  the  first  section,  laid  in  the  main  thorough- 
fares, was  opened  in  1832.  It  was  laid  to  a  gauge  of  4  feet 
Q^  inches.  But  it  was  unpopular,  and  was  for  a  time  sup- 
pressed. Tramways,  nevertheless,  were  revived  in  the  same 
city,  about  the  year  1852,  by  the  instrumentality  of  M. 
Loubat,  a  French  engineer,  who  recommended  and  laid  down 
a  tramway  consisting  of  rolled  wrought-iron  rails  laid  upon 
wooden  sleepers.  The  rails  were  constructed  with  a  groove 
in  the  upper  surface,  to  guide  the  wheels  of  the  cars,  which 
were  made  with  flanges,  like  those  of  railway  carriages  and 
waggons.  Tramways  were  rapidly  multiplied  in  New  York, 
which  owes  much  of  its  development  to  the  tramways,  the 
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traffic  on  which  is  of  mnoh  more  importance  than  that  of  the 
light-wheeled  vehicles  oeed  for  ordinary  circulation ;  other* 
wise  the  rails,  which  were  fonned  with  wide,  gulf-like 
grooves,  wonld  not  have  been  tolerated  in  the  Btreets.  The 
tramway  afforded  incalculable  advantages,  and  it  became  an 
indiepenEable  feature  in  the  principal  cities  of  the  United 
States.  The  long  distances  to  be  traversed,  the  generally 
bad  condition  of  the  Btreets  and  toads,  and  the  comparative 
scarcity  of  other  vehicles,  formed  a  combination  of  circnm- 
stanccB  which  forced  the  tramway-car  into  general  use  for  all 


Habits  were  formed,  and  the  irregnlarities  of  rails  and 
roads  were  of  less  importance  than  they  had  been  felt  to  be 
in  England,    The  annexed  sectional  illustrations,  Figs.  78,  of 


-  Ties.  78.— Tram-riilfl,  Kew  Toik. 

fram-rails  in  New  York,  shows  the  fearless  manner  in  which 
New  York    tram-rails   were   proportioned — combining   ob- 
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1  grooves  with  maseive  sections.  An  imsopbistieated 
observer,  etrnck  by  the  proportions  of  the  rails  in  New  York 
with  their  portentous  grooves,  described  them  as  "rails 
which  have  a  sort  of  iron  gutter  attached  to  eitch  on  their 
inside  e(lge."  The  following  are  the  leading  particulars  of 
some  tram-rails  in  New  York : — 


Trui-rail 

oj  New 

TOKK. 

Inm-nU). 

Weight 
peryarf. 

Depth  of 

■Sa." 

Total 
Width. 

Now  York  and  Haarlem  .... 

lb«. 
98 

i 

90 
76 
61 

InchM. 

InohM. 

1 

u 

lUBhes. 

P 
? 

6 

New  York,  Second  Avenue  . . 
„        „      Third        „        .. 

„      SisOi 
..        „      Eighth      „        .. 

In  order  to  mitigate  the  inconveniences  of  the  New  York 
sections  of  tram-rails,  a  different  form  of  rail — a  "  step-rail," 
as  it  may  be  called,  Fig.  79,  from  which  the  groove  was 


Fig.  79.— Tram-iajl,  PhiladelphiB. 

banished  tbongh  a  ridge  remaned — was  introduced  in  Phila- 
delphia, and  laid  in  Fifth  and  Sixth  Streets,  where  it  gave 
satisfaction.  It  consisted  of  a  flat  plate,  5  inches  wide,  formed 
with  a  raised  ledge  or  fillet  at  one  edge,  standing  g  inch 
above  the  surfece  of  the  plate,  withont  any  groove.  The 
plate  was  formed  with  a  ledge  or  fillet  at  each  side,  below, 
let  into  corresponding  rebates  in  the  upper  corners  of  the 
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sleepers.  The  weight  was  46  lbs.  per  yard.  The  gauge  was 
fixed  at  5  feet  2  inches  between  the  ledges,  to  suit  the  wheels 
of  ordinary  vehicles,  whieh  could  run  on  the  lower  flat  sur- 
face. The  t3rpe  of  tramway  thus  settled  for  Philadelohia.  in 
1855,  is  shown  in  Figs.  80  and  81. 

If/A. 


^^ 


Gauge^S^Z  * 


Figs.  SO  and  Sl.^Tramway,  Fbiladelphia. 

The  rails  were  laid  on  longitudinal  sleepers  of  yellow  pine, 
5  inches  wide  and  7  inches  deep,  bolted  down  upon  transverse 


H 
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sleepers,  6  inches  wide  and  5  inches  deep,  with  iron  knees  to 
maintain  the  rails  in  gauge. 

The  step-rail  is  in  general  use  in  the  principal  cities  of  the 
United  States,  where  probably  there  is  less  of  the  light  cab 
and  omnibus  traffic  than  prevails  in  English  cities  exposed 
to  the  action  of  the  obnoxious  step.  The  gauge  of  tramways, 
adopted  for  the  most  part  in  the  United  States,  is  4  feet 
Si  inches. 

The  modem  tramway  was  introduced  in  England  by  Mr. 
G.  F.  Train,  who,  in  1857,  made  proposals  for  laying  tram- 
Tvays,  on  the  system  originated  in  Philadelphia,  in  some  of 
the  metropolitan  thoroughfares  and  in  a  few  provincial 
towns.  Lines  were  laid  in  a  few  places ;  but,  after  brief 
periods  of  trial,  the  lines  were  removed,  though  in  some 
places,  as  at  Birkenhead,  flat-grooved  reals  were  substituted 
for  the  step  rails. 

In  1866  and  1867,  application  was  made  to  Parliament  for 
power  to  construct  a  system  of  tramways  in  Liverpool,  for 
which  an  Act  was  obtained  in  1868.  This  was  the  first 
English  system  of  tramways  for  passenger  traffic  that  was 
authorised  by  Act  of  Parliament.  The  works  were  con- 
structed under  Mr.  George  Hopkins,  as  engineer-in-chief,  to 
a  gauge  of  4  feet  8^  inches.  The  form  of  the  rails  adopted 
in  the  original  construction  of  the  Liverpool  iramways  was 
of  a  flat-grooved  section,  such  as  had  been  found  to  answer 
satisfactorily  at  Birkenhead,  though  narrower,  weighing 
40  lbs.  per  yard,  about  1  inch  in  thickness,  and  having  a 
section  area  of  about  4  square  inches.  Rails  of  similar  but 
larger  section  were  afterwards  employed,  weighing  45  lbs. 
per  yard,  shown  in  Fig.  82.  The  rail  was  little  else  than  a 
flat  bar,  having  a  narrow  and  shallow  groove  in  its  upper 
surface,  with  a  fillet  on  lower  side,  and  bedded  on  a  longi- 
tudinal sleeper.  The  rail  was  4  inches  wide,  and  If  inches 
in  thickness.  The  groove  was  formed  with  sloping  sides, 
and  was  f  inch  in  depth,  with  a  width  of  f  inch  at  the 


bottom,  and  doable  the  width  at  the  enrface  of  the  rail. 
The  tread,  or  rolliDg'snrface  for  the  wheels,  had  a  width  of 
about  2  iucbea,  when,  of  course,  the  inner  edge  of  the  tread 


Fig.  61— Euly  TnuD-nll,  LlrerpooL 

ma  at  the  half-width  of  the  rail ;  whilst  the  ledge  forming 
the  other  side  of  the  groove  was  about  i  ineh  wide  at  the 
BDT&ce,  and  was  corrugated  transversely  to  prevent  slip- 
peiinees  for  horsea.  The  rails  were  bedded  on  timber 
sleepers,  4  incbeB  wide  and  6  inches  deep,  and  were  fished* 
with  |-inoh  wrought-iron  plates,  12  inches  long  and  i  inches 
wide,  appEed  below  the  joint,  let  flush  into  the  upper  side  of 
the  sleeper.  The  joint  'waa  fixed  with  four  vertical  spikes, 
two  to  each  rail,  driven  through  the  rails,  at  the  bottom  of 
the  groove  and  the  fish-piate,  into  the  sleeper.  The  rails 
were  also  spiked  at  intervals  to  the  sleepers.  The  heads  of 
the  spikes  were  countersunk  and  let  into  the  rails  to  finish 
flush  with  the  bottom  of  the  groove.  The  combined  sleeper 
and  rail  thus  presented,  for  the  most  part,  a  vertical  surface 
at  each  side,  against  which  paving-stonea  could  be  closely 
and  evenly  laid  and  jointed.  The' construction  of  the  way 
IB  shown  by  Figs.  88,  84,  86.  To  render  the  way  inde- 
pendent for  support,  on  uncertain  or  on  broken  ground,  the 
roadway  was  excavated  to  a  depth  of  14j  inches  for  the 
whole  width,  and  a  continuous  bed  of  lime  concrete, 
7  inches  thick,  was  laid  for  the  whole  width  of  the  track,  as 
a  foundation,  upon  which  the  sleepers  were  placed.  The 
iuteispacea  between  the  sleepers  were  filled  up  with  cement 
to  Uie  right  level  for  supporting  4-bch  cubes.     The  sleepers 
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were  laid  in  and  spiked  to  cast-iron  clip  ohairs,  f^gB.  84 
and  66)  which  were  placed  about  4  feet  apart  longitudinally, 
and  rested  direct  on  the  con- 
:  fff^nii  Crete  foondation.  The  gange 
of  the  rails  was  fixed  by  bar- 
iron  cross  ties,  l^inches  deep 
by  I  inch  thick,  the  ends  of 
which  were  dovetuled  into 
grooves  cast  in  the  inner  sides 
of  the  chairs.  The  chairs  were 
6  inches  wide  at  the  joints  of 
the  sleepers,  and  3  ioches  in- 
termediately. The  roadway 
was  nearly  all  of  roacadam, 
and  the  materials  for  the  con- 
crete were  taken  fi'Om  the 
macadam  which  was  lifted  to 
^  *  make  room  for  the  line ;  whilst 

I  f  <  the  whole  of  the  surface  be- 

^'  tweentherailB,andforawidth 

of  18  inches  beyond  the  onter 
sides  of  the  tails,  was  paved 
with  Welsh  granite  sets — 
4-incb  cubes  between  the  rails, 
and  sets  of  6  inches  in  depth 
for  the  onter  18-inoh  spaces. 
The  onter  width,  18  inches, 
vras  provided  in  the  Act,  and 
it  defined  the  marginal  boun- 
daries of  the  breadth  of  road- 
way to  be  mainttdned  by  the 
tramway  company.  That 
width  was,  and  is  now,  ac- 
cepted as  a  fair  compromise  ;  and,  says  Mr.  J.  Morris,  "  it 
does  fairly  represent  the  extent  of  possible  injnry  even  which 
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the  tramway  can  do  to  the  road,  and  it  is  accepted  nniver- 
sally  on  the  Continent,  and  almost  nniverBally  in  America, 
and  is  the  recognised  standard. "  * 


f^^mm 


Tig.  SI.— Tnmmy,  lirupool. 
The  tram-ways  of  Constantinople,  of  which  M.  Lebont  -was 
the  en^eer,wereconBtnicted  with  the  pattern  of  grooved  rail, 
woghing  46  lbs.  per  yard , 
employed  in  the   Paris 
tramways,  fastened  as  in 
Fig.  86.    The  rails  were 
bolted    to     longitudinal 
sleepers,  as  in  Fig.  87, 

kid   on  a    bed   of  sand  Fie  ^.-Ti^olCi^^ii.. 

8  inches  deep,  spread  on  the  bottom  of  the  excavation. 


Fig.  88.— TramwaT,  ConitanUoDplf. 

longitudinal  sleepers  were  connected  by  ronnd  iron  tie-rods, 
■  BtpoH  of  the  Select  Cmmiiifet  on  TTamisayi  Bill,  1810, 
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1  were  passed  through  them,  and  were  screwed  np  by 
-  nuts  at  both  sides  of  the 
sleepers,  as  shown  in  tiio 
section  of  the  way,  Fig.  86. 
Streets  in  Constantinople, 
of  from  13  feet  to  28  feet 
wide,  were  paved  across  the 
whole  of  the  way,  as  shown 


Fig,  B7,— SMtioaoITromwBr, 


IS  of  streets 
n  June  80, 


The  total  lei 
traversed  by  tramways,  in  the  United  Eingdon 
1876,  were  as  follows : — 

Miles. 

England  and  Wales I32'22 

Scotland 41-30 

Ireluid ££'09 

Total        ....     198-61 

The  section  of  tramway 
'employed  by  Mr.  G.  Hop- 
kins in  the  recoQBtraction 
of  the  North  Metropolitan 
Tramways,  in  1877,  ia 
shown  in  Fig.  89.  The 
pre-exisling  foundation  of 
concrete  was  partly  re- 
newed by  the  excavation, 
under   each    sleeper,  of  a 

rig.  £«.~^ft«n™T^  Con^Unople.        ^^j^^  ^^^^j^    .^  ^^^^  ^^^. 

Crete,  IJ  inches  deep  and  6  or  7  inches  wide.  This  trough  was 
filled  with  fine  concrete.  In  which  the  longitudinal  Eleepers 
were  embedded  to  a  depth  of  half  an  inch.  The  sleepers  are 
i  inches  wide  and  5  inches  deep,  rebated  at  the  upper  side  to 
fit  to  the  r^.  They  are  bedded  at  the  joints  on  plates  of  fir, 
8  inches  wide  and  2  inches  thick,  let  into  the  fonndation. 
The  rails  are  of  steel,  weighing  HO  lbs,  per  yard.    They  are 
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&}  incbes  in  width  at  the  Borface,  24  inches  deep  over  th« 
Ganges,  and  1-^  inch  thick.  The  groove  is  1^  inch  wide 
and  i  inch  deep,  leaving  only  -fy  inch  of  metal  below  tho 
groove.  The  tread  ia  2  inches  wide,  and  it  is  very  slightly 
roonded.  The  flanges  are  f  inch  thick  at  the  edge.  Each 
isil,  of  24  feet  in  length,  is  tastened  by  25  staples,  placed  at 
a  pitch  of  2  feet  7  inches  at  each  side,  except  at  the  ends, 
where  there  are  two  paira  of  staples. 


Tig.  SD.— Hortb  Metropalibm  TiamwTy. 

The  Glasgow  Corporation  tramwaya,  oonstracted  in  1874-75, 
afford  an  excellent  example  of  combined  wood  and  iron  for 
the  way,  Fig.  90.  The  ways  were  laid  to  a  gauge  of  i  feet 
7|  inches,  with  an  interspace  of  8  feet  Hi  inches  between 
Ihe  two  lines ;  whilst  the  paving  was  extended  for  a  width 
of  18  inches  at  each  outer  side.  The  total  width  for  a  doablo 
hue  was  made  np  thos — 

Feet.      JudiGi. 
Two  \vidthB  of  gauge    ....    9  3J 

InterBpBce 3  11} 

Two  Btripa  of  pavemont         ...    3  0 

Fonrhalf-widthaofraUtlJ"  X  *=)    •    0  H 
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For  a  donble  line,  the  nwdmy  wu  exearated  for  a  width 
of  17  feet,  to  a  ttniforiD  depth  of  12|  inches  below  the 
intended  level  of  the  rails.  The  rails  veie  of  monght  iron, 
and  weighed  60  Iba.  per  yard.  They  were  rolled  in  lengths 
of  24  feet,  with  about  5  per  eent.  of  the  total  qnantity  in 
shorter  lengths.  They  are  9  j  inches  wide  and  ItV  inch  Uiick. 
The  rolling  sorface,  which  is  sli^Uy  rounded,  is  1  j  inches 
wide,  the  groove  is  1^  inches  wide,  and  the  flange  at  the  inner 
side  is  }  inch  wide.  The  groove  is  formed  with  a  flat  floor, 
and  is  only  H  inch  deep,  having  a  f -inch  thickness  of  metal 
below  it.    Tbe  longitudinal  sleepers  or  beams  are  of  Baltic 


Bg.  tO.—GlBXgow  Coipoiatiini  Trunwiy. 

red  timber,  4  inches  wide  and  6  inches  deep.  Each  24-feet 
rail  is  fastened  to  the  beams  by  20  side  staples.  The  trans- 
verse sleepers,  nnder  the  longitndmals,  are  6  feet  long  and 
4  inches  deep ;  6  inches  in  width,  except  at  the  jointB,  where 
they  are  7  inches  wide.  All  the  timber  was  creosoted  to  the 
extent  of  10  lbs.  of  creosote  per  cubic  foot.  The  longitudinal 
beams  rest  in  cast-iron  chairs  spiked  to  the  sleepers.  The 
spaces  between  the  sleepers  were  filled  with  concrete.  Tbe 
paving  sets  were  laid  on  a  i-inch  layer  of  sand,  and  were 
gronted  with  a  mixture  of  bitnmen  and  pitch-oil. 

The  "  inner  circle  "  of  the  Liverpool  tramways  was  relaid 
in  1877-8  on  the  system  of  Mr.  G.  F.  Deacon,  the  borough 
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engineer  at  the  time.     The  leading  feature  of  the  system, 
Fig.  91,  is  the  method  of  ^stoning  the  rail  to  the  longitu- 
dinal sleeper  and  the  fomidation  of  concrete  by  means  of  a 
central  bolt.     The  groove  is  formed  centrally  in  the  rail, 
which  affords  a  bearing  over  its  whole  width  for  wheels 
correspondingly  formed,  with  a   central  flange.      On   the 
bottom,  a  foundation  of  concrete,  made  with  Portland  cement, 
7  inches  deep,  was  laid  for  the  whole  width  of  the  street, 
and   finished    with    a    perfectly 
Bmooth  sar&ce*.   The  longitudinal 
timber   sleepers   are   S}    inches 
wide  and  BJ  inches  deep.    The 
laila  are  of  Bessemer  steel,  weigh- 
ing  61  lbs.    per  yard,  rolled   in 
lengths  of  24  feet  2  inches,  with 
fihorter  lengths.      They  are  3J 
mches  wide,  and  S^  inches  deep 
ever  the  flanges.     The  groove  is 
in  the  middle  of  the  upper  snrface, 
1  inch  wide  and  ii  inch  deep. 
The  npper  bearing  snrfaces  are 
each  1^   inches  wide — together, 
^i  inches.     The  ruls  are  bedded 
with  coal  tar  on  the   sleepers, 

and  are  fastened  by  means  of  Kg.  oi.-uvBipooi  Tnmw.r. 
central  J-inch  holts,  each  of  which  is  formed  with  ftn  eye  at 
the  tipper  end,  which  embraces  a  |-inch  ronud  iron  cross 
pin,  passed  horizontally  through  holes  in  the  side  flanges  of 
"Je  rails.  The  bolt  passes  down  through  the  sleeper,  and 
newly  through  the  stratum  of  concrete,  and  is  formed  with  a 
bead  at  the  lower  end,  which  takes  a  bearing  npon  a  round 
cast-iron  plate  or  washer  G  inches  in  diameter,  which,  with 
^  lower  portion  of  bolt,  is  embedded  in  the  concrete.  The 
Iwlt  is  adjustable  in  length  by  means  of  a  right-and-left 
handed  double  nut.     The  paving'sets  are  from  7  to  7^  inches 
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deep,  laid  on  a  l-incb  bed  of  Band;  except  the  Bets  next  the 
laila,  -which  consist  of  the  most  durable  etoue, — the  hardest 
granite,  oi  coarse-grained  trap. 

Mr.  James  LiveBey,  so  early  as  in  1869,  advocated  the  nse 

,   of  an  iron  substnictiire  for  tram- 

'   ways,  combining  a    rail    having 

e  flanges,  with  cast-iron  stools 

placed  at  intervals.    As  applied  in 

the  city  of  Bneuos  Ayres,  two 

kinds  of  this  system  are  shown  in 

-    Figs.  92  to  85.  The  steel  groove- 

Eig.  M.-Liv*W«  T™w«r.    r^_  Figg  92  to  94,  was  employed 

for Uie  City  lines.  ItweighedJOlbs.  per  yard.  ItisSiinches 


rig.  83.— LiTCeey**  W«r. 

wide.      The  Bnpporting  stools  are    8  feet  apart,  fixed  in 

L 1%\ ...J 


Kl 


Fig.  »4.— Livewy's  Trai 

couples  on  wrongbt-iron  base  plates.    The  rul  is  dovetailed 


over  tLe  stool,  to  which  it  is  keyed.    She  second  kind  of 
tramway,  Fig.  95,  nsed  in  the  enbnrban  districts  of  Baenos 


Fig.  Sa.— W.  J.  Cockbnm-Muir'i  Tranimy. 

Ayree,  has  a  flanged  or  Vignoles  raii,  fixed  by  hook-bolts  and 
nnts  to  cast-iron  stools. 


n.— Block  Sleeper. 


Mr.  W.  J.  Coekbum-Moir's  eystem  of  iron  way,  which  he 
calls  the  "  block-sleeper  system,"  in  which  the  rail  is  snp- 
poited  on  cast-iion  stools  or  blocks,  is  shown  in  Figs.  96 
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to  08.     The  roils  »e  of  wrought  iron,  hayiiig  a  middle  ver- 
tical web  on  the  under  side.    They  are  8  inches  wide,  and 
weigh  80  Iba.  per  yard.     The 
^r''^Hfe»(  eleepers  are  cast-iron  blocks,  rect- 

fl                 \  \.  •"•B^'t  toUow,  open  at  the  base, 

j                 1  and  ribbed  interiorly.    They  are 

1 1  about  11^  inches  long,  7i  inches 

Fig.  lftl-Bl«k 61«per.  ^^^^  ^^  g  j^^jj^^  ^^^^.  pj^^^  ^^ 

2  feet  G^  inches  apart  between  centres,  and  tied  transversely. 
The  system  has  been  adopted  for  the  tramways  of  Monte 
Video  and  elsewhere. 

Bansomes,  Deas,  and  Bapler's  system,  Figs.  99,  100 — a 


FiS-  !>9.— BaDsotnn,  Deu,  and  Ka^er's  Tnunva]'. 

cast-iron  way  laid  on  concrete — was  laid  in  1870  at  Glasgow 
harbour.     It  has  stood  the  traffic  satisfactorily. 

Mr.  Joseph  Eincaid's  iron  way  has  been  extensively  laid 
in  England.     Side-flanged  rails  are  fast- 

|t iqJ jj       ened  to  cast-iron  chairs  placed  at  8  feet 

■BIB^jfliH  ^  apart  between  centres  bymeansof  staples 
I  ^^^  I  1  '^'  ^""^^  ^''^^'  ^^  staples  penetrate  into 
I  '%%  hard- wood  plugs  let  into  the  chairs.   For 

I  f/'  N  I  I  the  Bristol  tramways,  the  rails  were  of 
"— ^   F-    100  wronght-iron,  weigWng  43  lbs.  per  yard ; 

H«n»oiD9eTmm-r«a.  for  the  Leicester  tramways  they  were  of 
Siemens  steel,  47  lbs.  per  yard.  In  the  more  recent  deve- 
lopment of  the  system,  for  the  Salford  Corporation  Tramways, 
Figs.  101  to  108,  the  rails,  of  iron,  weigh  60  lbs.  per  yard ; 
they  are  8-^  inches  wide,  and  arc  2^  inches  deep,  with  a  maxi- 
mum thickness  of  If  inches.    The  tread,  or  rolling  surface, 
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is  1|  incfaes  wide ;  it  ia  flat  and  inclined,  so  that  at  the  centre 
of  the  rail  it  is  i  inch  higher  than  at  the  side.  Car-wheels, 
coneequentlj',  take  their  bearings  on  the  middle  or  centre 


Tig.  101.— Kincaid'a  TmmiFBr. 

line  of  the  rail.    The  paving  coneists  of  granite  sets,  G  inches 
deep,  laid  on  a'bed  of  sand  2  inches  thiclt. 


^ ^ 


Barker's  way  has  been  laid  in  Manchester.  The  peculiar 
featnres  of  this  Bystom  are  the  longitadinal  cast-iron  sleepers, 
which  afibrd  a  continuous  bearing  for  the  rail  and  for  the 
adjoiniiig  paving  sets;  and  the  grooved  rail,  of  which  the 
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lower  snr&ce  is  indented  longitudinally,  and  is  formed  vrith 

a  central  flange  or  web,  by  which  it  ia  fastened  by  cotters  to 

the  sleeper.     Tbe  sleeper 

is  in  BectioD  lilie  the  ordi- 
nary bridge-rail  in  use  on 
railways,  but  it  is  of  larger 
dimensions.  The  general 
design  is  illostrated  by 
Fig.  104,  adapted  for  coon- 
try  lines  of  light  traffic.  For 
street  lines,  in  Manchester, 
the  scantlings,  as  adopted 
FiB.m.-mnM:jm.  ^^  jj^_  j_  ^   ^ynde,  are 

heavier.  The  sleeper  consists  of  a  hollow  vertical  portion, 
8  inches  wide,  finished  with  a  solid  head,  formed  to  fit  and 
to  carry  the  rail;  and  two  horizontal  flanges,  about  4  or 
4}  inches  wide,  maldng  in  all  a  broad  continuous  base 
12  inches  in  width.  The  total  height  of  the  combined  sleeper 
and  rail  is  73  inches.  The  rails  are  of  steel,  3  inches  wide, 
weighing  40  lbs.  per  yard. 


Fig,  lOi.— Bu'kei's  Tnaamj. 

In  the  Moscow  tramways,  it  appears,  the  first  employment 
of  solid  flanged  rails  of  the  Vignoles  pattern  was  made.  The 
way.  Figs.  105  and  106,  was  designed  by  the  engineer, 
Colonel  Sytenko,  who  began  by  rejecting  the  grooved  rail,  and 
adopted  the  Vignojes  type,  laid  on  transverse  sleepers.     The 
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nails  are  of  steel,  weighing  86  lb.  per  yard ;  tliey  are  made  to 
a  height  of  5  inches,  to  admit  of  the  jtuctaposition  of  paving- 
stones  of  sofficient  depth  above  the  sleepers.  The  paving- 
stones  next  the  rails  at  the  inner  sides  are  cat  to  form  a 


Fig.  106.— MoBOOV  Tram  w»T. 

gi-oove  for  the  ^heel  flanges.     The  rails  are  jointed  with 
fishplates  and  bolts  and  nnts,  as  shown  in  Fig.  106. 

Mr.  Thomas  Floyd,  abandoning  the  three-sided  or  box 
rail  with  the  longitudinal  timber  sleeper, 
employs  a  girder  rail  of  the  form  shown  in 
Fig.  107,  having  a  flange  base  supported  on 
ciosa  timber  eleepers,  which  have  bevelled 
sides  tumbling  inwards  towards  the  upper 
Borfitce.   The  rail  is  ofsteel,  weighing  71  lbs. 
per  yard,  it  is  6^  inches  in  depth  and 
G  inches  wide  at  the  base.  It  is  rolled  com- 
plete with  the  groove.  A  trench  Hi  'inches  '  ^^ 
in  depth  is  formed,  and  of  sufficient  width,  Tram-r^,  Moscow, 
varying  with  the   gauge  of  the  way.    The  cross  sleepers 
are  laid  on  the  bottom  at  the  dis- 
tances reqnired.     On  these  the  rails 
are  spiked  down  to  gauge,  and  are 
fished  at  the  joints.      The  sleepers 
are  then   packed  up  to  the  proper 
level    by    beater  picks,    and    con. 
Crete  is  thrown  into  the  bays  be- 
tween the  sleepers  and  brought  up 
flush  with    them.      The    Croydon  i 
tramways  and  the  Cambridge  tram- ^- *"-^'°^''' '^'*""'^' 
ways  have  been  constructed  by  Mr.  Floyd  on  this  system, 
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and  be  oontemplates  the  adoption  of  the  same  system  for 
the  Woolwich  tramways  and  the  Noithampton  tramways. 

In  the  matter,  of  the  paving  for  the  Croydon  and   the 
Cambridge  tramvaya,  aephaldc  pavement  has  been  laid  at 
both  places  for  the  sake  of  freedom  from  the  noise 
of  horses'  feet.    Mr.  Floyd  proposed  the  paving 
of  granite  sets,  bnt  he  was  overmled  by  the  local 
antborities  in  each  instance.    The  paving  is  a 
species  of  aspbaltic  macadam ;  the  first  layer  is 
made  with  stone  broken  to  a  2i-inch  ring-gaiige. 
The  uppermost  layer  is  made  with  stones  broken 
to  a  j-inch  or  a  1-inch  gauge,  and  is  well  rolled 
in.     It  is  finally  painted  with  a  mixture  of  boil- 
ing tar  and  mineral  pitch,  and  strewn  with  kiln- 
fr  dried  sand.    After  twelve  months'  trial  of  this 
e  paving  at  Croydon,  the  results  were  so  far  sa- 
H  tisfactory  that  its  use  was  continued.   Mr.  Floyd 
J*  considers  that  on  roads  where  vehicular  trafSc  is 
I  of  a  light  character,  this  kind  of  paving  may  be 
t^  used  with  economy ;  but  that  for  considerable 
S  traffic,  granite-set  paving  is  preferable.    Taking 
A  the  cost  for  asphalts  paving  at  one-third  of  that 
of  granite  paving,  in  connection  with  the  cost  for 
maintenance,  the  average  annual  cost  would  be 
equal.    The  asphaltic  paving  is  liable  to  ooze 
upwards  during  very  hot  and  dry  weather,  but 
it  keeps  the  sabBtrncture  thoroughly  dry. 

Mr.  Floyd  found  that  the   cross-sleepers  aid 
materially  in  absorbing  vibration — a  matter  of 
special  importance  for    gird er- rail b  ;  and  that, 
when  such  rails  are  laid  on  concrete,  the  greater 
the  sleepers  arc  in  width  the  easier  is  the  motion 
of  the  tramcar.     The  construction  of  the  Cam- 
bridge tramway  is  shown  in  cross  section  in  Fig.  108.     The 
sleepers  are  0  inches  wide  by  4i  inches  deep,  and  are  placed 
at  distances  of  i  feet  apart  between  centres.] 


CHAPTER  XIII. 

CANALS. 

O7  THE  General  AsRANOEBfENT  of  Canals. 

Canals  are  artificial  channels  of  water,  which  have  been 
formed  for  the  purpose  of  affording  the  facilities  of  water 
conveyance  in  districts  where  no  natural  rivers  and  streams 
exist,  or  where  those  which  may  have  existed  have,  from  a 
variety  of  causes,  been  ill-adapted  for  navigable  purposes. 
And,  in  fact,  canals  possess  (generally  speaking)  so  many 
advantages  over  rivers,  that  they  have  frequently  been  con- 
structed, at  considerable  cost,  in  situations  where  navigable 
rivers  were  already  existing.  In  many  rivers  the  existence 
of  currents  and  shoals  renders  the  navigation  difficult  and 
tincertain,  and  in  times  of  floods  and  freshets,  it  has  fre- 
quently to  be  entirely  suspended.  It  may  also  be  remarked 
that  rivers  seldom  flow  in  a  very  direct  course,  but  more 
frequently  pursue  a  winding  path,  depending  upon  the  form 
of  the  valleys  through  which  they  have  to  thread  their  way : 
in  such  situations  as  these,  the  superiority  of  canals  is  suffi- 
ciently obvious. 

In  laying  down  and  arranging  the  general  line  of  a  canal, 
many  points  have  to  be  considered  in  addition  to  those  which 
have  been  generally  mentioned,  as  applying  to  them  in 
common  with  roads  and  railways,  at  the  commencement  of 
Chapter  I.  One  of  the  most  desirable  points  to  be  attained 
is  a  perfectly  level  surface  throughout  its  whole  extent.  It 
is,  however,  very  seldom  that  the  country  is  so  favourable 
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as  to  allow  ibis  to  be  effected.  In  most  cases  it  becomes 
necessary  occasionally  to  alter  tbe  level  of  tbe  surface  of  the 
canal,  tbe  water  being  retained  at  tbe  bigber  level  by  gates 
so  placed  tbat  tbe  pressure  of  tbe  water  against  tbem  keeps 
tbem  closed.  It  is,  bowever,  impossible  to  prevent  a  small 
amount  of  leakage  at  tbe  gates,  and  tberefore  it  becomes 
necessary  to  bave  tbe  means  of  supplying  tbe  upper  portion 
of  tbe  canal  witb  water,  to  compensate  for  tbat  wbicb  tbus 
escapes,  as  well  as  tbat  wbicb  is  necessary  (as  we  shall 
presently  explain)  to  pass  vessels  from  tbe  higher  to  the 
lower  level.  In  addition  to  these  two  causes  of  loss,  a 
further  waste  is  occasioned  by  tbe  evaporation  from  its  sur- 
face, and  the  absorption  of  the  water  by  tbe  ground  through 
which  it  flows.  It  is,  therefore,  an  object  of  considerable 
importance  in  the  arrangement  of  a  canal,  to  obtain  some 
natural  feeder  (as  it  is  termed)  for  tbe  supply  of  the  water 
tbus  lost,  and  wbicb  object  is  usually  attained  by  diverting 
some  of  the  smaller  natural  rivers  or  streams,  and  leading  as 
much  of  their  waters  as  may  be  required  to  supply  the 
highest  (technically  called  tbe  summit)  level  of  the  canal,  for 
tbat  being  properly  supplied,  the  lower  levels  will  be  fed  by 
tbe  water  which  escapes  from  tbe  upper.  Before  forming  a 
canal,  the  strata  through  which  it  will  pass  should  be  care- 
fully examined,  more  especially  with  reference  to  its  powers 
of  retaining  water,  that  is,  of  not  absorbing  it.  Many  soils, 
such  as  clean  sand,  or  gravel,  would  carry  off  tbe  water  so 
rapidly  as  soon  to  drain  the  canal,  and  therefore  such  strata 
should,  if  possible,  be  avoided.  Where,  however,  it  is  im- 
possible to  do  so,  tbe  canal  may  be  made  water-tight  by 
lining  its  sides  and  bottom  with  puddled  clay,  which  consists 
of  good  clay,  thoroughly  well  beaten  up  witb  water,  or 
temperedy  and  then  mixed  with  a  certain  proportion  of  gravel, 
sand,  or  chalk.  Pure  clay  by  itself  would  not  answer,  be- 
cause if  at  any  time  tbe  water  in  the  canal  sunk  below  its 
ordinary  level,  tbe  upper  part  of  tbe  puddle,  becoming  dry, 
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would  crack ;  and  when  the  water  again  rose  it  would 
escape  through  these  cracks,  which  by  its  action  would  be 
gradually  enlarged,  until  the  puddle  was  rendered  useless. 

The  form  of  section  of  a  canal,  that  is,  its  width  and 
depth,  is  another  point  requiring  to  be  carefully  considered. 
This  must  depend  upon  the  size  of  the  vessels  which  are  to 
be  conveyed  upon  it,  and  upon  the  amount  of  the  traffic  to 
be  expected.  The  sides  of  canals  are  usually  formed  with 
slopes,  of  about  two  to  one,  and,  in  some  cases,  the  upper 
parts,  near  the  water's  edge,  and  which  are  most  exposed  to 
the  ripple  produced  by  the  passage  of  vessels,  are  protected 
by  rough  stone  paving. 

The  following  table  exhibits  the  length  and  dimensions  of 
the  transverse  section  of  a  few  of  the  English  and  American 
canals : — 


KAHS  OF  CANAL. 


EKOLI3H. 

Sankey  Canal  •  .  . 
Leeds  and  Liverpool . 
BasiDgstoke 


Thames  and  Serein  . 
Olonoefiter  and  Berkeley 
Grand  Junction  •  «  • 
Sennet  and  Avon  .  . 
Aberdeenshire  •  .  . 
Thames  and  Medway. 
Caledonian  .... 
Bye,  or  Boyal  Military 

AMSBIOAir. 

Champlain     .... 
Schuylkill  Navigation 

Moms 

Pennsylvania     .    .    . 
Erie 


Date 
of  con- 
struc- 
tion. 


1765 
1770 
1778 
1783 
1793 
1793 
1794 
1796 
1800 
1803 
1807 


Length 

in 
Miles. 


12 

108} 
87 
SO 

90 
67 

'il 

23 
80 


11 

68 
lOlf 
276i 
868 


Breadth. 


Top. 


Feet. 
48 
42 
88 
42 
70 
43 
44 
23 
60 
40 
72 


40 
86 
82 
40 
40 


Bot- 
tom. 

Feet. 
27 
SO 

21 
28 
36 


28 
22 
20 
28 
28 


Depth- 


Ft.  In. 

5  7 

6  0 
6  6 
6  0 

18  0 

6  0 
5  0 
3  6 

7  0 
20  0 

9  0 


4  0 
8  6 
4    0 


XMonntSB. 


John  Eyes. 
Brindley. 

R.  Whitworth. 
Telford. 


Rennie. 
Captain  Taylor. 

Telford. 

Boyal  Engineers 


4 
4 


0 
0 


Of  Locks  and  theib  Substitutes. 

We  have  already  mentioned  that,  in  cases  where  it  is 
accessary  to  alter  the  level  of  the  surface  of  a  canal,  the 
water  is  retained  at  the  higher  level  hy  means  of  gates ;  and 
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we  have  sow  to  explain  more  in  detail  the  manner  in  which 
they  are  constmcted,  as  well  as  the  means  adopted  for  pass- 
ing vessels  up  or  down  from  one  level  to  the  other. 

The  most  frequently  employed  contrivance  for  this  pnrpose 
is  the  common  lock,  of  which  Fig.  109  is  a  longitudinal  sec- 
tion ;  Fig.  110  a  plan ;  Fig.  Ill  a  transverse  section  through 
the  centre  of  the  lock ;  and  Fig.  112  a  transverse  section  of 
the  canal  helow  the  lock,  showing  its  lower  entrance.  The 
upper  and  lower  portions  of  the  canal  are  connected  hy  the 
passage  a  b  o,  termed  the  lock  chamher,  the  form  of  which 
will  he  seen  from  Fig.  Ill  ;  its  sides  and  bottom  (the  latter 
termed  the  invert,  or  floor)  are  usually  lined  with  brick  or 
stone.  The  lock  chamber  is  much  less  in  width  than  the 
canal,  being  made  only  a  little  wider  than  the  vessels  intended 
to  pass  through  it.  It  will  be  observed,  by  reference  to 
Fig.  109,  that  the  floor  of  the  upper  end  of  the  lock  chamber, 
from  D  to  E,  is  on  the  same  level  as  the  upper  portion  of  the 
canal ;  and  the  remainder,  from  f  to  o,  is  level  with  the  bottom 
of  the  lower  canal  The  gates,  by  means  of  which  the  water 
isretamed  at  the  upper  level,  are  shown  at  a  e.  Fig.  109,  and 
in  the  section.  Fig.  Ill ;  they  are  slightly  curved,  as  shown 
in  the  plan.  Fig.  110.  When  opened,  they  turn  upon  their 
ends,  H  and  k,  as  centres ;  and  they  are  of  such  a  breadth 
that,  when  shut,  they  meet  at  an  angle  at  i,  in  which 
position  each  gate  derives  support  from  the  other ;  and  the 
pressure  of  the  water  against  them  only  tends  to  keep  them 
the  more  closely  shut,  and,  consequently,  to  diminish  the 
space  through  which  it  might  otherwise  have  escaped. 

The  gates  are  opened  by  means  of  capstans,  l  and  m,  the 
chams  being  attached  to  the  gates  under  the  water,  and 
passing  through  tunnels  in  the  sides  of  the  lock.  They  are 
closed  in  a  similar  manner,  by  two  other  capstans,  n  and  o, 
the  gate  h  i  being  shut  by  means  of  the  capstan  o,  and  e  i 
by  means  of  n. 

Another  pair  of  gates,  precisely  similar,  are  placed  at  the 
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lower  end  of  the  lock,  c  o ;  they  are  carried  up  to  the  same 
level  afl  the  opper  gates,  and  are  therefore  as  much  higher 
than  these  as  the  npper  canal  is  above  the  lower,  as  is  shown  at 
A  and  c.  Fig.  109,  and  in  the  two  sections,  Figs.  Ill  and  112. 
We  will  now  proceed  to  explain  the  mode  in  which  the 
lock  is  naed ;  and  we  irill  first  sappose  the  case  of  a  boat 
requiring  to  be  raised  from  the  lower  to  the  npper  level  of 
the  canal.  The  lower  gatea,  at  o,  are  first  opened,  as  shown 
in  Figa.  109  and  110,  and  the  boat  is  floated  into  the  lock 
chamber  (the  length  of  which  should  be  a  few  feet  more 
than  that  of  the  longest  boat  passing  along  the  canal) ;  they 
are  then  shot,  and  brought  into  the  position  Ebown  by  the 


Kg.  m. 


Fig.  112. 


dotted  lines,  f,  q,  b,  in  Fig.  110,  which  having  been  done, 
some  of  the  water  from  the  upper  canal  is  let  into  the  look 
chamber,  throogh  channels  shown  at  a  and  t,  in  the  sides  of 
the  upper  part  of  the  lock,  and  which  can  be  opened  and 
closed  at  pleaenre,  by  sluices  worked  by  machinery.  The 
water  being  prevented  from  flowing  out,  in  consequence  of 
the  lower  gates  being  shat,  quickly  rises  to  the  same  height 
in  the  lock  chamber  as  in  the  upper  canal,  the  boat  rising 
with  it.  As  soon  as  encb  is  the  case,  the  npper  gates  at  a 
are  opened,  and  the  boat  is  floated  ont  of  the  lock  into  the 
upper  canal.  The  reverse  operation  of  lowering  a  boat  from 
the  npper  to  the  lower  level  is  perfoimed  in  a  eimilar 
manner ;  the  boat  is  floated  into  the  lock  chamber,  the  gates 
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at  A  being  opened,  .and  those  at  o  closed ;  the  former  are 
then  shnt,  and  the  water  in  the  lock  chamber  is  allowed  to 
ran  ont  by  channels,  u  y,  formed  at  the  lower  end  of  the 
lock,  similar  to  those  already  described  at  the  upper,  until 
level  with  the  surface  of  the  lower  canal,  when  the  gates  at 
G  are  opened,  and  the  boat  passes  out  of  the  lock. 

The  quantity  of  water  let  out  of  the  upper  canal  in  the 
passage  of  a  boat  depends  upon  the  direction  in  which  the 
boat  is  moving,  and  whether  it  finds  the  lock  filled  or  empty. 
The  following  Table  shows  all  the  cases  which  can  occur : — 


Boat  descending .   | 
Boat  ascending    .   i 


Finding 

the 

Look, 


Leti  out  of  the 
Upper  Canal, 


Full    .  JNone    .    . 

Empty  Jl  Lockfull 

Full     .  .jlLockfuU 

Empty  .;!  Lockfull 


And  leaves 
theliook, 


}  Empty. 


I  Full. 


It  is  therefore  evident,  that  a  series  of  boats  following 
each  other  in  the  same  direction,  either  up  or  down,  will 
require  one  lockfull  of  water  for  every  boat  that  passes ;  but 
if  the  boats  pass  alternately  up  and  down,  only  one  lockfull 
will  be  required  between  each  pair,  since  every  ascending 
boat  requires  a  lockfull,  and  leaves  the  lock  full ;  and  every 
descending  boat  finding  the  lock  full,  does  not  reqmre  any 
water  from  the  upper  canal. 

When  the  ground  rises  or  falls  so  rapidly  as  to  require 
several  locks  in  a  short  distance,  it  is  not  unusual  to  form 
what  is  called  a  chain  of  locks,  or  to  make  a  succession  of 
lock  chambers  immediately  contiguous  to  each  other,  the 
lower  gates  of  one  chamber  forming  the  upper  gates  of  the 
next  below  it,  as  shown  in  Fig.  113.  The  advantage  of  this 
arrangement  is  a  considerable  saving  in  the  cost  of  construct- 
ing the  locks,  arising  from  the  circumstance  that  only  one 
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more  than  half  the  number  of  gates,  with  all  the  machinery 
for  opening  and  closing  them,  is  required. 

In  some  situations,  where  the  supply  of  water  for  lockage 
is  small,  a  system  has  been  adopted  by  which  the  quantity 
required  for  this  purpose  is  much  lessened.  This  system 
consists  in  forming  one  or  more  excavations  or  ponds  by  the 
side  of  the  lock  chamber,  with  which  they  are  connected  by 
culverts,  having  sluices,  or  valves.  The  level  of  these  ponds 
is  so  arranged  that  when  the  lock  is  full,  and  it  is  desired  to 
let  off  the  water,  so  as  to  lower  its  surface  to  the  level  of  the 
lower  canal,  instead  of  allowing  the  whole  of  the  water  to 
run  into  the  canal,  a  portion  of  it  is  run  into  the  pond,  and 


Figr.  118.-<:;anal  Locks. 

there  kept  until  it  is  again  desired  to  fill  the  lock  chamber, 
when,  instead  of  taking  the  whole  of  the  water  required  for 
that  purpose  from  the  upper  canal,  that  from  the  pond  is  first 
allowed  to  run  into  the  lock,  and  the  remainder  only  taken 
from  the  upper  canal. 

Canal  Aqueducts. 

In  carrying  canals  across  short  and  deep  valleys,  in  order 
to  avoid  a  succession  of  locks  which  would  be  required  if  the 
surface  of  the  canal  were  made  to  conform  to  that  of  the 
valley,  it  is  usual  to  carry  them  across  at  a  higher  level, 
through  a  water-tight  channel  formed  and  supported  upon 
arches.  Such  structures  are  termed  aqueducts^  and  in  their 
construction  have  afforded  some  fine  opportunities  for  the 
display  of  engineering  skill. 
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Figure  114  is  an  elevation  of  a  portion  of  one  of  the  most 
celebrated  aqueducts,  that  of  Ponty-Cysyllte,  constructed  by 
Telford,  for  the  purpose  of  carrying  the  EUesmere  and 
Chester  Canal  across  the  valley  of  the  Dee.  It  is  upwards 
of  1000  feet  in  length,  consisting  of  nineteen  arches  of  equal 


JliUllUIUl 


illllill' 


//iuuin/y/iu\n  n/y/iuwn  i  rrnY\ 


Fig.  114.— Canal  Aqueduct. 


''  Fig.  116. 

span,  but  varying  in  their  height  above  the  ground. .  The  three 
shown  in  elevation  in  Fig.  114,  and  in  plan  in  Fig.  116,  are  the 
highest,  being  those  which  cross  the  Biver  Dee  itself;  the 
surface  of  the  canal  is  127  feet  above  the  usual  level  of  the 
^  water  in  the  river.  The  aqueduct  itself  is  a  cast-iron  trough 
(shown  in  section  in  Fig.  116),  formed  of  plates  with  flanges 
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securely  bolted  together.  This  trongh  is  supported  upon 
east-iron  arches,  each  composed  of  four  ribs,  supported  upon 
piers  of  masonry.  The  towing  path  overhangs  the  water, 
being  supported  at  intervals  on  timber  pillars,  as  shown  in 
Fig.  116. 


Pig.  116.— Canal  Aqueduct. 

Fig.  117  is  a  transverse  section  of  the  Chirk  Aqueduct, 
carrying  the  same  canal  across  the  valley  of  the  Creiroig,  at 
a  height  of  70  feet  above  the  level  of  the  river  beneath.  It 
consists  of  ten  arches  of  equal  span,  constructed  of  masonry  ; 
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in  this  case  only  the  hottom  or  floor  of  the  canal  is  of  iron ; 
the  sides,  which  are  5  feet  6  inches  in  thickness,  heing  hoilt 
of  ashlar  masonry  hacked  with  brickwork  in  cement, 

[Canals  are  classified  as  barge  canals  and  ship  canals ;  the 
former  laid  ont  for  local  or  inland  traffic,  the  latter  for 
through  traffic  from  sea  to  sea  by 
ships.  Barge  canals,  notwith- 
standing the  competition  of  rail- 
ways, appear  to  hold  their  place 
in  the  system  of  inland  trans- 
port of  goods  and  minerals,  par- 
ticularly in  the  United  States  and 

in  Canada,  where   canal   exten- 

■ 

sions  are  made.  Even  in  rail- 
way-ridden England  the  Bir- 
mingham, Grand  JonctioD,  and 
other  canals  appear  to  carry  on 

t  as  brisk  a  trade  as  ever.  But 
it  is  not  likely  that  they  will 
be  extended  in  competition  with  railways;    for  they  are 

I  neither  quick  nor  altogether  certain  in  the  matter  of 
water  supply,  particularly  in  dry  seasons ;  nor  in  severe 
winter  weather,  when  the  traffic  is  liable  to  be  inter- 
rupted by  ice.  Such  objections  do  not  apply  in  the  same 
degree  to  ship  canals,  of  which  the  low-level  canals  receive 
their  supply  from  the   sea,   and  which  cannot,   at    least 

.  in  temperate  climates,  be  frozen  over ;  whilst  ship  canals 
generally  command  a  monopoly  of  traffic  in  affording  short 
and  sheltered  passages  for  sea-borne  vessels. 

Babge  Canals. 

According  to  the  section  generally  adopted  for  barge 

)    canals,  they  are  constructed  with  a  width  of  from  24  feet 

to  40  feet,  and  are  from  4  to  5  feet  in  depth.    When  formed 

i2 
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in  a  retentive  8o3,  they  are  made  as  shown  in  section  in 
Fig.  118,  having  a  towing-path  at  one  side ;  but  when  the 
soil  is  porous,  clay  puddle  is  introduced,  as  shown  in  Fig.  119. 
That  there  should  be  no  material  augmentation  of  the  resist- 
ance of  a  boat,  beyond  the  normal  resistance  in  open  water, 
the  breadth  at  the  bottom  should  be  at  least  twice  the 
greatest  breadth  of  the  boat,  the  depth  should  be  at  least 
18  inches  more  than  the  draught,  and  the  sectional  area  of 
waterway  should  be  at  least  six  times  the  greatest  midship 
section  of  the  boat. 


*• •••  *j 

Fig.  lia-OonaL 


Locks  on  barge  canals  in  England  have  a  width  of  8  feet, 
and  they  are  from  70  to  80  feet  in  length,  with  a  lift  ordi- 
narily of  8  feet. 


Fig.  119.-CaiiaL 

Inclined  planes,  which  possess  the  advantage  of  economis- 
ing water,  were  adopted  in  1789  on  the  Ketling  Canal,  in 
Shropshire.  One  of  these  inclines  is  600  yards  in  length,  with 
a  rise  of  126  feet ;  another  rises  207  feet  in  a  length  of  850 
yards.  The  boats,  which  carry  about  5  tons  each,  are 
drawn  by  machinery  on  a  railway  laid  on  the  incline. 

Mr.  Douglas,  of  New  York,  constructed  the  Morris  Canal, 
in  the  United  States,  between  the  rivers  Hudson  and  Dela- 
ware, with  28  inclined  planes,  having  gradients  of  about  1  in 
10,  with  lifts  averaging  58  feet.  The  boats,  with  their  load, 
weighed  50  tons,  and  after  having  been  gi'ounded  on  a  car- 
riage, they  were  raised  by  water-power  up  the  inclines  with 
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ease  and  expedition.  The  length  of  the  canal  is  101  miles, 
and  the  total  rise  and  fall  is  1,557  feet,  of  -which  228  feet 
are  effected  by  means  of  locks,  and  the  remaining  1,884  feet 
by  inclined  planes.  Slightly  built  boats  80  feet-  long  are 
liable  to  injury  by  straining  while  resting  on  the  cradle ;  but 
this  objection  has,  to  some  extent  at  least,  been  overcome  by 
Mr.  Leslie  and  Mr.  Bateman  on  the  Monkland  Canal,  where 
the  boats  are  not  wholly  grounded  on  the  carriage,  but  are 
floated  and  transported  in  a  carriage  of  boiler-plate  contain- 
ing 2  feet  of  water.  This  inclined  plane  is  96  feet  in  height 
to  a  gradient  of  1  in  10,  and  is  worked  by  two  25  horse- 
power  steam-engines.  The  maximum  weight  raised  is  80  tons, 
and  the  transit  is  effected  in  ten  minutes.  The  average 
total  number  of  boats  passed  over  the  incline  is  about 
7,500  per  year. 

The  most  recently  constructed  lift  for  canal  boats  is  that 
designed  by  Mr.  E.  L.  Williams,  jun.,  for  establishing  a 
means  of  communication  between  the  river  Weaver  and  the 
Trent  and  Mersey  Canal  at  Anderton.  The  canal,  which  for 
some  miles  runs  parallel  and  close  to  the  river,  is  on  the  top 
of  a  bank,  whilst  the  river  runs  at  the  bottom,  at  a  level  of 
50  feet  4  inches  below  that  of  the  canal.  There  is  an  island 
in  the  Anderton  basin  of  the  Weaver,  which  was  fixed  upon  as 
the  site  of  the  lift.  There  is  also  a  basin  of  the  canal,  from 
which  the  water  of  the  canal  is  carried  in  a  wrought-iron 
aqueduct  at  the  level,  across  an  arm  of  the  river,  to  the  end 
of  the  lift-pit  on  the  island,  where  the  boats  are  lifted  and 
lowered  between  the  end  of  the  aqueduct  and  a  cutting  from 
the  main  river  into  the  island.  The  aqueduct  is  of  wrought 
iron,  84  feet  4  inches  wide,  8^  feet  deep,  divided  longitudi- 
nally into  two  channels  by  a  central  web,  and  carrying 
5^  feet  cf  water.  Each  end  of  the  aqueduct  is  fitted  with 
wrought-iron  balanced  lifting-gates  for  controlling  the  ingress 
and  egress  of  barges.  The  lift  is  double,  and  the  barges  are 
raised  or  lowered  while  floating  in  a  box  or  trough  full  of 
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water:  so  arranged  that  one  trongh  containing  barges,  in 
coming  down  to  the  river,  assists  in  lifting  barges  in  the 
other  trough  up  to  the  canal.  The  troughs  are  75  feet  long 
and  15i^  feet  wide,  holding  5  feet  of  water — long  enough  to 
hold  the  largest  barges  that  can  be  used  on  the  canal,  and 
wide  enough  to  hold  Que  of  the  largest  barges  carrying  from 
80  to  100  tons,  or  two  of  the  small  ordinary  barges  carrying 
from  80  to  40  tons.  Each  trough  is  attached  to  the  head  of 
a  vertical  cast-iron  hydraulic  ram,  8  feet  in  diameter,  by 
means  of  which  it  is  raised  and  lowered.  The  gross  load  on 
one  ram,  comprising  the  weight  of  one  trough,  with  water 
and  barges,  amounts  to  240  tons,  equivalent  to  a  pressure  of 
ii  cwt.  per  square  inch  of  the  area  of  the  ram.  The  presses 
are  below  the  bottom  of  the  lift- pit,  within  cast-iron  cylinders 
sunk  to  a  depth  of  70  feet.  An  accuniulator  assists  in  work- 
ing the  lift,  having  a  21-inch  ram,  with  a  stroke  of  18^  feet, 
and  a  capacity  equal  to  that  of  one  of  the  main  rams  for  a 
stroke  of  4^  feet.  Besides  being  worked  as  a  double  lift, 
each  trough  can  be  lifted  separately  by  the  engine  and  the 
accumulator — an  operation  requiring  half  an  hour.  But 
when  the  two  lifts  work  in  conjunction,  the  operation  of 
raising  and  lowering  simultaneously  occupies  from  2^  to 
8  minutes.  The  motive  power  is  of  two  kinds.  First,  eleven- 
twelfths  of  the  entire  lift  is  performed  by  using  a  layer  of 
water,  6  inches  deep,  from  the  upper  trough ;  second,  the 
remaining  twelfth  is  supplied  by  engine-power,  by  which 
water  is  continually  pumped  into  the  accumulator.  By 
means  of  these  combinations,  an  economy  of  time,  water,  and 
attendance  is  eflfected.  But  it  so  happens  that  the  descend- 
ing loads  are  so  much  greater  than  the  ascending  loads,  that 
in  practice  there  is  no  loss  of  water  from  the  canal.  The 
lift  was  opened  for  regular  duty  in  July,  1876.  The  system 
possesses  two  obviously  good  features.  The  barges  are 
maintained  in  a  state  of  floatation,  and  it  is  impossible  for 
barge  owners,  however  rotten  the  barges  may  be,  to  say  that 
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they  had  been  damaged..  Again,  chains  are  entirely  did* 
pensed  with,  as  the  lift  is  performed  entirely  by  the  direct 
action  of  the  press.  The  cost  of  the  ironwork  and  machinery 
was  £29,463 ;  foundations,  basins,  and  approaches,  £18,965 ; 
together,  £48,428.  The  contract  for  the  ironwork  was  let 
in  1872,  when  maximum  prices  prevailed.  In  full  operation, 
the  working  expenses  amount  to  £15  per  week;  adding 
10  per  cent,  of  the  prime  cost,  £98  per  week,  makes  a  total 
of  £108  per  week.  The  lift  is  capable  of  transferring 
16  barges  per  hour — 8  up  and  8  down — equivalent  to  a  total  of 
960  barges  transferred  per  week.  The  laden  barges  average 
about  25  tons  burden  each,  making  12,000  tons  per  week, 
giving  as  the  average  working  cost  2*16d.  per  ton. 

The  rapidity  of  performance  of  the  lift,  by  which  in  eight 
minutes  two  barges  can  be  transferred  from  the  river  to  the 
canal,  and  two  others  from  the  canal  to  the  river,  is  illustrated 
by  comparison  with  the  operations  at  a  flight  of  locks  on  the 
canal  at  Buncom,  where  it  requires  from  1^  to  H  hours  for 
a  barge  to  pass  through  the  locks.* 

A  sufficient  number  of  waste-weirs,  for  the  discharge  of 
surplus  water  accumulating  during  floods,  are  required  on 
canals.  Wherever  the  canal  crosses  a  stream,  and  at  other 
points  where  the  canal  is  liable  to  influx,  waste-weirs  should 
be  provided,  with  courses  for  discharge  of  the  water  into  the 
nearest  streams.  Waste-weirs  are  placed  at  the  top  water 
levels,  so  that  when  a  flood  occurs  the  water  overflows 
directly,  and  the  banks  of  the  canal  are  relieved.  If  suit- 
able exits  be  not  provided,  the  banks  may  be  breached,  the 
tow-path  may  be  flooded,  adjoining  lands  may  be  damaged, 
and  the  traffic  may  be  arrested. 

Stop-gates  are  necessary  at  short  intervals  of  a  few  miles, 
for  the  purpose  of  dividing  the  canal  into  isolated  reaches,  in 

♦  See  a  paper  on  "  Hydraulic  Canal  Lift  at  Andcrton,  on  the  river 
Weaver."  By  S.  Buer.  Proceedings  of  the  Institution  of  Civil  Enginfersi 
vol.  xlv.,  p.  107. 
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order  Ihat,  in  the  OTent  of  a  breach,  the  gates  m&j  be  eloEcd 
on  the  defective  portion  and  the  water  nm  off  from  that  part, 
for  the  execution  of  repairs,  whether  epecial  or  general. 
Stop-gates  may  be  constmoted  simply  of  thick  planks,  which 
are  elippod  into  grooves  formed  at  those  narrow  parts  of  the 
eonol  which  occar  ander  wood  bridges,  or  at  contractions 
made  at  intermediate  points  to  receive  them.  Afr.  D.  Ste- 
venson instances  an  example  ol  the  valae  of  stop-gates  in 
obviating  serioas  accidents.  The  water  dnring  a  heavy 
flood  flowed  over  the  towing-path  of  the  CnioD  Canal,  con- 
necUng  Edinburgh  and  Glasgow,  near  the  end  of  an  aqne- 
dnct  which  adjoined  a  high  embankment.     The  nncontrolled 


Fig.  ia).-CBllai. 

current  carried  away  the  embankment  and  the  soil  on  which 
it  rested,  to  a  depth  of  80  feet  below  the  top  water-level.  The 
stop-gates  were  promptly  applied,  and  the  overflow  and  the 
consequent  damage  were  confined  to  a  short  reach  of  a  few 
miles. 

For  the  purpose  of  draining  off  the  water  to  admit  of 
repairs  after  the  stop-gates  have  been  closed,  "  off-lets,"  or 
discharge -pipes,  are  placed  at  the  bottom  of  the  canal,  fitted 
with  valves,  which  can  be  opened  or  closed  when  required. 
Ofi'-lets  ore  generally  fonnd  at  aqnednets  or  bridges  crossing 
rivers,  where  the  water  may  be  run  off  into  the  stream. 

The  tow-path  should  be  made  with  a  gentle  inclination 
downwards  fin>m  the  canal  towards  the  inner  aide,  for  the 
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purpose  of  drainage,  and  also  to  enable  the  horses  better  to 
resist  the  oblique  pull  of  the  boats.  The  drainage  of  the 
tow-path  should  be  carried  to  a  sky-drain,  as  in  Fig.  120rand 
at  mtervals  passed  below  the  path  to  the  canal. 

The  protection  of  the  banks  at  the  water-line  is  a  matter 
of  importance,  as  the  washing,  or  waves,  created  by  passing 
boats  extends  0  inches  or  12  inches  above  and  below  the 
fitill  water-line.  **  Pitching "  with  stones  or  facing  with 
brushwood  is  applied,  as  indicated  in  the  figure.  The  latter 
system  forms  an  economical  and  effectual  protection 

Ship  Canals. 

The  Caledonian  Canal  was  constructed  through  the  **  Great 
Caledonian  Glen/'  to  supersede  the  coasting  voyage  by  the 
north  of  Scotland,  through  the  stormy  Pentland  Firth.  The 
district  embraces  a  chain  of  fresh-water  lakes,  which  are 
connected  by  reaches  of  canal.  It  was  constructed  20  feet 
deep,  120  feet  wide  at  the  top,  and  50  feet  at  the  bottom ; 
but  the  working  depth  has  recently  been  given  by  Mr.  D. 
Stevenson  as  18  feet.  The  canal  is  capable  of  transporting 
vessels  160  feet  in  length,  88  feet  beam,  with  a  draught  of 
17  feet.  The  total  length  of  the  passage  is  60^  miles,  of 
which  23  miles  consist  of  artificial  canal,  and  the  remainder 
of  lake  navigation.  The  summit  level  at  Laggan  is  102  feet 
above  the  level  of  neap  tides,  and  is  reached  by  means  of 
26  locks — 18  locks  on  either  side — having  a  lift  of  8  feet. 
The  locks  are  170  feet  long  and  40  feet  wide.  The  cost  of 
the  canal  amounted  to  a  million  sterling.  The  canal  was 
opened  in  1828. 

The  Languedoc  Canal,  by  a  short  passage  of  148  miles, 
saves  a  sea  voyage  of  2,000  miles  by  the  Straits  of 
Gibraltar.  By  the  Forth  and  Clyde  Canal,  making  85  miles 
of  inland  navigation,  sea-borne  vessels  may  be  passed  across 
Scotland.  The  Crinan  Canal  substitutes  a  short  inland  route 
across  the  Mull  of  Eantyre  for  a  sea  voyage  of  70  miles  round. 

I   •< 
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The  Amsterdam  Canal,  15|^  miles  long,  was  consiracied 
between  Amsterdam  and  the  North  Sea,  throngh  the  Wyker 
Meer.  The  canal  passes  from  the  North  Sea  by  a  deep  cat- 
ting through  a  broad  belt  of  sand  hills,  which  protect  the 
north  coast  of  Holland  from  the  inroads  of  the  sea,  and  then 
enters  the  Wyker  Meer  and  other  tracts  of  tide-covered  land, 
whence  it  reaches  Amsterdam.  The  material  excavated  from 
the  cuttings  was  deposited  so  as  to  form  two  banks  448  feet 
apart,  through  the  lakes  on  each  side  of  the  main  channel, 
thereby  leading  to  the  reclamation  of  12,000  acres  of  land. 
To  provide  for  the  drainage  of  the  land,  the  Canal  Company 
are  bound  to  maintain  the  surface  of  the  water  in  the  canal 
1  foot  6  inches  below  the  average  high- water  level.  For  this 
purpose  large  pumps,  worked  by  engines  of  180  horse-power, 
andjcapable  of  discharging  2,700  tons  of  water  per  minute, 
are  used.  A  sufficient  barrier  is  provided  against  the  sea  at 
each  end :  the  sea  level  at  high  water  being  occasionally 
several  feet  above  the  level  of  the  canal.  The  entrance- 
locks  at  each  end  of  the  canal  are  for  the  purpose  of  locking 
downwards,  not  npwards.  They  have  three  passages  for 
vessels,  of  which  the  central  passage  is  60  feet  wide  and 
890  feet  long,  and  is  furnished  with  two  pairs  of  gates  at  each 
end,  pointing  in  opposite  directions,  and  one  pair  at  the 
centre.  The  gates  pointing  seawards  are  of  cast-iron,  the 
others,  pointing  inwards,  are  of  wood.  ' 

There  is  but  one  ship-canal — the  Suez  Canal — free  from 
locks,  and  comnmnicating  freely  with  the  sea  at  each  end, 
connecting  the  Mediterranean  Sea  with  the  Bed  Sea.  It  is  a 
short  cut,  88  miles  long,  by  means  of  which  the  communica- 
tion between  Western  Europe  and  India  has  been  reduced  in 
length  from  11,879  miles,  by  the  Cape  of  Good  Hope,  to 
7,628  miles.  Of  the  whole  length,  88  miles,  66  miles  are 
actual  canal  formed  by  cuttings,  14  miles  have  been  made  by 
dredging  through  the  lakes,  and  8  miles  did  not  require  any 
works,  as  the  natural  depth  was  equal  to  that  of  the  canal. 
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The  eliannel  was  excavated  partly  by  dredgiog,  and  partly 
by  band  labonr,  the  staff  being  depodted 
on  each  side  to  form  banks.     The  canal, 
shown   in   seotion,  Fig.  121,  is  72  feet 
wide,  bonnded  by  slopes  of  2^  to  1,  then    .  , 
a  berme  of  50  feet  on  each  side,  and  elopes      I 
of  3  to  1  and  6  to  1,  so  as  to  fonu  a  flat 
beach,  on  ^rhich  it  was  anticipated  that 
the  wave  &om  passbg  vessels  conld  ex- 
pend itself  without  injury  to  the  banks. 
The  canal  is  capable  of  receiving  vessels 
400    feet    long,  of   50  feet  beam,  and 
25  feet  dranght.    The  water,  which  was 
at  one  time  noted 'for  its  extreme  salt- 
ness,  is  gradually  losing  this  character-  -a 

istic,  no  donbt  because  the  salt  deposits  B 

in  the  Bitter  Lakes  are  gradually  melting  | 

away.      The  shores  of   the    canal    are  T 

[1879]   in  conrse  of  being  faced  mth  ^ 

stones,  to  preserve  the  banks  from  the  S 

action  of  waves.  The  canal  is  affected 
by  the  Bandatorms  which  at  certain  times 
of  the  year  pieviul.  As  the  steamer  jogs 
quietly  along,  at  the  regulation  speed  of 
5'80  knots  an  hom-,  all  at  once  one  per- 
ceives whirlwind  after  whirlvdnd,  in  quick 
succession,  sweeping  over  the  desert,  their 
presence  indicated  by  a  column  of  sand 
rising  fiu-  into  the  air  and  darkening  the 
sky.  Occasionally  one  of  these  sand* 
storms  crosses  the  canal  and  discbarges 
clonds  of  dnst  into  it,  coating  the  pass- 
ing vessel  with  sand  more  than  an  inch 
thick.  By  the  work  of  dredging  the  canal  is  nevertheless 
kept  clear.    The  canal  was  ojpened  in  the  end  of  1S69>    The 
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deep  chftnnel  tbroagh  ihe  lake  is  marked  by  iron  beacons  on 
each  side,  250  feet  apart.  There  are  passing  places  at 
intervals  of  5  or  6  miles,  to  admit  of  large  vessels  moor- 
ing for  the  night,  or  to  bring  np  in  order  to  allow  others  to 
pass.  At  each  passing  place  a  telegraph  station  is  erected, 
idth  an  officer  to  regulate  the  movements  of  vessels.  In 
the  sonthem  portion  of  the  canal,  between  Suez  and  the 
Great  Bitter  Lake,  the  tidal  influence  from  the  Bed 
Bea  is  felt,  as  there  is  a  regular  flow  and  ebb.  The  rise 
at  spring  tides  is  between  6  and  6  feet  at  Suez,  and  about 
2  feet  about  six  miles  inland ;  at  the  Small  Bitter  Lake,  a  few 
inches  only.  It  is  stated  that,  in  the  execution  of  the  works  of 
the  canal,  there  have  been  excavated  about  80,000,000  cubic 
yards  of  material.  At  one  time  nearly  dO,000  labourers  were 
at  work.  A  supply  cf  fresh  water  was  brought  from  Cairo  for 
their  use,  by  a  fresh-water  canal,  via  Zagazig,  The  terminal 
harbour  in  the  Mediterranean  Sea,  at  Fort  Said,  is  formed  by 
two  breakwaters  constructed  of  concrete  blocks,  and  enclosing 
an  area  of  about  450  acres.  The  entrance  at  Suez  is  also 
protected  by  a  breakwater.  In  connection  with  the  harbour 
there  are  two  large  basins  and  a  dry  dock.  The  total  cost  of 
the  works  of  the  Suez  Canal  amoaniied  to  about  Jg20,000,000 
sterling.] 


CHAPTER   XIV. 
RIVERS. 

RivEBS  present,  in  the  whole  of  their  coarse,  from  the  point 
where  they  rise  to  that  at  which  they  fall  into  the  sea  or 
into  some  other  river,  the  following  circumstances : — their 
width  increases  as  they  advance,  and  their  longitudinal 
section,  excepting  in  some  extraordinary  cases,  consists  of 
concave  curves,  both  at  the  bottom  of  the  beds  and  at  the 
surface  line,  although  these  curves  are  not  necessarily  con- 
centric or  parallel  to  one  another.  The  courses  of  all  rivers 
are  so  devious  that  it  is  an  invariable  rule  that  their  length, 
measured  upon  their  longitudinal  profile,  is  greater  than  the 
rectilinear  distance  between  their  extremities.  If  the  river 
fall  into  a  sea,  or  another  river,  whose  levels  are  exposed  to 
variations,  whether  periodic  or  not,  the  transverse  and  longi- 
tudinal sections  of  the  one  thus  falling  in  are  exposed  to 
variations  beyond  the  influence  of  their  own  waters.  Should 
the  variations  of  the  receiving  channels  be  subject  to  tidal 
action,  the  subsidiary  rivers  will  follow  the  usual  laws ;  the 
neaps  and  the  springs,  the  ebbs  and  the  floods,  will  act  upon 
them  in  an  analogous  manner,  but  in  a  diflerent  degree,  to 
what  they  do  on  the  sea. 

The  manner  in  which  rivers  All  up,  or  raise,  their  beds,  is 
a  subject  involved  in  some  obscurity,  or  at  least  it  depends 
upon  causes  which  are  often  purely  local.  In  many  rivers 
the  tendency  of  the  water  is  rather  to  lower  the  bed,  espe- 
cially when  it  runs  upon  hard  rocks,  than  to  deposit  the 
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detritas  brought  down  from  the  npper  districts;  and  this 
tendency  to  deepen  the  beds  is  principally  confined  to  the 
upper  and  more  rapid  portions  of  the  conrse.  The  detritus 
in  these  portions  is  deposited  in  the  various  small  branches, 
or  bays,  or,  in  fact,  in  any  positions  where  a  sudden  change 
takes  place  in  the  rate  of  flow ';  and,  when  this  law  is  skil- 
fully applied  by  the  engineer,  it  may  be  made  to  co-operate 
very  efficaciously  in  the  improvement  of  the  course  of  the 
stream.  But  in  the  lower  portions  of  the  river,  where  the 
descending  velocity  of  the  water  is  destroyed  by  the  meeting 
with  the  sea,  the  sand  ond  mud  are  deposited  gradually  all 
over  the  surface  of  the  bed,  giving  rise  to  the  deltas  which 
are  so  characteristic  of  the  mouths  of  rivers,  particularly  in 
tideless  seas,  such  as  the  Mediterranean  and  the  Gulf  of 
Mexico. 

According  to  the  natural  laws  of  gravity  the  velocity  of 
the  waters  in  a  river  would  continually  increase,  agreeably 
to  the  rates  of  inclination  of  its  bed,  did  not  the  friction 
upon  the  sides  and  the  bed  increase  at  the  same  time  with 
the  velocity,  and  in  a  much  greater  proportion.  The  friction 
also  modifies  the  rate  of  flow  of  the  several  separate  portions 
of  the  transverse  section,  causing  it  to  be  greater  in  propor- 
tion to  the  depth  or  volume  over  any  particular  part  of  the 
contour.  There  is,  in  almost  all  rivers,  a  zone  where  the 
depth  is  greater  than  in  the  other  parts,  and  where,  con- 
sequently, the  velocity  is  greatest ;  this  zone  is  called  the 
*'  thalweg  "  by  foreign  engineers,  and  forms  usually  the 
navigable  channel.  Beyond  it  there  are  frequently  other 
zones  of  still  water,  and  in  some  cases  these  are  characterized 
by  currents  flowing  in  an  opposite  direction  to  that  of  the 
main  stream.  In  the  thalweg  itself,  also,  the  velocity  is  not 
the  same  at  the  bottom  that  it  is  at  the  surface,  where  in 
rivers  of  ordinary  depths  it  is  at  the  maximum.  It  is  usual 
to  consider  the  mean  velocity  to  be  about  four-fifths  of  that 
of  the  maximum. 
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The  following  table  is  extracted  from  the  **  Conrs  de  Con- 
struction," by  Sganzin ;  it  shows  the  velocity  of  some  of  the 
most  important  rivers,  principally  in  western  Europe. 

Mean  velocity  of  the  Seine,  below  Paris 

,)  „      -  Thames  at  Xiondon,  flood  tide 

Velocity  of  the  Tiber  at  Borne,  low  water     .. 
„  Danube  at  Ebersdorf       „ 

Loire 


ft.  in. 

ecoo 

id    2    3 

II 

3    0 

II 

3    i 

II 

3    6 

II 

4    4 

II 

4  10^ 

II 

8    6 

II 

8     6 

II 

13    0 

II 

14     0 

„  Khone  at  Aries                ,,        , , 

„  „        Beaucairo         „        •• 

„  Durance  below  Sisteron  „        , , 

„  Maragnon,  S.  America    „ 

„  Hhine  varies  from  3  ft.  2  in.  to  about 

„  a  torrent  produced  by  the  melting  of  snow  by 

the  sudden  action  of  a  volcano  •  •         ,  •      per  second    25    7 

From  the  circumstances  connected  with  the  origin  and 
subsequent  flow  of  rivers,  it  follows  that  their  volumes  are 
exposed  to  considerable  variations.  Thus,  the  melting  of  a 
fall  of  snow,  or  a  sudden  storm,  may  cause  the  waters  to 
rise  in  a  very  anomalous  manner,  producing  in  those  parts  of 
the  course  which  are  beyond  the  influence  of  tidal  action 
serious  modifications  in  the  velocity  and  depth  of  the  water, 
as  well  as  in  the  cross  section.  It  becomes  important,  there- 
fore, before  commencing  any  works  for  the  improvement  of 
a  river,  to  ascertain  the  precise  range  of  its  variations  of 
volume,  and  the  numerous  causes  which  may  aflect,  not  only 
the  district  drained  by  the  principal  stream,  but  also  those  of 
its  affluents.  Indeed,  when  rivers  are  of  great  length  it  fre- 
quently happens  that  the  floods  of  the  various  subsidiary 
hydrographical  basins  occur  at  very  distant  epochs,  and  intro- 
duce numerous  causes  of  irregularity  in  the  flow.  As,  for 
instance,  in  the  case  of  the  Mississippi,  the  freshets  from 
the  upper  valleys  of  the  Mississippi  and  Missouri  come  down 
at  difierent  periods  from  those  of  the  Ohio  and  Tennessee 
valleys,  and,  generally  speaking,  at  a  later  period  of  the  year. 
It  is  observed  that  the  floods  of  the  OhiO;  under  these  cir- 
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cumBtances,  canso  the  waters  of  the  Mississippi  to  be,  as  it 
were,  penned  back  for  a  considerable  distance ;  and  equally 
the  floods  of  the  Mississippi  occasionally  pen  back  the  waters 
of  the  Ohio  for  many  leagues.  The  same  remark  will  apply 
to  most  great  rivers  ;  but  in  onr  own  country  the  extent  of 
the  hydrographical  basins  is  not  safficiently  great  to  allow  of 
much  irregularity  of  this  dcscnption ;  and  we  may  consider 
with  tolerable  safety  that  onr  rivers,  above  the  influence  of 
the  tides,  are  at  the  lowest  in  the  months  of  June,  July, 
August,  and  September,  and  that  the  floods  occur  in  the 
months  of  December,  January,  February,  and  March. 

Under  ordinary  circumstances  we  find  that  the  banks  of  a 
river  resist  less  than  the  bottom,  and  that  the  width  propor- 
tionally is  greater  than  the  depth.  The  tendency  of  the 
constituent  particles  of  the  banks  to  fall  down  by  the  effect 
of  gravity  adds  to  this  excess  of  the  one  dimension  over  the 
other;  and  as  the  larger  and  more  solid  materials  thus 
carried  down  from  the  sides  remain  at  the  bottom,  they  also 
serve  to  augment  its  stability  by  their  greater  resistance.  In 
long  level  plains  the  velocity  of  the  stream  necessarily  dimi- 
nishes, and  any  accidental  obstacle  acquires  increased  power 
to  deflect  it  from  its  natural  course,  which  would  be  upon  the 
line  of  greatest  longitudinal  fall.  Should  the  bank  be  of  a 
harder  and  more  resisting  nature  on  one  side  than  the  other, 
or  should  any  natural  or  artificial  projection  exist,  the  stream 
will  turn  towards  the  other  side ;  and  its  bed  may  thus  be- 
come sinuous,  and  present  such  an  increase  of  length  as 
materially  to  retard  the  flow  of  its  waters.  In  winter,  it  is 
also  to  be  observed  that,  if  the  upper  surface  be  frozen  over, 
the  whole  of  the  abrasive  action  of  the  stream  is  exercised 
upon  the  bottom,  which  it  will  deepen  so  long  as  the  water 
thus  flows,  as  it  were,  in  a  pipe. 

It  follows  from  what  has  been  said  above,  in  this  and  the 
preceding  chapter,  that  the  works  required  for  the  improve- 
ment of  the  channel  of  <v  river  may  be  directed  either  to 
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regtilaiise  its  flow  in  such  a  maoner  as  to  retain  a  snfficient 
depth  of  water  for  the  purposes  of  navigation  or  of  adapta- 
tion to  manafactoring  or  irrigation  uses ;  or  simply  to  defend 
the  surrounding  country  from  the  ravages  of  inundations, 
whether  they  be  caused  by  floods  from  the  upper  districts  or 
by  the  tides. 

The  first  inquiries  to  be  made  in  either  case  must  bo  directed 
to  ascertain  all  the  variable  conditions  of  the  flow  and 
volume  of  the  river,  the  nature  of  its  bed,  and  both  its  plan 
and  section.  As  far  as  regards  the  adaptation  of  any  stream 
to  manufacturing  and  irrigation  uses,  the  principal  point  to 
be  decided  will  always  be  the  height  to  which  the  water  may 
be  penned  back,  because  evidently  upon  this,  to  a  great  ex- 
tent, will  depend  the  power  it  can  produce  and  the  surface  it 
can  irrigate.  But  with  respect  to  its  adaptation  to  the  pur- 
poses of  navigation,  the  questions  of  detail  become  more  com- 
plicated. It  frequently  happens  that  the  transports  only 
require  to  be  effected  in  one  direction,  and  that  they  can 
only  be  effected  under  certain  conditions  of  velocity  and  depth. 
The  width  to  be  given  to  the  new  navigable  channel  may  also 
depend  upon  circumstances  extrinsic  from  those  of  the  river 
itself,  so  that  a  careful  examination  of  the  commercial  rela- 
tions of  the  district  is  as  necessary  as  that  of  its  physical 
nature. 

When  it  is  possible  to  obtain,  either  artificially  or  natu- 
rally, a  depth  of  about  8  feet,  a  river  becomes  navigable  for 
barges.  If  the  rate  of  fall  in  the  longitudinal  direction  ex- 
ceed from  7  to  8  in  10,000,  the  barges  can  only  descend 
loaded.  It  is  usual,  however,  to  regard  an  inclination  of 
1  in  2,000  as  the  maximum  which  admits  of  transport  in  the 
two  directions  of  ascent  and  descent.  The  river  Hhone  has 
an  inclination  of  from  7  to  8  in  10,000,  as  quoted  above, 
and  by  the  aid  of  a  class  of  steamers  constructed  especially 
for  that  river,  with  some  peculiar  arrangements  of  their 
machineiy,   the   ascending  navigation  is  carried  on  with 
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upon  the  small  communicating  channels  between  them. 
Such  a  lock  will  also,  of  course,  increase  the  depth  of  water 
reserved  for  navigation,  and  destroy  any  injurious  velocity  of 
the  main  stream ;  but  even  when  it  is  found  inexpedient  to 
construct  any  works  of  this  class,  the  fact  of  confining  a 
stream  within  a  regular  channel,  and  thus  concentrating  its 
scouring  action,  will  render  great  service  by  eventually 
lowering  the  bed  of  the  river. 

If  the  river  suddenly  diminish  in  depth  on  account  of  the 
widening  of  its  bed,  it  may  be  improved  by  contracting  tho 
latter;  the  manner  to  be  varied  According  to  local  circum- 
stances. Thus,  in  the  case  of  the  Midouze,  a  river  falling 
into  the  Adour,  in  the  south  of  France,  the  widening  out  of 
the  channel  in  several  of  its  bends  was  corrected  very  suc- 
cessfully by  planting  aquatic  trees,  such  as  willows,  osiers, 
&c.,  upon  the  banks,  so  as  to  leave  a  clear,  regularly  outlinied 
water-way,  at  the  same  time  that  all  reefs  or  other  projec- 
tions in  the  channel  were  removed.  When  the  velocity  of 
the  stream  is  small,  this  system  appears  to  answer  very  well ; 
because  the  artificial  bank«  thus  formed  soon  become  raised 
by  the  deposition  of  any  mud  or  sand  in  suspension  in  the 
waters  of  floods,  which  is  facilitated  by  the  retardation  of 
their  flow  in  consequence  of  the  obstacles  formed  by  the 
trees,  and  as  the  roots  of  the  willow  tribe  strike  qtiickly  they 
soon  solidify  the  deposits.  As  the  water-way  becomes  also 
thus  contracted,  there  is  at  the  same  time  created  a  tendency 
to  lower  the  bed  of  the  river  and  to  cause  the  water  to  flow 
permanently  in  the  open  channel  thus  left.  There  is  a  great 
simplicity  in  the  means  adopted  in  this  case ;  the  materials 
employed  are  inexpensive  and  easily  procured,  and  they 
possess  this  advantage,  that  they  do  not  in  any  way  interfere 
with  the  normal  regime  (or  conditions  of  flow  as  to  volume 
and  velocity),  in  the  open  channel,  at  least. 

In  rivers  exposed  to  sudden  and  violent 'floods,  however, 
the  trees,  and  the  deposit  around  them,  would  be  inevitably 
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earned  away;  and  it  becomes  necessary  to  construct  the 
loDgitudinal  banks  reqaired  to  concentrate  the  summer  or 
low  waters  in  a  more  substantial  manner.  But,  in  such 
cases,  it  is  equally  necessary  to  defend  the  usual  or  natural 
bank  of  the  river  by  some  system  which  shall  enable  it  to 
resist  the  abrading  action  of  the  current.  On  many  rivers, 
instead  of  constructing  longitudinal  banks,  a  series  of  trans- 
verse spurs  are  carried  out  into  the  stream,  for  the  purpose 
of  giving  rise  to  corresponding  pools  of  still  water  in  which 
the  silt  or  gravel  earned  down  may  be  deposited.  These 
spurs,  in  fact,  are  intended  to  exercise  the  same  influence  upon 
the  stream  of  rivers  that  groins  do  upon  the  currents  of  the 
sea-shore.  In  both  cases,  however,  their  usual  effect  is  very 
questionable ;  that  is  to  say,  when  compared  with  their  cost. 
Unless  they  are  in  close  proximity  to  one  another,  the  counter- 
current  produced  by  these  spurs  is  found  to  corrode  the  banks 
in  a  serious  manner  on  the  down  side  of  the  projection.  If 
they  are  very  close  together,  their  developed  length  will  be 
found  to  be  nearly  equal  to  that  of  the  more  logical  system  of 
longitudinal  banks ;  and  in  the  latter  case,  moreover,  there 
is  less  danger  to  be  apprehended  from  the  changes  of  direc- 
tion produced  by  the  irregular  interferences  with  the  line  of 
the  current.  Experience  appears  to  warrant  the  insertion 
of  the  general  rule,  that  the  most  effectual  method  of  deepen- 
ing the  bed  of  a  river,  and  of  regulating  its  flow,  is  to  confine 
it  between  longitudinal  banks,  which  may  occasionally  require 
lateral  openings  or  waste  weirs,  so  as  to  allow  any  sudden 
freshets  to  escape  directly  they  attain  a  dangerous  height. 

The  submersible  banks,  or  dykes,  as  they  are  sometimes 
called  (and  the  name  will  be  retained  for  the  purpose  of 
designating  more  clearly  the  difference  between  the  dykes  and 
the  banks),  may  be  executed  either  in  rough  blocks  of  stone, 
or  concrete,  of  masonry,  of  woodwork,  of  fascines,  or  of  pan- 
niers filled  with  gravel  or  with  rubble-stone.  The  feet  of 
the  banks  may  also  be  protected  in  the  same  manner ;  and  if 
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any  portion  extend  mncb  below  the  permiuieiit  watet-line,  a 
combination  of  several  of  the  above  systems  may  be  employed, 
as  in  the  case  of  the  banks  of  the  Bhine.  In  almost  every 
case,  however,  the  determining  motive  in  the  choice  of  ma- 
terials is  to  be  foond  in  their  relative  cost.  As  tbo  two 
classes  of  works,  viz.,  those  for  the  defence  of  the  banks  and 
the  constmction  of  the  dykea,  are  so  nearly  identical,  the  i 
description  of  the  former,  by  far  the  most  impoiiant,  will  be 
given  in  the  greatest  detail. 

The  rubble  facing  of  river  banks  may  be  resorted  to  when     I 
etone  ia  plentiful  and  at  a  very  low  cost,  for  it  is  to  be 


Fig.  122.  Bnbble-bdng,  BiTer  Bank*  Fig.  1S3. 

observed  that  the  quantities  required  are  very  considerable.  ' 
One  pecoliar  advantage  of  this  system  is  that  the  rubble 
easily  slides  down  into  any  place  where  the  water  has  attaoked 
and  nndermiaed  the  banks ;  and  it  may  be  executed  nnder 
almost  every  condition  of  the  level  of  the  water  {n  the  river. 
The  largest  stones  which  it  is  possible  to  obtain  ought  to  be 
employed,  because  they  are  displaced  with  the  greatest  dilfi- 
culty.  The  slopes,  when  finished,  should  be  dressed  tolerably 
smoothly  to  a  minimum  inclination  of  1}  to  1  ;  the  thickness 
mnst  depend  npon  the  nature  of  the  bank  to  he  supported, 
and  the  degree  of  erosion  it  is  required  to  compensate. 
When  etono  is  dear,  the  slopes  may  be  pitched  in  the  por- 
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lion  above  tbe  naoal  sammer  level ;  this  pitobing,  however, 
does  not  support  the  banka,  but  only  sefves  to  defend  them 
againat  any  erosive  action  of  the  currents  or  deaceadiug  ioe. 
Id  the  execution  of  this  pitching  tbe  moat  important  part  ia 
to  be  fonnd  in  tbe  fonndationa,  which  muat  be  able  to  resist 
the  nndermining  effects  of  the  current.    If  the  bed  and  sides 
of  the  river  be  of  a  solid  nature,  loose  iiibble  may  be  em- 
ployed ;  but  if  they  be  of  a  nature  to  yield  easily,  it  may  be 
neceasary  to  defend  the  feet  by  a  single,  or  even  by  a  double, 
row  of  piles,  Figs.  122, 123 ;  the  woodwork  being  kept  aa  low 
asposaibleinallcases.   The  iuolination  may  vary  from  1  to  1, 
to  2  to  1 ;  tbe  longer  slopes 
requiring  a  loss  tbioknesa  of 
pitching,  and   resisting  tbe 
action  of  the  currents  more 

'  effectually;  at  tbe  same  time 
Ihey  will  be  found  to  carry 
waves  to  ahigber  point,  if  the 
river  be  snfficiently  wide  to 
allow  of  their  formation.  Tbe 
ttdctness  wiU  be  regulated    Rg.  ,M._Tin,ber-facbft  Eiv.r  b«4.. 

'  by  the  rate  of  inclination 
and  the  force  of  tbe  currents ;  but  it  is  usually  from  9  to 
li  inches  at  the  snmmit,  and  increases  at  abont  the  rate  of 
1  iuch  to  every  foot  of  additional  depth.  In  order  to  resist 
the  action  of  the  currents  at  the  water  lines,  the  courses 
shoold  be  inclined,  or,  at  any  rate,  they  should  not  pre- 
serve their  horizontality  for  any  great  distance. 
Sbpes  may  be  protected  from  tbe  effects  of  a  sudden 

'  flood,  when  rapidity  of  execution  ia  dedred,  by  means  of  a 
timber  facing,  as  in  Fig.  124.  Quide  piles  are  driven,  either 
vertically  or  in  an  inclined  position ;  they  are  connected  at  the 
top  by  walea,  and  on  tho  inside  tbey  are  lined  by  planks  laid 
horizontally,  and  backed  by  earth.  This  method  of  defending 
banks  of  rivers  is  very  costly,  and  can  only  be  employed 
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definiiively  in  positions  where  timber  is  plentiful,  land  valiiable» 
and  the  length  to  be  protected  not  very  considerable.  It  has 
been  adopted  on  the  banks  of  the  Scheldt,  and  in  some  of  the 
Atlantic  cities  of  the  United  States.  On  the  banks  of  the 
Upper  Po,  in  the  Piedmontese  dominions,  a  very  economical 
system  of  temporary  wooden  defences  was  introduced  by  an 
Italian  engineer,  of  the  name  of  Magistrini,  which  has 
answered  very  well  in  every  instance  where  it  has  been 
employed,  fur  the   purpose  of  taming  aside  any  current 


Fig.  12S.— Timber>&cmg,  Riyer  Po. 

acting  upon  projecting  spurs  or  abrupt  elbows  on  the  river 
banks,  Fig.  125.  . 

Fascines  are  formed  by  tying  together  a  great  number  of 
small  twigs  of  brush  wood,  laid  longitudiually,  by  other  twigs 
placed  at  intervals  varying  with  the  diameter.  The  wood 
ought  to  be  from  five  to  six  years*  growth,  the  small  and 
large  ends  being  respectively  kept  in  the  same  direction,  and 
at  least  two-thirds  of  the  total  quantity  used  in  a  fascine 
should  pass  from  one  end  to  the  other,  nor  should  any  twig 
exceed  4  inches  in  diameter.  Small  fascines  are  from  5  feet 
to  G  feet  6  inches  long,  and  about  from  1  foot  6  inches  to 
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8  feet  6  inches  in  girth  at  the  large  end.  In  Flanders  and 
Holland  the  length  is  usually  made  from  8  to  13  feet,  and 
the  girth  in  the  centre  from  1  foot  4  inches  to  1  foot  8 
inches;  and  upon  the  Upper  Rhine  the  length  is  made 
from  13  to  16  feet,  with  a  girth  of  from  3  feet  6  inches 
to  5  feet  6  inches  at  the  larger  end,  and  from  1  foot  8 
inches  to  1  foot  10  inches  at  the  smaller.  Sometimes  the 
fascines  are  tied  together  at  the  ends,  so  that  the  small 
extremity  of  one  may  join  the  large  extremity  of  the  other, 
and  the  name  of  ''sausage,"  or  ''gahion,**  is  given  to  the 
assemhlage.  Military  engineers  make  their  gahions  about 
20  feet  long,  and  3  feet  in  girth  on  the  mean,  with  bands  at 
distances  of  from  1  foot  to  1  foot  6  inches  ;  in  Holland  the 
gabions  are  made  from  24  to  27  feet  long,  from  1  foot 
4  inches  to  1  foot  8  inches  in  girth,  and  with  bands  at  every 
6  inches  apart ;  and  upon  the  Upper  Bhine  the  gabions  are 
made  from  2  feet  6  inches  to  3  feet  4  inches  in  girth. 

In  Flanders  and  Holland,  when  a  bank  is  to  be  protected 
by  fascines,  if  the  corrosion  take  place  above  the  ordinary 
water  line,  and  the  natural  slope  of  the  ground  below  be 

such  as  to  support  the  weight  of  the  bank,  the  fascines  are 

I* 

laid  in  horizontal  courses,  with  the  small  end  towards  the 
land  and  the  butt  end  to  the  water.  The  ends  of  every  sue- 
ceeding  layer  are  set  back  from  the  line  of  the  layer  below 
it,  so  as  to  form  a  regular  batter,  and  the  whole  body  is  tied 
together  by  means  of  stakes  4  feet  long  driven  through  each 
fjEiscine  as  it  is  placed.  The  heads  of  these  stakes  project 
from  6  to  8  inches,  and  they  are  tied  together  by  hoops 
passing  alternately  in  and  outside  of  the  heads.  Gravel, 
clay,  sand,  or  shingle  are  then  firmly  rammed  upon  the 
fascines,  so  that  their  surface  becomes  perfectly  level  before 
proceeding  to  place  another  layer.  The  batter  of  a  slope 
thus  bmlt  up  in  fascines  may  vary  from  i  and  i  to  1  base  to 
1  in  height. 
When  the  bank  is  coiToded  below  the  ordinary  water  line. 
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the  course  usually  adopted  is,  to  form  a  species  of  raft  of 
gabions  strongly  tied  together  and  fixed  into  the  banks  by 
stakes,  with  their  ends  projecting  into  ^e  stream.  OtJier 
gabions  are  placed  upon  these  in  a  direction  parallel  to  the 
bank ;  and  fascines  alternately  crossing  one  another  in  the 
body  of  the  raft,  but  presenting  always  at  their  river  end 
their  smallest  extremity,  are  laid  upon  this  description  of 
grating.  The  several  layers  of  fascines  are  joined  together 
by  stakes,  round  which  bands  are  placed  as  before,  and  the 
whole  structure  is  sunk  by  being  loaded  with  gravel  or 
stones,  forming,  in  fact,  a  species  of  elastic  matlass  adapting 
itself  to  the  form  of  the  river-bed.  The  force  and  velocity 
of  the  current  modify  to  a  certain  extent  the  resistance  of  the 
gabions  ;  and  it  is  for  this  reason  that  in  the  districts  of  the 
Upper  Bhine  the  dimensions  given  to  the  gabions  are  greater 
than  those  adopted  where  the  river  runs  more  sluggishly. 

Upon  the  banks  of  the  Bhine  panniers  filled  with  gravel 
are  occasionally  employed.     They  are  formed  of  osiers  or 
willow-twigs  woven  together  in  the  form  of  baskets,  about 
6  feet  6  inches  long  by  8  feet  4  inches  high  and  2  feet  wide, 
when  rectangular ;  the  length  is  made  about  7  feet  when  the 
panniers  are  triangular,  the  sides  measuring  4  feet  4  inches  ; 
when  they  are  circular,  the  length  is  made  10  feet,  and  the 
girth  about  7  feet.     These  panniers  are  thrown  down,  some- 
times at  random ;  at  others  they  are  sunk  over  the  positions 
they  are  intended  definitively  to  occupy,  and  fastened  by 
means  of  stakes.     In  several  instances,  large  hollows  in  the 
banks  of  rivers  in  these  districts  are  filled  in  with  panniers 
of  the  above  description,  and  the  upper  surface  is  further 
protected  by  means  of  a  pitched  stone  slope  laid  in  the  usual 
manner. 

The  use  of  fascines  can,  however,  only  be  recommended 
in  countries  where  more  durable  materials  are  extremely 
expensive  or  where  great  rapidity  of  execution  is  required. 
They  are  exposed  to  very  rapid  decay,  and  to  the  attacks 
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of  numerous  animals.  In  England  they  are  hardly  ever 
employed  by  other  than  the  Boyal  Engineers ;  and  it  is  in 
Holland  only  that  they  are  habitually  employed  in  the  forma- 
tion of  longitudinal  submersible  dykes  for  the  regulation  of 
the  channels  of  rivers.  Whatever  description  of  material  be 
adopted,  the  most  important  point  to  be  observed  is,  that  the 
work  for  the  defence  of  a  bank  should  be  executed  with  the 
greatest  rapidity,  and  before  the  corrosions  can  attain  any 
dangerous  extent,  which  might  allow  the  formation  of  any 
secondary  branches,  or  any  permanent  alteration  in  the 
regime  of  the  river. 

In  all  works  intended  to  improve  the  navigability  of  a 
river,  extreme  care  is  required  in  attempting  to  alter  its 
natural  conditions,  whether  of  width  or  of  depth,  because 
the  results  of  any  interference  with  them  are  always  very 
uncertain.  It  is  preferable  at  all  times  to  maintain  the 
river  within  the  limits  nature  appears  to  have  traced  for 
it  under  its  normal  flow,  rather  than  to  endeavour  to  intro- 
duce great  modifications,  even  though  they  may  appear 
highly  desirable.  Thus,  in  several  instances,  when  it  has 
been  attempted  to  shorten  the  course  of  rivers  by  diverting 
them  into  new  and  straighter  beds,  the  water  has  eventually 
formed  for  itself  a  course  of  precisely  the  same  character  as 
the  original  one.  This  is  particularly  true  with  rivers  that 
run  upon  a  sandy  bed,  when  they  follow  a  sinuous  line,  and 
it  is  attempted  to  shorten  the  distance  between  any  of  the 
principal  beds  ;  for  the  slightest  inequality  in  the  resistance 
of  either  the  bed  or  of  the  banks  will  give  rise  to  currents 
such  as  are  able  to  overthrow  the  new  works.  It  may  be 
laid  down  as  a  law,  that  the  straightening  of  thd  bed  of  a 
river  is  only  to  be  effected  to  a  limited  extent,  one  which 
will  depend  upon  the  nature  of  the  materials  over  which  it 
flows  and  the  volume  of  water  it  carries. 

It  may  be  possible  to  improve  the  navigability  of  a  river 
either  by  dredging  or  by  the  closing  up  of  the  secondary 

k2 
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branches,  without  resorting  to  the  constmction  of  submer- 
sible dykes ;  and  at  almost  all  times  those  operations  are 
productive  of  advantage,  if  executed  with  proper  precautions. 
Thus,  dredging  may  be  resorted  to  for  the  removal  of  any 
shoals  in  that  portion  of  the  course  of  a  river  where  the 
navigation  is  designed  to  take  place.  But  in  some  cases,  as, 
for  instance,  when  the  water  is  kept  back  in  a  series  of  pools 
by  means  of  such  shoals,  their  removal  may  be  attended  by 
the  lowering  of  the  water  line  in  all  the  upper  parts  of  the 
nver.  The  nature  and  mode  of  formation  of  such  shoals 
must  therefore  be  carefully  ascertained  before  an  attempt 
is  made  to  remove  them. 

In  closing  the  small  branches  which  run  between  the 
subsidiary  islands  so  frequently  to  be  met  with  in  rivers,  the 
course  usually  adopted  is,  to  carry  out  the  dam  from  either 
side  towards  the  centre.  In  proportion  as  the  dam  advances 
the  waterway  becomes  contracted,  and  naturally  the  velocity 
is  increased  to  such  an  extent  as  to  render  the  closing  of  the 
central  portion  a  very  difficult  operation,  because  the  bed 
is  deepened,  and  the  materials  thrown  in  are  often  carried 
away  immediately.  Sometimes  the  aperture  is  closed  by 
driving  piles  in  front  of  it,  between  which  hurdles  are  placed 
so  as  to  diminish  the  current;  sometimes  sheet  piling  is 
driven;  and  occasionally  old  boats  or  pontoons,  laden  with 
earth  or  stones,  are  sunk.  Under  all  circumstances,  it  is 
necessary  that  the  materials  required  to  carry  the  dam  up  to 
its  full  height  should  be  prepared  beforehand,  so  that  no 
opening  should  be  left  through  which  the  water  should  flow. 
Loose  rubble-stone  dams  are  used  in  some  places,  and  they 
become  eventually  watertight  by  the  deposition  of  the  mnd 
and  silt  brought  down  by  floods.  Fascines  are  used  in 
other  cases,  either  by  being  thrown  down  at  random,  or  by 
being  sunk  in  large  rafts  in  the  manner  adopted  in  Holland 
and  Flanders. 

The  best  position  of  the  dam  closing  such  small  branches 
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is  a  subject  of  some  obscnriiy.  When  it  is  placed  at  a  con- 
siderable distance  below  the  point  of  bifurcation,  the  water 
becomes  stagnant  before  arriving  at  the  dam,  and  deposits 
the  silt  required  to  render  it  watertight.  When  it  is  placed 
close  to  the  point  of  bifurcation,  the  currents  and  floating  ice 
are  likely  to  damage  its  construction;  and,  moreover,  the 
length  in  such  positions  is  considerably  increased.  The  only 
general  rule  appears  to  be,  that  the  dam  should  be  placed 
sufficiently  near,  but  below  the  extremity  of  the  island,  to 
allow  the  alluvial  deposit  to  reach  it  easily. 

A  very  important  observation  is  to  be  made  with  respect  to 
the  diversion  of  the  waters  of  secondary  branches  into  the 
main  stream ;  namely,  that  the  depth  of  the  latter  will  be 
but  slightly  increased  if  the  river  flow  freely,  because  the 
volume  of  water  discharged  increases  more  rapidly  than  the 
height.  Observations  upon  the  meeting  of  rivers  pointed 
attention  originally  to  this  law,  and  theoretical  reasoning 
confirms  it.  Some  interesting  facts  connected  with  this 
subject  will  be  cited  hereafter ;  but  it  may  be  now  observed 
that  the  eflect  of  any  dam  or  dyke  which  oflers  an  obstacle 
to  a  current  is  to  produce  a  contraction  of  the  waterway, 
causing  the  plane  of  the  water  to  rise  on  the  up  side  and  to 
lower  on  the  down  side.  The  inclination  of  the  surface  in 
the  portion  so  contracted  is  naturally  increased,  and  it  is 
possible  that  it  may  be  so  to  such  an  extent  as  to  interfere 
seriously  with  the  navigation.  If  the  bed  of  the  river  itself 
be  of  a  light  and  easily-moved  nature,  it  is  equally  possible 
that  the  increased  velocity  of  the  current  may  deepen  it; 
but,  under  ordinary  circumstances,  the  materials  thus  re- 
moved are  only  displaced,  for  they  are  deposited  in  the  lower 
part  of  the  course,  where  the  river  in  fact  begins  again  to 
widen  out  to  its  natural  dimensions.  The  practical  rules 
usually  admitted  by  engineers  in  works  connected  with  the 
narrowing  of  rivers  for  the  purpose  of  increasing  the  depth 
may  be  briefly  stated  to  be  as  follows : — 
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1.  The  longitudinal  dyke  should  never  be  carried  io  a 
height  above  the  mean  level  of  the  water  in*  the  river ;  the 
usual  height  above  low  summer  water  level  is  2  feet ;  during 
floods  they  should  be  entirely  under  water.  2.  The  velocities 
of  the  different  channels  vary  in  the  inverse  ratio  of  the  cube 
roots  of  their  widths.  8.  The  cubes  of  the  heights  are  in 
the  inverse  ratio  of  the  widths  of  the  beds.  4.  As  much  as 
possible  it  is  advisable  to  preserve  the  natural  waterway,  and 
to  make  the  capacity  of  the  narrowed  pass  equal  to  that  of 
the  ancient  bed  in  such  portions  as  are  free  from  irregu- 
larities. If  it  be  necessary  to  displace  the  river,  it  should  be 
directed,  in  preference,  to  the  bank  or  portion  of  the  channel 
most  likely  to  yield  to  the  scouring  action  of  the  waters. 

The  attention  of  engineers  was  called  to  the  peculiar  phe- 
nomena connected  with  the  junction  of  rivers  by  a  very 
remarkable  letter  or  report  by  Gennete,  an  Italian  engineer, 
addressed  to  M.  de  Baet,  burgomaster  of  the  city  of  Leyden, 
about  Uie  year  1755.  In  this  letter  he  showed  that  a  large 
watercourse  could  receive  all  the  water  brought  into  it  by  an 
affluent  of  considerable  volume,  without  any  sensible  augmen- 
tation of  the  height  of  the  water  line,  or  without  any  increase 
in  the  width  of  the  bed.  The  reason  he  assigned  for  this 
was,  that  at  the  same  time  that  the  volume  was  increased  the 
velocity  was  augmented  in  such  a  proportion  as  to  compen- 
sate for  the  effects  it  would  be  natural  to  expect  under  the 
above  circumstances.  At  the  same  time  he  showed  that  the 
formation  of  new  channels  would  not  lower  the  water  line  in 
any  main  stream,  but  only  retard  its  velocity.  He  cited  in 
confirmation  of  his  views  the  facts  that  the  Danube,  after 
receiving  the  Inn,  neither  increased  in  width  nor  in  depth  ; 
nor  did  the  Ehine  occupy  a  larger  bed  in  passing  through 
Cologne,  after  receiving  the  Moselle,  than  it  did  in  the  upper 
part  of  its  course.  On  the  other  hand,  he  observed  that  the 
Bhine,  near  its  embouchure,  divides  into  the  several  branches 
of  the  Waal,  the  Yessel,  and  the  Rhine  proper,  without  any 
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sensible  depression  of  the  water  line  either  in  the  parent 
stream  or  in  the  branches.  It  may  be  interesting  to  observe 
here  that  it  has  been  observed  also  in  America,  that  the 
width  of  the  Mississippi  after  the  jonction  with  the  Ohio  is 
even  less  than  that  of  the  former  river  above  the  point  of 
jmiction. 

A  cursory  examination  of  a  map  will  show  that  the  law 
which  appears  to  regulate  the  formation  of  the  deltas  or 
allavial  deposits  at  the  mouth  of  all  great  rivers  is,  that  these 
divide  into  a  series  of  subsidiary  branches  before  falling  into 
the  sea,  and  that  they  almost  always  project  beyond  the  line 
of  the  sea-shore,  forming,  as  it  were,  projecting  promontories 
of  a  rounded  outline  connected  with  the  original  line  of 
coast :  the  Volga,  Danube,  Bhine,  Bhone,  Po,  Nile,  and  the 
Mississippi,  Ganges,  Irrawaddy,  &c.,  may  be  mentioned  as 
illustrations.  The  lands  around  these  deltas  are  flat  and 
marshy,  and  consist  of  sand  and  mud ;  the  channels  wind- 
ing through  them  are  shallow,  and  exposed  to  change  in 
their  direction  and  volume  without  any  apparent  cause. 
The  rate  of  deposition  depends  upon  circumstances  equally 
beyond  ordinary  calculation,  and  varies  in  every  particular 
river. 

The  formation  of  these  deltas  arises  from  the  deposition  of 
the  matters  brought  down  from  the  upper  portions  of  the 
river  courses,  caused  by  the  difference  in  the  specific  gravi- 
ties of  the  fresh  and  salt  waters,  and  the  annihilation  of  the 
onward  movement  of  the  former  by  the  tides  or  the  littoral 
currents  of  the  latter.  The  tendency  to  the  deposition  of 
alluvions  is  also  increased  by  the  diminished  inclination  and 
velocity  of  the  rivers  near  their  mouths,  and  in  some  cases 
this  diminution  is  sufficient  to  cause  the  rivers  to  overflow 
the  lands  above  the  delta  itself,  so  as  to  render  it  difficult  to 
ascertain  its  precise  limits.  The  formation  of  the  sub* 
sidiary  branches  noticed  in  the  deltas  is  to  be  attributed  to 
the  reflux  of  the  waters  in  the  main  channel,  and  they  are 
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the  most  nnmerons  in  the  deltas  which  advance  with  the 
greatest  rapidity  and  occupy  the  greatest  areas.  But  if  the 
littoral  current  ran  with  great  velocity  and  transport  any 
alluvions,  it  will  give  rise  to  hars  at  the  month  of  the 
branches ;  if  it  be  free  from  alluvions,  it  will  disperse  the 
materials  it  may  detach  from  the  extremities  of  the  deposit, 
or,  deflecting  the  line  of  outflow  of  the  river,  it  will  give  rise 
to  a  delta  following  the  direction  of  the  resultant  of  the  two 
forces.  Occasionally  also  the  tidal  waves  will  give  rise 
to  a  bar  across  the  mouths  of  the  branches  at  the  points 
where  they  begin  to  neutralise  the  outward  flow  of  the  soft 
water. 

The  majority  of  the  English  rivers  fall  into  the  sea  at  the 
bottom  of  large  open  bays,  and  in  those  cases  the  deposition 
of  the  fresh  and  salt  water  alluvions  takes  place  in  the  form 
of  banks  or  shoals  in  those  portions  of  the  bay  where  the 
respective  currents  of  the  sea  and  of  the  river  meet.  These 
shoals  vary  constantly  in  their  outline  and  position  in  such 
rivers  as  the  Thames  and  the  Severn,  and  in  the  Seine, 
Loire,  and  Garonne  in  France ;  and  form  very  serious  im- 
pediments to  the  navigation.  In  many  other  cases,  as  in 
the  rivers  upon  the  Suflblk  and  Norfolk  coast,  and  upon  the 
southern  shores  of  England,  the  deposits  take  place  across 
the  mouths  of  the  rivers,  according  to  the  law  noticed  in  the 
last  paragraph.  But  it  is  to  be  observed  that,  although  these 
bars  diminish  the  depth  of  water  immediately  over  them,  the 
river  above  may  often  retain  a  very  considerable  depth; 
indeed  the  eflect  of  the  bar  is  often  precisely  analogous  to 
that  of  a  dam.  Thus,  the  Ehone  has  rarely  a  depth  of  more 
than  6  feet  6  inches  in  the  passes  of  its  delta,  whilst  at  Aries 
the  depth  is  not  less  than  48  feet.  At  the  mouth  of  the  Po 
di  Yolano  the  pass  has  only  a  depth  of  2  feet  6  inches,  whilst 
about  seven  miles  further  up  the  depth  is  not  less  than  10 
feet ;  and  the  same  fact  has  been  observed  at  the  mouths  of 
the  Nile  and  of  the  Mississippi,  but  to  a  far  greater  extent. 
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At  the  janction  of  streams  in  the  interior,  the  same  phe- 
nomena may  be  observed  to  take  place  as  those  which  have 
been  abready  noticed  as  occurring  on  the  sea-shore,  although 
of  coarse  upon  a  very  diminutive  scale.  Should  one  of  the 
confluents  bring  down  much  alluvial  matter,  and  flow  with 
considerable  velocity  into  a  stream  of  a  diflerent  character, 
the  deposit  may  take  place  either  in  the  fan-like  shape  of  a 
delta  or  as  a  bar ;  and  in  the  former  case  it  is  possible  that 
the  stream  may  divide  into  a  number  of  branches,  whilst  in 
the  latter  the  relative  depths  of  water  over  the  bar  and 
above  it  may  present  all  the  essential  conditions  of  those 
connected  with  rivers  discharging  into  the  sea.  But  the 
absence  of  the  tidal  action  gives  a  greater  fixedness  and  sim- 
plicity of  character  to  the  manner  in  which  these  deposits 
are  eflected,  and  consequently  allow  of  their  being  treated 
with  greater  comparative  facility,  whenever  it  is  desired  to 
improve  the  navigation  of  a  river  previously  obstructed  by 
them.  But  it  must  always  be  borne  in  mind,  whether  it  be 
a  question  of  combating  the  natural  operations  of  the  laws 
affecting  the  flow  of  large  or  of  small  streams,  whether 
strictly  inland  or  in  estuaries,  that  unless  some  other  natural 
law  of  the  same  class  be  made  to  counteract  the  particular 
one  producing  the  state  it  is  desired  to  remedy,  all  engineer- 
ing contrivances  or  mechanical  operations  will  either  be  vain, 
or  at  most  produce  but  a  temporary  effect.  Nature  must,  in 
fact,  bo  m&de  to  correct  itself. 

If,  therefore,  it  be  desired  to  obviate  the  inconvenience 
arising  from  the  deposition  of  the  alluvial  matter  across  the 
embouchure  of  an  affluent  into  a  greater  stream,  and  this 
deposition  be  found  to  be  caused  by  the  annihilation  of  the 
velocity  of  the  affluent,  in  consequence  of  the  greater  velocity 
of  the  main  stream,  the  only  effectual  mode  of  proceeding 
would  be,  to  increase  the  velocity  of  the  affluent  by  diminish- 
ing its  bed ;  or  perhaps,  if  it  follow  a  devious  course,  by 
increasing  the  fall  by  means  of  a  new  and  shorter  channel. 
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It  would  also,  in  some  cases,  be  possible  to  effect  the  desired 
object  by  forming  an  artificial  embouchore  at  some  other 
point  on  the  river,  where  the  regime  of  the  main  stream 
might  be  very  different.  Bat  whatever  precise  details  be 
adopted,  they  most  resolve  themselves  finally  into  the  means 
of  securing  an  equality  of  velocity  in  .the  confiuent  rivers, 
and  so  directing  the  respective  axes  of  their  flow  as  to  pre- 
vent the  stream  of  the  one  from  setting  across  the  line  of 
the  other. 

Should  the  deposit  assume  the  form  of  an  ordinary  delta, 
and  give  rise  to  a  subdivision  of  either  or  both  the  rivers 
into  a  series  of  small  branches,  the  best  course  to  adopt  is, 
to  form  new  beds  for  the  waters  brought  down,  of  such 
sectional  area  and  inclination  as  to  insure  the  meeting  of  the 
respective  streams  under  those  conditions  which  would  allow 
the  alluvial  matters  to  deposit  themselves  upon  lines  of  direc- 
tion corresponding  with  the  resultant  of  the  two  new  chan- 
nels. As  the  tongue  of  land  thus  formed  would  continue  to 
advance,  it  would  be  necessary  to  provide  for  the  inevitable 
changes  it  would  superinduce  upon  the  point  of  junction. 

On  the  sea-coast,  if  it  be  desired  to  lower  the  water  line  in 
the  branches  of  a  delta,  Genn4t6's  experiments,  and  all  sub- 
sequent experience,  show  that  the  most  efficient  method  of 
proceeding  is,  to  increase  the  velocity  of  flow  by  causing  a 
greater  volume  of  water  to  pass  through  a  given  channel  in 
the  same  period  of  time,  rather  than  by  increasing  the  sur- 
face of  the  waterway.  This  is  especially  the  case  when  the 
bottom  of  the  river  is  composed  of  a  material  capable  of 
being  easily  removed,  because  the  bed  itself  will  be  lowered 
in  consequence  of  the  increased  transporting  power  of  the 
water.  Evidently  then,  in  such  positions,  the  width  of  the 
subsidiary  channels  is  the  only  element  which  is  susceptible* 
of  modification  by  artificial  means,  at  least  economically,  and 
it  should  in  all  cases  be  reduced  as  much  as  possible.  All 
the  small  branches  which  can  conveniently  be  suppressed 
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should  be  closed,  so  as  to  concentrate  all  the  action  of  the 
water  upon  the  channels  it  is  proposed  to  retain  for  the  pur- 
poses of  navigation.  These  remarks  are  principally  made 
with  reference  to  tideless  seas  ;  the  difference  in  the  system 
to  be  adopted  where  the  range  of  the  tides  is  considerable  is 
substantially  unimportant,  and  will  be  mentioned  hereafter. 

In  the  case  of  a  bar  formed  across  the  month  of  a  river  on 
the  sea-shore,  human  means  are  almost  powerless  if  the 
littoral  current  bringing  the  alluvions  be  strong,  and  not 
susceptible  of  being  diverted.  To  a  certain  extent  it  is 
possible  to  augment  the  depth  of  water  above  the  bar  by 
concentrating  the  outflow  of  the  river,  and  guiding  it  by 
means  of  parallel  banks  in  such  a  manner  as  to  direct  the 
scouring  action  of  the  land  water  so  that  it  should  remove 
the  alluvions  either  in  the  deep  sea  or  again  into  the  littoral 
current  which  should  carry  them  further  on.  But  the  suc- 
cess of  such  measures  will  only  be  temporary,  and  the 
history  of  the  ports  of  Rye,  Dunkirk,  Aigues-Morte,  and 
others,  shoiv  that  it  is  hopeless  to  endeavour  to  struggle 
against  the  ceaseless  unwearying  operations  of  nature.  New 
channels  may  be  carried  out  through  a  bar,  and  for  a  time 
kept  clear  by  the  scour  of  the  upland  waters  and  by  dredg- 
ing ;  but  sooner  or  later  the  angle  between  the  original  out- 
line of  the  bar  and  the  projection  of  the  new  channel  becomes 
filled  in,  and  if  the  littoral  current  should  not  then  be  able  to 
sweep  off  the  alluvions  carried  to  the  front  of  the  pass,  the 
bar  will  begin  to  reform.  The  pass  or  channel  must  then  be 
carried  farther  out  to  sea,  or  kept  open  artificially  at  a  con- 
stant and  excessive  cost.  It  is  possible  to  direct  the  tidal 
action  in  some  positions,  so  as  to  produce  considerable  modi- 
fications in  ther  ordinary  laws  affecting  bars,  in  the  following 
iiianner,  which  is  applicable  to  either  of  the  cases  con- 
nected with  the  entrances  to  rivers  hitherto  considered. 

In  the  lower  zones  of  rivers  exposed  to  tidal  action,  the 
depth  of  the  navigable  channel  may  be  increased  by  causing 
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a  larger  volnme  of  water  to  enter  with  the  flood,  and  eon- 
fining  iia  outflow  daring  the  ebh  within  the  limits  of  the 
channel.  If  then  a  river  divide  into  several  branches,  the 
subsidiary  ones  may  be  closed  by  means  of  dams,  with 
sluices  opening  only  with  the  flood,  and  so  arranged  that 
the  water  thus  introduced  into  the  secondary  channels  shall 
be  forced  to  escape  by  the  one  it  is  proposed  to  deepen. 
This  object  may  also  occasionally  be  eflected  by  causing 
the  seci^dary  Channels  to  derive  their  snppUes  from  the 
principal  one  at  some  point  on  the  up  stream ;  but  it  will 
generally  be  found  that  in  such  cases  the  velocity  of  the  ebb 
tide  will  be  inconveniently  great  for  the  ordinary  purposes 
of  navigation.  In  fact  the  secondary  channels  would  become 
sluices,  whose  waters  would  act  to  scour  the  pass.  The 
advantage  proposed  to  be  gained  in  these  instances  is  to  be 
found  in  the  fact  that  a  large  quantity  of  water  is  forced  to 
flow  through  a  narrow  channel,  and  the  velocity  is  conse- 
quently increased,  thereby  enabling  the  river  to  remove  the 
lighter  materials  of  which  its  bed  is  composed.  But  the 
whole  success  of  works  intended  to  produce  these  results 
must  depend  upon  the  relative  proportion  of  tidal  water 
which  can  be  made  to  enter,  or  upon  the  increase  of  velocity 
in  the  outflowing  stream.  It  follows,  therefore,  that  any 
diminution  of  the  water  surface  at  high  tide  is  likely  to 
aflect  seriously  the  power  of  a  river  to  maintain  a  clear 
navigable  channel,  unless  the  latter  be  contracted  at  the 
same  time  in  a  corresponding  degree. 

The  results  obtained  at  Nieuwe  Diep,  upon  the  Clyde,  the 
Dee,  the  Thames,  and  the  Seine,  confirm  what  has  been 
above  stated ;  and,  moreover,  the  practical  deductions  to  be 
made  from  them  appear  also  to  warrant  the  assertion  that  it 
is  preferable  to  obtain  the  increased  scouring  action  of  the 
tide  by  forcing  the  water  to  flow  higher  up  the  river,  rather 
than  to  allow  it  to  spread  near  the  embouchure.  The  works 
of  Nieuwe  Diep  have  already  been  described ;  those  upon 
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the  Clyde  and  the  Doe  and  the  Eibble  have  consisted  in  the 
erection  of  longitudinal  dykes  parallel  to  the  axis  of  the 
river,  retaining  the  stream  within  a  narrow  channel  dnring 
the  latter  portion  of  the  ebb,  and  in  the  removal  of  obstruc- 
tions to  the  propagation  of  the  tide  wave  to  a  greater  dis- 
tance from  the  embouchure  than  it  had  previously  obtained. 
In  the  Thames,  the  removal  of  the  Old  London  Bridge, 
which  acted  as  a  dam  to  the  tide,  has  been  attended  by  an 
increase  in  the  duration  of  the  flood,  and  an  increase  of 
depth  at  high  water  varying  from  1  foot  8  inches  at  Ted- 
dington  to  nearly  7  feet  at  Blackfriars  Bridge.  In  the 
Seine,  the  concentration  of  the  tidal  action,  by  means  of  the 
lateral  banks  lately  formed  between  Caudebec,  Yillequier, 
and  Quilleboeuf,  has  deepened  the  river  a  little  more  than 
9  feet,  partially  destroyed  the  bore,  and  increased  the  dura- 
tion of  the  flood  tide  one  hour.  Nor  does  there  appear  to 
be  any  reason  why  these  results,  so  advantageous  to  the 
interests  of  commerce,  should  not  be  further  developed,  if 
the  existing  obstacles  to  the  propagation  of  the  tide  wave 
into  the  interior  were  removed  upon  the  two  last-named 
rivers. 

Precisely  opposite  results  have  attended  the  diminution  of 
the  scouring  reservoirs  naturdly  existing  beyond  the  channel 
of  the  port  of  Ostend.  The  marshes  or  low  lands,  there 
flooded  at  every  high  tide,  have  been  gradually  reclaimed, 
and  as  the  channel  was  not  carried  further  up  into  the 
country,  so  as  to  create  an  artificial  backwater  whose  con- 
ditions of  discharge  should  replace  those  under  which  the 
.waters  over  the  low  lands  escaped,  the  silt  brought  into  the 
mouth  of  the  harbour  by  the  littoral  current  has  considerably 
diminished  the  depth  in  the  entrance.  Dredging  and  sluicing 
have  been  resorted  to  in  vain,  although  conducted  with  all 
the  practical  skill  and  persevering  energy  of  the  Dutch  and 
Belgian  engineers.  For,  however  powerful  the  efiects  of 
Bltdces  may  be,  they  are  far  inferior  to  those  of  the  alternate 
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currents  of  the  flood  and  ebb  tides  spreading  over  large 
spaces.  Great  circumspection  mnst  therefore  be  exercised, 
and  long,  elaborate,  and  skilfal  investigation  made,  before 
any  port  or  river  is  deprived  of  the  scouring  action  of  the 
tides.  The  allnvial  deposits  may  perhaps  tend  naturally  to 
diminish  or  to  destroy  this  action;  but  it  must  be  retained 
as  long  as  possible,  and  our  efforts  directed  at  all  times 
rather  to  increase  than  to  diminish  its  power. 

[Mr.  D.  Stevenson  classifies  the  upper,  middle,  and  lower 
sections  of  rivers  as  three  compartments.  1st.  The  seaward 
compartment,  or  the  '<  sea  proper,"  the  estuary,  in  which 
the  tides  resemble  the  tides  of  the  adjoining  sea.  2nd.  The 
tidal  compartment,  in  which  the  phenomena  of  ebbing  and 
flowing  take  place,  but  in  which  the  times  of  ebb  and  flow 
do  not  remain  constant,  the  time  of  the  ebb  gradually  gain- 
ing upon  that  of  the  flow,  and  the  duration  of  low  water  is 
gradually  protracted  in  proceeding  up  the  river  until  the  in- 
fluence of  the  tide  vanishes.  8rd.  The  river  proper  com- 
partment, the  characteristic  of  which  is  the  total  absence  of 
ebbing  and  flowing,  the  river  at  all  times  pursuing  its  down- 
ward course  in  an  uninterrupted  stream  and  at  an  unvarying 
level,  except  in  so  far  as  it  may  result  from  the  changes  due 
to  land  floods. 

Noticing,  flrst,  the  uppermost  section  of  rivers,  the  en- 
gineering works  may  be  said,  in  general  terms,  to  consist 
chiefly  of  weirs  built  across  the  stream,  by  which  the  water  is 
dammed  up  and  forms  stretches  of  canal  in  the  bed  of  the 
river,  with  cuts  and  locks  connecting  the  different  reaches. 
In  this  manner,  according  to  Mr.  Stevenson,  the  river  Schuyl- 
kill, in  Pennsylvania,  was  rendered  navigable.  Thirty-four 
dams  were  constructed  in  the  bed  of  the  stream,  so  as  to 
raise  the  level  of  the  water  and  convert  the  river  into 
84  reaches  of  navigable  water,  varying  in  length  according  to 
the  rise  in  the  bed  of  the  river.     The  barges  pass  from  the 
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saeeeBsiTe  reftches  through  a  short  side  cut  at  the  end  of  the 
dam,  in  which  there  is  a  canal  lock  of  the  ordinary  constmc- 
tion.  The  navigation  Ib  upwards  of  100  miles  in  length, 
traversed  by  boats  of  60  tons  burthen. 

The  same  plan  has  been  followed  in  the  improvementa  of 
the  river  Lea  by  Mr.  Bendel  and  Mr.  Beardmdre ;  also  by 
Sir  William  Gabitt  on  the  upper  part  of  the  river  Severn, 
where  the  river  has  been  divided  into  fonr  reaches,  having  a 


Fig.  lEfl.—DHJiuaa  Uie  river  Sereni. 
depth  of  6  feet,  with  side  cuts  and  locks  having  a  lift  of 
B  feet  each. 
The  dams  or  weirs  oonstmoted  for  arresting  and  raising 


Kg.  137.— Wdr. 

the  watera'  of  rivers  are  works  wbicfa  demand  careful  con- 
Bideiation  in  tlielr  design.  The  dams  on  the  Schuylkill  and 
other  -American  rivers  are  formed  of  timber  Irame-work 


filled  vitb  rubble.  The  dam  at  Philadelphia  was  formed 
in  separate  compartments  or  frames,  each  of  which  was 
80  feet  in  breadth  of  iace,  and  72  feet  deep  horizontally. 
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They  woro  filled  with  stones,  and  snnk  in  the  line  of  the  dam. 
The  frames  or  cribs  were  constmcted  of  logs  18  or 
20  inches  square,  strongly  dovetailed  together,  covered  with 
planking  6  inches  thick*  The.  upper  parts  of  the  cribs  were 
connected  together  so  as  to  form  a  continuous  structure,  and 
the  whole  dam  was  backed  by  a  mass  of  heavy  rubble.  This 
dam  was  strong  enough  to  withstand  without  injury  the 
force  of  a  flood  going  8  feet  deep  over  the  crest. 

The  dams  or  weirs  constructed  by  Sir  William  Cubitt  on 
the  Severn,  Fig.  126,  were  made  of  pile-work  and  rough 
masonry.  He  decided  to  make  the  weirs  of  a  length  equal 
to  three  times  the  width  of  the  channel,  and  instead  ol 
placing  them  at  right  angles,  as  in  Fig.  127>  he  placed  them 
obliquely,  as  shown  in  Fig.  128.] 


CHAPTER  XV. 


BRIDGES.— PRINCIPLES  OF  THE  ARCH. 


We  shall  commence  n^ith  the  simplest  case,  that  of  two 
beams,  a  b  and  a  o,  Fig.  129,  resting  against  each  other  at 
their  upper  extremities,  and  against  two  walls  at  their  lower, 
and  sustaining  a  weight  suspended  from  a  ;  and  we  shall 
proceed  to  examine  the  strains,  hoth  on  the  beams  and  on 
the  walls,  occasioned  by  this  weight.  Let  the  weight  sus- 
pended from  a  be  represented 
by  the  line  a  d  ;  draw  d  e  paral- 
lel to  A  c,  and  d  f  parallel  to  a  b, 
also  EG  and  fu  perpendicular 
to  A  D ;  then,  by  the  principle  of 
the  parallelogram  of  pressures, 
the  strain  on  a  b  in  the  direction 
of  its  length  is  represented  by 
a  e,  and  that  on  a  c  by  a  f.  Now,  each  of  these  strains  may  be 
resolved  into  two  others,  one  acting  vertically  upon  the  wall  in 
the  direction  of  gravity,  and  the  other  acting  horizontally,  and 
tending  to  push  the  two  walls  asunder.  Thus  a  e  may  be 
resolved  into  the  strain  a  g  acting  vertically,  and  e  g  hori- 
zontally ;  and  a  f  into  the  strain  ah  acting  vertically,  and  h  f 
horizontally.  Now,  the  two  triangles  aeg  and  dfh  being 
equal,  the  similar  sides  h  d  and  a  g  are  equal ;  and  therefore 
the  two  vertical  strains  a  g  and  a  h  are  together  equal  to  a  d, 
or  the'  weight  suspended  from  a  ;  that  is,  the  whole  weight 
borne  by  both  walls  is  equal  to  that  suspended  from  a  ;  but 


Fig.  129. 
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the  amonnt  borne  by  each  wall  depends  upon  the  relative 
inclination  of  the  two  beams.  It  mast  farther  be  observed 
that  the  lines  e  g  and  h  f,  representing  the  strains  acting 
horizontally,  are  eqaal ;  that  is,  whatever  may  be  the  relative 
inclination  of  the  two  beams,  their  horizontal  thrnst  against 
the  walls  is  the  same,  and  is  eqaal  to  that  with  which  they 
press  against  each  other  at  a. 

Let  Fig.  130  represent  a  system  of  framing,  composed  of 
foor  beams,  united  together  in  such  a  manner  as  to  form  a 
polygon,  and  so  connected  at  the  points  c,  d,  e,  f,  and  g,  as 
to  admit  of  motion  about  those  points;  so  that  the  beams  are 


Fig.  130. 

not  rigidly  fixed  in  the  position  shown  in  the  diagram,  bat 
are  free  to  assume  any  other  form  which  any  external  force 
applied  to  them  might  tend  to  produce.  Further,  let  as 
suppose  weights  Wi,  W2,  and  W3,  to  be  suspended  from  the 
points  D,  E,  and  f,  and  so  proportioned  to  each  other  that 
the  framing,  under  the  influence  of  the  strains  which  they 
produce,  is  in  equilibrium,  or  has  no  tendency  to  alter  its 
form.  Let  the  lines  d  d,  b  ^,  and  f/,  represent  the  weights 
applied  at  the  points  d,  e,  and  f,  and  let  each  of  those 
weights  be  resolved  into  the  strains  which  they  produce  in 
the  two  contiguous  beams,  by  constructing  the  parallelograms 
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Dndi,  EK^L,  and  fm/n.  Then  the  lines  di  and  bk  will 
represent  the  two  strains  acting  in  opposite  directions  upon 
the  beam  d  e,  and  e  l  and  f  m  will,  in  like  manner,  represent 
the  two  strains  acting  similarly  npon  ef.  Now,  since  the 
whole  system  is  in  equilibrium,  and  all  its  parts  free  to  move, 
it  follows  that  each  of  its  several  parts,  and  therefore  the 
beams  de  and  e  f,  must  also  be  in  equilibrium ;  such  being 
the  case,  it  results  that  the  strain  represented  by  n  i  must  be 
equal  to  that  represented  by  ek,  otherwise  the  beam  de 
would  move  in  the  direction  of  the  greater  strain,  and,  in 
like  manner,  the  strain  e  l  must  be  equal  to  f  h.  Now,  let 
each  of  these  strains  be  resolved  into  two  others,  acting 
vertically  and  horizontally ;  then  will  the  latter  be  repre- 
sented by  the  lines  o  i,  p  e,  q  l,  b  m,  and  s  n.  Now,  since 
DI,  EK,  and  ei2  are  all  equal,  and  the  triangles  dio,  eep, 
and  «LQ  are  similar,  the  lines  oi,  p  k,  and  ql,  and  therefore 
the  strains  which  they  represent,  must  all  be  equal.  Again, 
since  el,  fm,  and/N  are  all  equal,  and  the  triangles  elq, 
FMB,  and  /n  s  are  similar,  the  lines  q  l,  bm,  and  s  n,  and 
therefore  the  strains  which  they  represent,  must  all  be  equal. 
That  18,  in  a  system  of  polygonal  framing,  whose  several  'parts 
are  in  equilibrium,  the  horizontal  strain  or  thnist  at  all  the 
joints  is  the  same. 

Let  us  now  draw  through  i  the  line  i  t  parallel  to  e  f,  and 
the  line  i  u  parallel  to  f  o ;  then,  since  o  i  is  equal  to  q  l,  and 
(t  I  being  parallel  to  e  l)  the  angle  elq  similar  to  t  i  o,  it 
follows  that  T I  must  be  equal  to  e  l.  In  like  manner,  s  n 
being  equal  to  o  i,  and  the  angle  f  m  s  similar  to  u  i  o,  u  i 
must  be  equal  to  fn.  Smce,  then,  the  lines  el  and  fn 
represent  the  strains  on  the  beams  e  f  and  f  g,  so  do  also  the 
lines  T I  and  u  i ;  therefore  in  a  system  of  polygonal  framing 
wJwse  several  2)arts  are  in  equilibrium,  the  strains  on  the 
several  beams,  in  the  direction  of  their  lengths,  are  represented 
by  lines  drawn  through  a  given  point  parallel  to  (hose  directions, 
and  limited  by  a  given  vertical  line. 
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In  like  manner,  it  may  be  shown  that  the  portions  u  t  and 
T  D  of  the  vertical  line  u  d,  cat  off  by  the  lines  drawn  parallel 
to  the  several  beams,  are  equal  to  the  lines  f/  and  £  e^  which 
represent  the  weights  suspended  from  those  beams. 

From  the  foregoing  investigation,  we  derive  an  easy 
method  of  determining  the  several  strains  in  any  system 
of  polygonal  framing  whose  parts  are  in  equilibrium.  Let 
Fig.  181  represent  such  a  system,  kept  in  equilibrium  by  the 
weights  Wi,  W2,  &c.,  suspended  from  its  angles ;  then  draw 
the  vertical  line  l  s,  and  divide  it  into  portions  l  m,  m  n,  n  o, 
&c.,  proportional  to  the  weights  Wi,  W2,  W3,  &o, ;  through  the 
points  L,  M,  K,  &e.f  draw  lines  parallel  to  the  directions  of 


£!?.  131. 

the  several  beams  a  b,  b  c,  c  d,  &c.  ;  then,  if  the  system  is  In 
equilibrium,  all  these  lines  will  intersect  in  the  common  point 
K ;  draw  k  p  perpendicular  to  l  s,  then  will  k  p  represent  the 
horizontal  thrust  against  each  of  the  joints  b,  g,  d,  &c.  ;  the 
lines  LE,  ME,  NE,  &c.,  the  strains  in  the  direction  of  their 
length,  of  those  beams  which  they  are  severally  parallel  to  ; 
and  by  the  construction,  lm,  mn,  &c.,  will  represent  the 
vertical  weights  on  the  several  angles,  the  whole  line  l  s 
being  equal  to  the  sum  of  all  the  weights  together.* 

*  If  the  line  k  p,  Fig.  131,  be  considered  as  radius,  then  will  the 
lines  L  K,  M  K,  &c.,  be  the  secants,  and  l  p,  m  p,  &c.,  the  tangents,  of 
the  angles  l  k  p,  m  k  p,  &c.  That  is,  if  we  make  the  horizontal  strain 
in  any  system  of  polygonal  framing  whose  parts  are  in  equilibrium, 
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Equilibrium  of  Arches. 

The  foregoing  principles  contain  all  that  is  necessary  to 
the  determination  of  the  eqnilibriam  of  arches.  An  arch 
may  be  defined  to  be  an  assemblage  of  wedge-formed  bodies, 
the  first  and  last  of  which  are  sustained  by  a  support  or 
ahutment,  while  the  intermediate  ones  derive  support  and  are 
sustained  in  their  positions  by  their  mutual  pressure,  and  by 
the  adhesion  of  cement  interposed  between  their  surfaces. 
The  wedge-formed  bodies  a,b,  &c.,  Fig.  182,  thus  sustained, 
are  termed  voussoirs,  the  centre  one  d,  or  that  in  the  highest 
part  or  crown  of  the  arch,  being  called  the  key-stone;  the 
inferior  surface  of  the  arch  e  f  a  is  called  its  intradoSf  or 
sometimes  its  soffit^  but 
this  latter  term  is  some- 
times restricted  to  mean 
only  the  under  surface  of       /^!/  I  \^ 

the  arch  at  its  key-stone  or  H^^^  i  .X^'^ 

crown  p ;  the  exterior  sur-  '^"  Pig.  isj. 

face  H I K  is  called  its   ex- 

trades.    The  points  e  and  a,  where  the  intrados  meets  the 

abutment,  are  called  the  springingSf  their  horizontal  distance 

E  a  the  span,  and  the  distance  f  l  the  rise  of  the  arch. 

Let  A,  B,  c,  &c.,  Fig.  183,  be  the  separate  stones  or 
voussoirs  of  an  arch  whose  several  parts  are  in  equilibrium. 
Now,  each  stone  is  acted  upon  by  three  forces,  namely,  the 
weight  of  itself  and  the  load  above  it  acting  in  a  vertical 
direction,  and  the  pressure  of  each  of  the  two  contiguous 
stones  acting  in  directions  perpendicular  to  their  surfaces  of 
mutual  contact ;  then,  since  these  forces  must  all  be  in  equi- 

eqnal  to  radius,  then  will  the  strain  upon  any  bar  of  the  polygon,  in 
the  direction  of  its  length,  be  equal  to  the  secant  of  the  angle  which 
it  makes  with  the  horizontal ;  and  the  weight  suspended  from  any 
joint  of  the  polygon  will  be  equal  to  the  difference  of  the  tangents 
of  the  angles  wMch  the  two  bars  meeting  at  that  joint  make  with  the 
horizontal. 
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libriom,  their  lines  of  direction  mufit  all  intersect  in  some 
common  point  within  the  stone.  Let  a,  b,  c,  &c.,  represent 
these  points  in  the  several  stones  composing  the  arch  shoim 
in  the  figure ;  then  if  lines  a  b,  b  g,  g  d,  &c.,  be  drawn  con- 
necting these  points,  they  will  represent  the  directions  in 
which  the  stones  press  on  each  other,  and  the  line  a  b  o,  &e., 
is  termed  the  line  of  pressure  of  the  arch.  Now,  althoa^ 
the  pressure  of  one  stone  npon  its  neighbour,  as  of  e  upon  d, 
is  actually  spread  over  the  whole  surface  of  the  joint  hi,  we 
may,  without  in  any  way  affecting  the  question  under  con- 
sideration, suppose  the  whole  pressure  collected  in  the  point 
in  which  the  line  of  pressure  cuts  the  joint  h  i,  and  similariy 
of  all  the  other  stones ;  so  that  if  we  conceive  the  whole 

weight  of  each  stone,  and  of  the  load 
which  it  supports,  to  be  collected  in 
(or,  which  is  the  same  thing,  sns* 
pended  from)  the  points  a  b  c,  &c.t 
and  those  points  to  be  connected  by 
inflexible  bars,  a  b,  b  c,  c  d,  Ac. 
138  (themselves  devoid  of  weight),  we 

shall  in  nowise  alter  or  disturb  the 
state  of  equilibrium  of  the  arch. 

An  arch,  thus  considered,  is  precisely  similar  to  a  polygonal 
framing  whose  sides  are  a  b,  b  c,  c  d,  &c.,  and  therefore  all 
the  principles  which  we  have  deduced  in  the  investigation  of 
the  latter  may  be  applied  to  the  arch.  This  application, 
however,  involves  the  use  of  mathematical  formulsB  and 
terms  which  cannot  be  here  introduced,  and  we  most,  there- 
fore, content  ourselves  with  stating  the  conclusions  to  which 
they  lead  ;  which  conclusions  are,  that  for  an  arch  to  be  in 
equilibrium,  the  vertical  depth  of  the  arch  at  any  point  most 
be  inversely  proportional  to  the  radius  of  curvature  of  the 
arch  at  that  point,  and  directly  proportional  to  the  cube  of 
the  line  drawn  parallel  to  the  tangent  to  the  arch  at  that 
point.    Thus,  supposing  the  arch  in  Fig.  188  to  be  in  eqni- 
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libritun,  draw  the  horizontal  line  p  s  parallel  to  the  tangent 
to  the  arch  at  the  crown  m,  and  through  p  draw  the  line  p  q 
parallel  to  n  o  the  tangent  to  the  arch  at  any  point  l  ;  then 
the  vertical  depth  b  m  at  the  crown  is  to  the  vertical  depth 
K  L  at  any  point  Xi,  as  the  cube  of  the  line  p  s,  divided  by  the 
radius  of  the  arch  at  m,  is  to  the  cube  of  the  line  p  q  divided 
by  the  radius  of  the  arch  at  l. 

These  conditions  are  fulfilled  in  a  circular  arch,  by  making 
the  vertical  depth  dg,  Fig.  184,  at  any 
point  G,  equal  to  the  depth  of  the  key- 
stone AB,  multiplied  by  the  cube  of  the 
radius  ae,  and  divided  by  the  cube  of  the 
vertical  height  o  h  of  the  point  c  above  the 
diameter  fo.  In  an  ellipse  they  are  fulfilled  when  the 
vertical  depth]  d  g,  Fig.  185,  over  any  point  o,  is  equal  to 
the  depth  of  the  key-stone  a  b,  multi- 
plied by  the  cube  of  ae,  half  the 
shortest  axis  of  the  ellipse,  and  divided 
by  the  cube  of  the  vertical  height  o  r 
of  the  point  g  above  the  longer  axis 
F  a  of  the  ellipse. 

The  extrados  of  a  circular  arch,  whose  parts  are  all  in 
equilibrium,  may  also  be  determined  geometrically  in  the 
following  manner : — ^Let  bod,  Fig.  185a,  be 
half  a  semicircular  arch,  whose  centre  is  a, 
and  BE  the  depth  of  its  key-stone;  then 
in  the  vertical  line  a  b  take  the  point  f, 
such  that  the  distance  d  f  is  equal  to  a  e, 
and  through  f  draw  the  horizontal  line  f  a. 
Then,  through  any  point  o,  draw  the  line  a  h  from  the 
centre  a,  and  through  i,  the  point  in  which  it  cuts  f  o,  draw 
I K  perpendicular  to  a  d  ;  then  make  a  l  equal  to  e  e,  and 
the  point  l  will  be  a  point  in  the  extrados  of  the  arch,  any 
number  of  points  in  which  may  be  determined  in  a  similar 
manner. 
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An  arch  in  which  ihe  above  conditions  are  fdlfilled  is  in  a 
perfect  state  of  equilibrium,  every  portion  of  it  is  eqnaUy 
strained,  and  no  part  has  a  tendency  to  yield  before  another. 
If  in  an  arch  so  circumstanced,  all  the  joints  of  the  vonssoin 
were  perpendicular  to  the  inner  surfiice,  or  intrados  of  the 
arch,  then  would  the  line  of  pressure  pass  through  the  centre 
of  every  joint,  and  would  cut  them  all  in  a  direction  per- 
pendicular to  each.  In  practice,  however,  this  state  of 
things  seldom,  if  ever,  occurs,  the  line  of  pressure  neither 
passing  through  the  centre  of  the  joints  of  an  arch,  nor  being 
perpendicular  to  them  in  direction ;  it  is,  therefore,  desitaUe 
to  examine  to  what  extent  these  conditions  may  be  deviated 
from  without  endangering  the  stability  of  the  Btruetore. 
When  an  arch  is  in  a  state  of  perfect  equilibrium,  if  we  sup- 
pose its  abutments  incapable  of  yielding,  it  can  only  £ul  id 
consequence  of  the  crushing  of  its  material,  the  cohesiTe 
power  of  which  is  then  the  limit  of  the  strength  of  the  areL 
When,  however,  an  arch  is  not  in  a  state  of  equilibrium,  it 
may  fail  in  two  ways :  in  the  first  case,  the  stones  may  slide 
upon  or  slip  past  each  other,  and  so  become  displaced ;  and, 
in  the  second  case,  they  may  yield  by  turning  upon  some  d 
the  joints,  the  arch  separating  into  three  or  four  large  por- 
tions, as  in  Figs.  186  and  187,  and  turning  on  the  inner  and 
outer  edges  of  certain  of  the  joints.  Now  the  vonssoirs  of 
the  arch  cannot  slide  upon  each  other  unless  the  angle  which 
the  line  of  pressure  makes  with  a  perpendicular  to  the  joint 
is  equal  to,  or  greater  than,  the  limiting  angle  of  resistanee 
for  the  material  of  which  the  arch  is  composed,  which 
is  usually  about  80°  for  stone ;  and  as  this  is  very  much 
greater  than  the  angle  which  the  line  of  pressure  ever 
makes  with  the  perpendicular  to  the  joint,  an  arch  may 
be  considered  in  no  danger  of  giving  way  from  the  $lippiiig 
of  its  vonssoirs ;  to  which  we  may  add,  that  the  adhesion  of 
the  cement  interposed  between  the  stones,  as  also  the  joggles 
frequently  inserted,  are  an  additional  security  against  ih» 
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failure  of  an.  arob  from  this  cause.  The  second  mode  of 
failure,  which  is  also  the  most  usual,  takes  place  whenever 
the  line  of  pressure  deviates  so  far  from  the  position  of 
equilibrium  as  to  pass  entirely  out  of  the  substance  of  the 
arch,  so  as  not  to  cut  the  joints  at  all.  The  more  the 
line  of  pressure  deviates  from  the  centre  of  the  joints, 
the  less  will  be  the  stability  of  the  arch;  but  so  long 
as  it  continues  to  cut  the  joints  no  motion  can  take  place ; 
the  moment,  however,  that  it  passes  without  the  joint, 
motion  wUl  take  place,  the  two  voussoirs  will  turn  upon  their 
edges  nearest  to  the  line  of  pressure,  and  the  arch  will  fall. 
Thus,  in  Fig.  186,  if,  by  placing  too  great  a  load  upon  the 
crown  of  the  arch,  we  alter  the  form  of  the  line  of  pressure 
until  it  rises  above  the  extrados  at  b,  and  falls  within  the 
intrados  at  the  points  a  and  o,  the  arch  will  separate  at  the 
nearest  joints  to  those  points  into 
four  portions,  which  will  turn  upon 
their  inner  edges  at  a  and  c,  and  upon 
their  outer  edges  at  b,  the  arch  sink- 
ing at  the  crown  and  rising  at  the 
haunches.  If,  however,  there  be  a 
deficiency  of  weight  at  the  crown,  then  the  line  of  pressure 
will  fall  within  the  intrados  at  b.  Fig.  187,  and  rise  above  the 
extrados  at  a  and  o,  the  arch  separating  as  in  the  former 
case,  but  now  turning  about  the 
outer  edges  at  a  and  o,  and  about  ^^^^'y^'j^'^^'-yi.c 
the  inner  edges  at  b,  the  crown 
rising  and  the  haunches  falling  in* 
We  see,  then,  that  when  we  deviate 
so  far  from  the  arch  of  equilibrium  ^*  ^' 

as  to  cause  the  line  of  pressure  to  approach  either  the 
intrados  or  extrados  of  the  arch,  we  begin  to  endanger  its 
stability,  actual  contact  with  either  being  the  ultimate  limit ; 
and  the  stability  of  the  arch  being  greater,  as  we  make  the 
line  of  pressure  approach  nearer  to  the  centre  of  the  joints. 

L 


Fig.  186. 
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When  an  arch  has  all  its  parts  in  eqtdlibriamy  it  has  been 
shown,  page  211,  that  the  horizontal  strain  on  every  joint  is 
the  same,  and  therefore  the  perpendicnlar  pressure,  tending 
to  crash  the  key-stone  of  the  arch,  is  equal  to  the  horizontal 
thrust  against  its  abutment.  In  order  to  determine  the 
amount  of  this  strain,  let  f  a  h  i,  Fig.  188,  represent  the  centre 
voussoir  or  key-stone  of  an  arch  whose  centre  is  a  ;  let  o  b  be 
the  direction  of  the  line  of  pressure  of  this  voussoir  on  its 
neighbour,  perpendicular  to  the  joint  f  h  ;  and  let  half  the 
weight  of  the  key -stone  and  the  load  which  it  supports  be 
represented  by  the  line  b  d  ;  then  it  has  been  shown  that  the 
horizontal  pressure  on  the  joint  f  h  will  be  represented  by 
c  D ;  that  is,  as  B  D  :  the  weight  on  half  the  key-stone  :  :  c  d  : 
the  horizontal  pressure  against  the  same.  Now,  the  triangle 
A  H  E  is  similar  to  the  triangle  c  b  n,  and  therefore  h  e  :  b  d  :  : 

A  E :  c  D ;  further,  the  weight  on  half  the  key- 
stone is  equal  to  half  its  breadth  in  feet,  or 
H  E,  multiplied  by  the  weight  on  every  foot ; 
also  AE  is  the  radius  of  the  arch  at  the 
crown ;  therefore  h  e  :  h  e  multiplied  by  the 
weight  on  every  foot  of  the  key-stone  :  :  the 
radius  of  the  arch :  the  horizontal  pressure 
against  the  key-stone ;  or,  in  an  arch  in  equiU- 
bniiniy  the  horizontal  pressure  on  the  key-stone  is  equal  to 
the  xceighi  on  a  foot  of  the  surface  of  the  saim^  multiplied  by 
the  radius  of  the  arch  in  feet. 

The  power  of  an  arch  to  resist  the  horizontal  strain  at  the 
crown  is  proportional  to  the  depth  of  the  key-stone,  and  to 
the  cohesive  power  of  the  material  of  which  the  arch  is  com- 
posed. The  stability  of  an  arch  is,  therefore,  directly  pro- 
portional to  the  depth  of  its  key-stone,  multiplied  by  the 
cohesive  power  of  the  material,  and  is  inversely  proportional 
to  its  radius  of  curvature  multiplied  by  the  weight  on  every 
foot  of  its  surface.* 
♦  Let  R  bo  put  for  the  radius  of  curvature  of  an  arch  at  its  crown. 
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In  arches  of  timber  or  iron  the  constraction  is  nsnally 
such  that  the  arch  is  rigid,  or  incapable  of  altering  its  form ; 
and  therefore  no  regard  is  paid  to  the  direction  of  the  line  of 
pressure,  or  to  the  equilibration  of  the  arch.  In  this  case, 
the  arch  may  be  considered  as  composed  of  two  parts,  rest- 
ing upon  the  two  abutments,  and  against  each  other  at  the 
'  crown ;  and,  in  order  to  determine  the  stability  of  the  struc- 
ture, it  is  only  necessary  to  consider  the  mutual  pressure  of 
the  two  parts  against  each  other  acting  horizontally  at  the 


d  for  the  depth  of  its  key-sione,  and  h  for  the  breadth  of  the  arch,  aU 
in  feet ;  also  let  w  equal  the  vertical  weight  on  every  square  foot  of 
the  key-stone,  including  its  own  weight,  p  equal  the  horizontal  pres- 
sure upon  the  key-stone,  and  e  the  weight  required  to  crush  a  square 
foot  of  the  material  of  the  arch,  all  in  pounds ;  then 

•B-^B.hw;  and 

the  stability  of  the  arch  will  be  proportioned  to ,  which  ex- 
presses the  number  of  times  that  the  strain  upon  the  arch  is  less 
than  that  which  would  cause  it  to  yield  by  crushing  at  the  key-stone. 

The  following  table  exhibits  the  approidmate  value  of  ^^  for  some 
of  the  principal  bridges. 


uw 


Kame  and  dhiation  of  bridge. 


Bridge  carrying  the  Great  Western  Bail- 
way  over  the  Thames  at  Maidenhead 
Neuilly  Bridge,  over  the  Seine,  at  Paris 
Bridge  of  the  Holy  Trinity,  over  the  Amo 

at  Florence 

Bridge  over  the  Dee,  at  Chester 
London  Bridge,  over  the  Thames     . 
Bridge  over  uie  Dora  Kiparia,  near  Turin 
Bridge  of  St.  Maxence,  over  the  Oise 
Waterloo  Bridge,  over  the  Thames  . 


Hi 


iu 


O  4 


Feet. 

169 
260 

172-63 

140 

162 

160 

121 

112-5 


2  5&1 


8 


8 

5 

21 
22 
40 
44 
63 
68 
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crown,  and  the  pressure  of  each  npon  its  abutment  acting 
perpendicular  to  the  direction  of  the  same.  Thus,  suppose 
ABODE,  Fig.  189,  to  represent  half  an  iron  bridge,  g  being  its 
centre  of  gravity,  and  f  g  u  the  vertical  direction  in  which  its 
weight  acts ;  draw  f  h  through  the  centre  of  the  vertical 
joint  E  D  perpendicular  to  the  same,  and  f  i  through  the 
centre  of  the  springing  b  c  and  perpendicular  to  it ;  then,  in 
order  that  the  arch  may  be  properly  supported,  these  two 
lines  should  intersect  in  some  point  f,  in  the  vertical  line  f  m 
passing  through  the  centre  of  gravity  g  ;  and  such  being  the 

case,  if  F  G  represent  the  weight  of  the 
half  arch  abode,  then  will  f  k  repre- 
sent the  pressure  acting  in  the  direc- 
tion F  H  upon  the  joint  e  d,  and  f  l  will 
represent  the  pressure  acting  in  the 
direction  fi  upon  the  abutment  bc. 
Then,  by  similar  triangles,  f  k  :  i  m  : :  f  g  :  f  m,  and  i  m  may 
be  taken  as  equal  to  the  horizontal  distance  of  the  centre  of 
gravity  of  half  the  arch  from  its  springing,  and  f  m  as  equal 
to  the  rise  of  the  arch,  or  the  vertical  height  of  its  crown 
above  the  springing  line ;  therefore,  as  tlie  horizontal  distance 
of  the  centre  of  gravity  of  half  the  arch  from  its  springing  is 
to  the  rise  of  the  arch,  so  is  the  horizontal  thrust,  either 
against  the  abutment  or  at  the  crown,  to  the  weight  of  half 
the  arch. 


Fiff .  139. 


CHAPTER  XVI. 

BRIDGES.— SELECTION  OP  SITE,  AND  DETERMINATION 

OF  THE  KIND  OP  BRIDGE. 

A  OBEAT  variety  of  circnmstances  require  to  be  considered  in 
determining  the  best  position,  proportions,  and  materials  of 
which  to  construct  a  bridge  for  any  particular  situation. 
The  most  general  and  important  object  to  be  attained  is  the 
establishment  of  a  convenient  and  permanent  means  of  com- 
mnnication  between  the  two  opposite  shores,  with  as  slight 
an  interference  with  the  free  navigation  through  the  bridge 
as  possible ;  and  the  attainment  of  this  object  is,  in  many 
situations,  attended  with  considerable  difficulty,  inasmuch  as 
the  conditions  requisite  for  the  preservation  of  the  navigation 
are  incompatible  with  those  required  for  the  formation  of  a 
convenient  road.  For  example,  in  the  case  of  a  river  with 
low  banks  and  much  frequented  by  shipping,  the  construc- 
tion of  a  bridge  which  would  at  the  same  time^  afford  an 
uninterrupted  passage  for  vessels  under  it,  and  a  convenient 
means  of  transit  for  vehicles  over  it,  would  be  almost  impos- 
sible ;  because,  were  the  arches  of  the  bridge  made  of  suffi- 
cient height  to  allow  vessels  freely  to  pass  through  them,  the 
level  of  the  roadway  would  be  so  much  elevated  above  that 
of  the  adjoining  banks  as  to  require  either  a  very  steep 
approach  from  both  sides,  or  long  and  expensive  embank- 
ments ;  and  if,  on  the  other  hand,  the  level  of  the  roadway 
were  so  low  as  to  remove  these  objections,  the  passage  of 
vessels  with  masts  would  be  stopped,  and  the  navigation 
materially  interfered  with. 
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To  remove  these  difficulties  in  snch  a  situation,  it  has 
been  suggested  to  construct  the  bridge  with  one  or  two  of 
its  arches  so  arranged  as  to  be  capable  of  being  opened,  at 
intervals,  for  the  passage  of  vessels.  But  such  an  arrange- 
ment only  mitigates  the  evil,  and  is  far  from  entirely  remov- 
ing it ;  and,  in  those  situations  where  the  traffic  over  the 
bridge  was  considerable  and  continuous,  the  periodical  stop- 
pages occasioned  by  the  opening  of  the  passages  for  the 
navigation  would  be  extremely  inconvenient. 

The  preservation  of  a  free  channel  for  the  navigation,  and 
the  formation  of  a  convenient  means  of  communication, -are, 
however,  not  the  only  important  points  to  be  considered. 
The  effect  which  the  construction  of  the  bridge  is  likely  to 
produce  upon  the  river  itself — ^whether  it  would  tend  to 
increase  the  velocity  of  the  stream,  and  so  produce  a  scour 
and  washing  away  of  the  sides  and  bed  of  the  river,  and 
ultimately,  perhaps,  endangering  its  own  existence ;  whether 
it  would  alter,  and  in  what  manner,  and  to  what  extent,  the 
existing  direction  of  the  current,  and  so  cause  the  formation 
of  eddies  and  still  water,  and  their  constant  attendants, 
shoals  and  banks  of  deposit ;  or  whether  the  obstruction  of 
its  piers  might  not,  in  times  of  floods,  by  damming  back  the 
water,  occasion  the  overflow  of  tracts  of  country  adjoining 
the  river  above  the  site  of  the  bridge — are  all  inquiries  of 
immense  importance,  which  require  to  be  duly  weighed  and 
considered  previous  to  determining  the  proportions  which 
ought  to  be  given  to  the  several  parts  of  the  structure. 

There  are  three  different  kinds  of  bridges,  namely,  those 
of  masonry,  those  of  iron  or  timber,  and  those  on  the  sus- 
pension principle,  each  of  which  is  peculiarly  adapted  for 
certain  situations  and  circumstances;  and,  therefore,  the 
kind  of  bridge  to  be  adopted  is  also  a  point,  to  be  considered 
in  the  flrst  stage  of  the  investigation,  although  there  are 
certain  situations  for  which  one  kind  of  bridge  would  be  as 
well  suited  as  another,  in  which  cases  the  choice  becomes 
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merely  one  of  taste,  or  is  determined  by  pecuniary  con- 
siderations. 

With  regard  to  the  selection  of  the  best  site  for  a  bridge, 
in  many  cases  very  little  room  is  left  for  the  exercise  of  the 
engineer's  judgment  in  the  matter,  the  position  of  the  bridge 
being  determined  by  other  circumstances,  such  as  the  neces- 
sity of  joining  two  existing  roads,  or  of  avoiding  interference 
with  existing  establishments  on  the  river*s  banks.  Where, 
however,  the  choice  of  its  position  is  left  with  the  engineer, 
it  becomes  necessary  for  him  to  make  a  careful  personal 
inspection  of  the  locality,  to  have  the  banks  of  the  river 
accurately  surveyed,  as  well  as  soundings  taken  of  the  depth 
of  the  river  at  uniform  distances  apart,  and  borings  of  the 
nature  of  the  strata  composing  its  bed.  In  addition  to 
which,  he  should  inform  himself  of  the  velocity  of  the 
stream,  the  height  of  the  water,  and  the  quantity  passing 
down  the  river  at  all  times  and  seasons  of  the  year,  as  well 
as  the  nature  and  extent  of  the  trade  carried  on  upon  it. 
Prepared  with  these  data,  he  will  be  in  a  position  properly 
to  consider  the  subject,  and  to  arrive  at  correct  conclusions. 
In  the  infinite  number  of  different  cases  and  varying  circum- 
stances which  may  arise  in  practice,  it  would  be  impossible 
to  lay  down  any  general  laws  upon  this  subject,  but  the  fol- 
lowing hints  will  be  found  of  service  in  guiding  to  a  correct 
determination.  That  part  of  the  river  should  be  selected 
whose  course  is  straightest,  bends  and  sharp  turns  being 
very  unsuitable  situations  for  a  bridge,  because  at  such 
parts  the  stream  is  usually  irregular,  and  not  parallel  to  the 
river^s  banks ;  and  unless  the  piers  of  the  bridge  were  placed 
parallel  to  the  direction  of  the  stream,  which  in  such  a  situa- 
tion they  could  hardly  be,  they  would  offer  a  much  greater 
obstruction  to  the  motion  of  the  water,  occasion  eddies  and 
shoals  below  the  bridge,  be  liable  to  be  undermined  by  the 
action  of  the  stream  acting  only  on  one  side  of  the  pier,  and 
endanger  the  safety  of  vessels  navigating  the  river  by  their 
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tendeney  to  be  carried  against  the  pters.  For  the  same 
reasonSi  the  bridge,  if  possible,  should  cross  the  river  at 
right  angles  to  the  coarse  of  the  stream,  and,  if  this  be  pre- 
vented by  circumstances,  the  piers  mast  still  be  placed 
parallel  to  the  stream,  and  making  an  angle  with  the  direc- 
tion of  the  bridge.  An  arch  so  constracted  is  termed  a  sketo 
arch,  and  the  angle  formed  by  the  sides  of  the  piers  and  a 
line  perpendicalar  to  the  direction  of  the  bridge  is  termed 
the  angle  of  skew,  and  shoald  not  exceed  seventy  degrees. 
Not  only  mast  the  engineer,  however,  be  carefal  to  con- 
stract  his  piers  in  sach  a  manner  as  not  to  alter  the  direction 
of  the  stream,  he  mast  also  see  that  its  velocity  is  not  mate- 
rially increased,  which,  if  the  bed  of  the  river  is  of  a  soft  or 
loose  natore,  would  cause  it  to  be  rapidly  scoured  away, 
and,  by  undermining  the  foundations  of  the  bridge,  in  time 
endanger  its  stability.  The  following  table,  taken  from  the 
Edinburgh  Encyclopadiay  exhibits  the  velocity  of  stream, 
which,  under  ordinary  circumstances,  the  various  descrip- 
tions of  soil  enumerated  are  capable  of  resisting. 


The  Ordinary  nature 
of  eoxxent* 


Very  slow 


srvsj 
idint 


Gliding 

Gentle  

Begnlar 

Oi-dinary  velocity .... 
Eztraotoinaiy    and 

floods  

Extraordinary  floods 

rapids 

Torrents  and  cataracts 


rapid 
and 


Velocity. 

In  feet 

In  miles 

per 

per 

second. 

hour. 

• 

0-26 

0-171 

0-50 

0-341 

1-00 

0682 

2-00 

1-364 

8-00 

S'046 

S'86 

2^84 

8*46 

2-362 

8-66 

2-420 

9-86 

6-728 

Materials  that  resist  these  ve- 
locities, and  yield  to  more 
powerfol  ones. 


Wet  groondi  mod. 

Soft  day. 

Sand. 

Gravel. 

Stony. 

Broken  stones,  flints. 

Collected  pebbles,  soft  schists. 
Beds  of  rocks. 
Hardened  rocks. 


It  should,  however,  be  observed,  that  the  scouring  influ- 
ence of  rivers  depends  not  only  on  the  velocity  with  which 
they  move,  but  also  upon  the  deptJi  or  weight  of  water  resting 
upon  their  bed.  The  reason  of  this  will  be  readily  under- 
stood if  we  consider  that  the  water  acts  upon  the  materials 
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composing  the  bed  of  the  river  by  its  ftietum  very  much  in 
the  same  manner  as  a  solid  body  would ;  and  it  therefore 
follows  that  the  more  heavily  the  water  is  pressed  against 
the  groondy  the  greater  will  be  its  friction,  and  the  more 
powerfal  its  scouring  agency ;  in  addition  to  which,  when 
the  depth  is  considerable,  the  increased  pressure  of  the 
water  causes  it  the  more  readily  to  insinuate  itself  into  the 
interstices  of  the  strata,  which  it  thus  loosens  and  assists  in 
breaking  up.  It  is,  however,  only  in  the  first  act  of  break- 
ing up  the  bed  of  the  river  that  an  increase  of  the  depth  of 
water  influences  and  increases  its  scouring  effect ;  the  power 
of  the  water  to  carry  or  roll  onward  the  matters  which  it 
has  torn  up  depends  only  upon  its  velocity,  always  suppos- 
ing that  the  quantity  of  the  water  is  such,  that  its  momentum 
is  not  influenced  by  the  resistance  of  these  matters,  and  that 
the  depths  are  within  such  limits  that  the  specific  gravity  of 
the  water  is  not  materially  increased  by  compression. 

The  most  important  point  claiming  the  attention  of  the 
engineer,  as  far  as  the  stability  of  the  bridge  is  concerned,  is 
to  obtain  a  secure  and  unyielding  foundation  for  the  piers 
and  abutments,  such  as  will  safely  support  the  superincum- 
bent weight  of  the  bridge  and  its  load,  and  is  not  likely  to  be 
afiected  or  disturbed  by  changes  in  the  bed  of  the  river,  or 
other  circumstances. 

It  may  here  be  generally  observed,  that  while  bridges  of 
masonry  are  best  adapted  for  the  support  and  conveyance 
of  heavy  and  continuous  traffic,  such  as  that  passing  daily 
over  London  Bridge,  they  offer  greater  obstruction  both  to 
the  stream  and  navigation  than  either  iron  or  suspension 
bridges,  on  account  of  the  comparative  smallness  in  the  span 
of  their  arches,  and  the  piers  occupying  a  space  varying,  in 
the  examples  which  we  have  given  in  the  tables  following,* 
from  a-i^th  or  i^ths  of  the  span,  as  in  the  bridge  of  the 
Holy  Tiinify  at  Florenee,  to  7  V»th  or  ^ths,  as  ir  the  Neuilly 

•  See  Tables,  pp.  230,  247,  and  26C. 

L  3 


226  THE   RUBIMENTS  OF   CIVIL  ENGINEERIKO. 

Bridge  over  the  Seine ;  while  those  of  the  iron  bridge 
vaxy  from  fyi^  or  Atbs,  as  in  Vanxhall  Bridge,  to  r^,th 
or  iVnds,  as  in  the  Pont  du  Carronsel ;  and  those  of  the 
gaspension  bridges  from  ^th  or  -,*<ths,  as  in  the  Brighton 
Chain  Pier,  to  i^th  or  Wths,  as  in  the  bridge  near  Fri- 
bonrg.  These  numbers  may  be  taken  as  those  representing 
the  comparative  obstruction  which  the  respective  bridges 
offer  to  the  stream ;  bat  that  which  affects  the  navigation 
depends  not  only  npou  the  width  or  span,  bnt  also  on  the 
height  or  headway  afforded  under  the  arch  of  the  bridge ;  so 
that  we  should,  aa  f ar  as  the  facilities  which  each  ofTers  to 
the  navigation,  rather  compare  the  area  of  the  space  between 
the  intrados  of  the  arch  and  the  sorface  of  the  water ; 
and  this  we  have  done  in  the  following  table,  takiag  as  an 
example  of  bridges  of  masonry,  London  Bridge ;  of  iron, 
Sonthwaik  Bridge ;  and  of  suspension  bridges,  that  across 
the  Thames,  near  Charing  Cross.  There  is  another  point,  in 
respect  of  which  the  suspension  bridges  and  those  of  iron  are 
preferable  to  those  of  masonry,  and  this  is  their  much  smaller 
weight,  a  point  which  we  have  illnstrated  by  a  comparison  of 
the  weight  of  the  centre  arches  and  piers  of  the  three  bridges 
above  mentioned.  Although,  however,  with  these  advan- 
tages, they  may  be  also  considered  as  mnch  less  costly,  there 
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are  certain  situations  in  which  undoubted  preference  should 
be  given  to  bridges  of  masonry.  Such  are  those  in  which 
the  traffic  is  continuous  and  heavy,  or  the  site  much  exposed 
to  hurricanes  and  tempests ;  in  either  of  which  case  a  suspen- 
sion bridge  would  not  be  advisable,  as  would  not  ao  iron 
bridge  in  the  former. 


CHAPTER  XVn. 

BRIDGES  OF  MASONRY. 

Havino  already  stated,  at  some  length,  the  principles  upon 
which  the  eqnilibrinm  of  arches  of  masonry  depend,  and 
given  rnles  for  finding  the  pressure  npon  the  keystone  by 
which  its  depth  should  be  determined,  and,  that  being  fixed 
for  so  proportioning  the  depth  of  the  other  parts  of  the  arch 
that  the  whole  may  be  in  eqnilibriam,  it  only  remains  here 
to  offer  a  few  remarks  npon  the  practical  use  of  these  roles. 
By  reference  to  the  table  on  page  219  it  will  be  seen  how 
widely  the  practice  of  engineers  differs  with  regard  to  the 
load  which  they  consider  it  safe  to  place  upon  an  arch  of 
masonry.  Taking  into  consideration  the  materials  of  which 
it  is  composed,  the  bridge  which  carries  the  Great  Wes- 
tern Railway  across  the  Thames,  near  Maidenhead,  is  cer- 
tainly the  boldest  which  has  ever  been  constructed,  the 
actual  pressure  at  the  crown  of  the  arch  being  about  one- 
third  of  that  which  would  begin  to  injure  the  cohesive 
strength  of  the  material  of  which  it  is  composed.  And, 
although  the  construction  of  this  bridge  has  shown  that  it  is 
practicable  to  approach  much  closer  to  the  load  which  would 
cause  failure  than  had  before  been  considered  safe,  it  is 
questionable  how  far  prudence  would  warrant  such  an  ap- 
.proach  in  ordinary  cases,  especially  when  we  consider  how 
many  accidental  circumstances  may  deteriorate  the  stability 
of  the  arch,  to  guard  against  which  it  seems  desirable  that  a 
much  wider  margin  should  usually  be  given,  and  that  the 
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greatest  load  upon  the  key-stone  should  not  be  greater 
than  iVth  of  that  which  would  begin  to  crush  its  material  in 
bridges  exposed  to  only  ordinary  traffic,  and  in  those  which  are 
continually  exposed  to  the  tremour  and  vibration  occasioned 
by  a  continuous  and  very  heavy  traffic  not  more  than  ^th. 

We  have  in  the  annexed  table  exhibited  the  proportions 
and  dimensions  of  some  of  the  principal  bridges  in  Europe, 
in  which  we  have  given  the  radius  of  curvature  of  the  main 
arch  at  its  soffit,  as  well  as  the  depth  of  their  key-stones  and 
the  materials  of  which  they  are  composed,  from  which  the 
student  will  be  enabled  to  observe  the  proportions  which  have 
been  adopted  by  some  of  the  most  eminent  engineers. 
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In  the  aeeompanying  figure,  140,  we  have  shown  the 
intradoses  or  profiles  of  the  principal  arch  of  each  of  the 
bridges  mentioned  in  the  foregoing  table,  all  drawn  to  the 
same  scale,  so  as  to  afford  at  one  view  a  comparison  of  their 
relative  size  and  form. 

In  the  constmetion  of  a  bridge  the  most  important  point 
is  to  obtain  an  nnyielding  foimdation  for  the  piers  and  abut- 
ments, and,  if  this  can  be  secnred,  the  engineer  may  with 
safety  adopt  bold  proportions  for  the  arches  of  his  bridge ; 
bat,  in  a  situation  in  which  the  piers  wonld  be  likely  to  settle 
to  any  extent,  every  precaution  shonld  be  taken  to  increase  the 
stability  of  the  arches.  It  is  a  matter  which  may  reasonably 
excite  surprise  that  engfaieers  should  so  nniversally  con- 
struct the  piers  of  their  bridges  with  solid  masonry,  since  a 
very  little  consideration  would  suffice  to  show  that  such  a 
mode  of  construction  is  usually  the  worst  which  could  be 
adopted,  especially  where  the  ground  beneath  the  piers  is  of 
a  yielding  nature.  The  real  office  which  the  pier  of  an  arch 
is  intended  to  perform  is  merely  to  support  the  arch,  to 
receive  its  weight,  and  transmit  it  to  the  foundation,  and  it 
performs  this  in  the  most  perfect  manner  when  it  adds  to  that 
weight  in  the  least  degree ;  in  most  cases,  however,  the 
weight  of  the  pier  itself  is  equal  to  about  half  that  of  the 
superincumbent  arch,"*"  so  that  the  weight  which  the  founda- 
tions have  to  carry  is  half  as  much  again  as  the  real  weight 
of  the  bridge.  In  the  construction  of  the  piers  of  a  bridge, 
the  points  which  ought  to  be  attended  to  are  as  follows, 
namely,  that  the  substance  of  the  pier  shall  be  sufficient  to 
enable  it  to  sustain  without  injury  the  vertical  pressure  of 
the  arch  and  its  load,  as  well  as  that  of  the  water  and  any 

•  By  reference  to  the  table  at  page  226,  it  will  be  seen  that  the 
weight  of  that  portion  of  the  pier  of  London  Bridge  below  the  spring- 
ing is  nearly  equal  to  half  that  of  the  centre  arch ;  and  that,  in  the 
case  of  Southwark  Bridge,  the  weight  of  the  pier  is  more  than  twice 
as  great  as  that  of  the  superstructure,  which  it  merely  serves  to 
support. 
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accidental  force  to  which  it  might,  under  extraordinary  cir- 
enmstanceS)  be  liable  to  be  exposed;  and  that  its  base 
should  be  of  snch  dimensions,  that  the  pressure  arising  from 
its  own  weight,  and  that  which  is  insistent  upon  it,  may  be 
distributed  over  a  sufficiently  large  area  of  ground.  Now,  so 
long  as  these  two  conditions  are  fulfilled,  it  is  sufficient ;  and 
any  additional  substance  given  to  the  pier  is  clearly  so  much 
additional  load  thrown  upon  the  foundations,  and  is  positively 
detrimental  to  the  stability  and  security  of  the  structure. 

Perronet  appears  to  have  understood  better  the  real  use 
of  piers,  although  he  seems  to  have  been  more  disposed  to 
lighten  them  by  reducing  their  external  dimensions  rather 
than  by  constructing  them  hollow;  for  instance,  in  the 
Nenilly  Bridge,  already  mentioned,  we  find  the  piers  are  less 
than  one-ninth  of  the  span  of  the  arch.  In  the  bridge  of 
St.  Maxence  he  has,  however,  effected  the  same  object  by 
carrying  up  the  piers  in  four  columns  united  in  pairs,  and 
taming  a  small  arch  across  between  them  intersecting  the 
main  arch  of  the  bridge,  as  shown  in  Figs.  14]. 

The  foregoing  remarks  apply  with  equal  force  in  the  case 
of  abutments  as  in  that  of  piers,  the  usual  practice  in  the 
construction  of  which  has  been  to  form  a  solid  mass  of 
masonry,  the  weight  of  which  materially  assists  the  thrust  of 
the  arch  in  producing  settlement  by  the  compression  of  the 
ground  upon  which  it  rests.  It  is  obvious  that  the  real  use 
of  an  abutment  to  an  arch  is  nothing  more  than  to  extend 
the  surface  upon  which  it  rests  and  from  which  it  derives 
support,  without  at  the  same  time  materially  increasing  its 
pressure,  and  so,  by  reducing  the  load  on  any  given  area, 
to  increase  the  stability  of  the  structure  ;  whereas  it  would 
be  found,  in  the  majority  of  cases,  that  the  pressure  upon 
every  square  foot  of  the  surface  at  the  springing  is  less  than 
that  which  the  thrust  of  the  arch  and  the  additional  weight 
of  the  abutment  together  occasion  on  the  foundation  upon 
which  they  rest. 
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In  building  a  HtractaTei  the  weiglit  of  which  ie  considei- 
able,  npDD  any  kind  of  sabetratiam  (excepting  only  rock), 
some  amoont  of  sinking  or  settiement  from  the  compresBioii 
of  the  ground  will  almost  always  be  foand  to  take  placet 
and  as  it  is  very  desirable,  in  the  case  of  a  bridge,  that  the 
Bettlement  of  the  piers  and  abutments,  if  any,  should  take 
place  previous  to  the  construction  of  the  arch,  the  piers  and 
abutments,  when  built  up  to  the  springing  course,  should  be 


Eigi.  HI.— Bridge  of  St.  Uaxenoe. 


loaded  with  a  weight  at  least  equal  to  that  of  the  arch  which 
they  are  afterwards  to  carry ;  and  in  this  state  they  shoold 
be  left,  if  possible,  for  some  months,  daring  which   period 
the  water  should  be  admitted  into  the  interior  of  the  coffer  I 
dams,  so  th&t  the  piers  may  be  brought  as  nearly  as  possible  I 
into  the  same  condition  as  that  in  which  they  would  be  when  . 
the  bridge  was  completed ;  so  that,  if  the  ground  is  disposed  I 
to  yield  nnder  the  joint  influence  of  the  water  and  the  load, 
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it  may  do  so  before  the  construction  of  the  arches  is  com- 
menced. 

Previons  to  the  piers  being  loaded,  and  at  regular  intervals 
afterwards,  careful  levels  should  be  taken  to  ascertain 
whether  any  settlement  has  occurred ;  and  as  soon  as  it  has 
been  found  by  means  of  these  observations  that  all  subsi* 
dence  has  ceased,  and  not  until  then,  the  arches  should  be 
commenced.  The  loading  of  the  piers  should  be  gradually 
removed  as  the  arches  progress^  in  such  a  manner  that  the 
weight  upon  the  piers  may  be  maintained  as  nearly  uniform 
as  possible. 

Next  in  importance  to  securing  a  firm  foundation  for  the 
piers  and  abutments  is  the  proper  construction  of  the  arch 
itself.  Could  the  arch-stones  or  voussoirs  be  worked  with 
perfect  accuracy  to  the  wedge  form  required,  and  then  be 
brought  into  immedis^te  contact  without  the  interposition  of 
any  mortar  or  cement,  as  was  frequently  done  by  the  Romans 
and  the  Oyclopaaan  builders  of  old,  we  should  have  an  arch 
in  the  highest  perfection,  not  liable  to  settlement,  and  which 
would  maintain  its  form  unaltered  as  long  as  the  materials  of 
the  stone  endured.  Although,  however,  we  cannot  in  prac- 
tice dispense  entirely  witti  mortar  between  the  joints,  they 
inay  be  reduced  so  much  in  thickness  as  to  leave  but  small 
room  for  any  after-settlement  in  the  arch  arising  from  their 
compression ;  and,  by  proper  attention  to  these  points,  engi- 
neers have  so  far  succeeded  as  to  be  able  to  construct  arches 
of  two  hundred  feet  span,  with  a  settlement  in  the  crown  of 
the  arch  of  scarcely  2i  inches. 

To  support  the  voussoirs  of  the  arch  during  its  construc- 
tion and  until  the  insertion  of  the  key-stone,  it  is  requisite  to 
liave  a  timber  platform  termed  the  centre  or  centering,  the 
npper  surface  of  which  is  made  to  correspond  accurately 
with  the  intrados  of  the  arch,  so  that  the  stones  being  placed 
open  it  may  be  retained  in  their  proper  position,  until  the 
arch  is  completed  by  the  insertion  of  the  key-stone. 
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It  18  requisite  that  the  centre  of  an  arch,  of  any  size, 
Bhoold  be  constmcted  with  the  greatest  possible  care,  and  in 
such  a  manner  that  the  weight  of  the  arch-stones  may  not 
alter  its  form ;  a  point  very  difficult  to  be  secured  with  a 
material  so  elastic  as  timber,  and  where  the  load  is  at  first 
thrown  only  on  a  small  portion  of  the  framing.  In  cases 
where  this  has  not  been  sufficiently  attended  to,  it  has  been 
found  requisite  to  place  a  load  upon  the  middle  of  the  centres, 
to  coxmteract  their  tendency  to  rise  at  that  point,  occasioned 
by  the  depression  of  their  haunches  under  the  weight  of  the 
arch-stones.  And  in  the  centres  for  the  Neuilly  Bridge, 
designed  by  Perronet,  from  their  peculiar  mode  of  construc- 
tion, the  settlement  was  so  considerable  (nearly  two  feet  at 
the  crown)  that  a  variety  of  expedients  had  to  be  resorted  to, 
to  prevent  their  being  crushed,  and  letting  down  the  arches. 
It  is  also  requisite  in  the  centre  of  an  arch  to  have  the  means 
of  gradually  lowering  the  centre  as  soon  after  the  completion 
of  the  arch  as  may  be  deemed  prudent,  which  should  be 
done  in  the  most  regular  and  gradual  manner,  in  order  that 
the  arch  may  have  time  to  settle  equally ;  this  operation  is 
technically  termed  striking  the  centres,  because  they  are 
usually  supported  on  wedges,  the  striking  out  of  which 
allows  of  its  gradual  descent,  in  the  manner  which  we  have 
described. 

As  an  illustration  of  the  practical  operations  involved  in 
the  construction  of  a  stone  bridge,  we  have  selected  the 
Grosvenor  Bridge  over  the  Dee,  at  Chester,  not  only  on 
account  of  the  boldness  of  the  arch,  but  also  because  several 
novel  expedients  were  adopted  by  its  engineer,  Mr.  Hartley, 
of  Liverpool,  with  very  great  success.  The  profile  of  the 
arch  is  shown  by  the  line  10  in  Fig.  140,  and  the  principal 
dimensions  of  the  bridge  will  be  found  in  the  table  at  page 
2B0.  Fig.  142  is  an  elevation  of  the  bridge,  and  Fig.  148  a 
longitudinal  section  of  half  the  arch  and  the  north  abutment, 
showing  the  centre  upon  which  it  was  constructed. 
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Th«  Bontli  abntment  of  the  aroh  is 
founded  npon  the  solid  lock,  as  is  also 
the  principal  portion  of  that  on  the 
Dorth  aide ;  bat  the  rook  eaddenly  ter- 
minating at  A,  and  being  sacceeded  by 
a  Btratam  of  very  loose  sand,  it  was 
found  necessary  to  drive  piles  for  the 
sapport  of  the  back  portion  of  the  abnt- 
ment, as  shown  in  the  figure.  The 
material  of  which  the  bridge  ia  cou- 
stmcted  is  the  native  sandstone,  with 
the  exception  of  the  face  of  the  abut- 
ments and  the  two  first  couraeB  of  the 
arch,  which  are  of  gr^te,  and  the 
three  centre  coorses  of  the  arch  and 
the  qnoina,  which  are  of  ADgleeea  mar- 
ble or  limestone.  By  an  inspection  of 
the  plate  it  will  be  seen  that  the  prin- 
ciple of  the  arch  is  carried  out  in  the 
abutments,  the  courses  of  which  are 
made  to  radiate  towards  the  centre  of 
the  intrados  of  the  bridge,  nntil  they 
meet  the  rock,  in  which  steps  were 
cQt,  the  bed  of  which  partook  of  the 
same  slope,  so  that  the  rock  itself  may 
he  regarded .  as  the  actual  abntment  of 
the  arch. 

Upon  striking  the  centres  of  bridges, 
it  is  asnaily  fonnd  that,  in  consequence 
of  the  compression  in  a  greater  or  less 
degree  of  the  mortar  in  the  joints  of 
the  vouBsoira,  the  form  of  the  arch  be- 
comes modified,  on  acconnt  of  the 
greater  settlement  of  the  stones  in  the 
<«ntre  or  crown  of  the  arch.      The 
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reason  of  which  is,  that  as  the  stones  approach  the  haunches 
they  become  less  inclined  to  the  horizon,  and  a  greater 
portion  of  their  weight  is  thrown  upon  the  joint,  less  being 
borne  by  the  centre,  from  which  cause  the  compression  of 
the  joints  near  the  haunches  takes  place  during .  the  con- 
struction of  the  bridge ;  whereas,  in  those  stones  which  are 
near  the  crown  of  the  arch,  their  weight  being  almost 
entirely  borne  by  the  centres,  the  joints  are  but  slightly 
compressed  until  the  weight  of  the  stones  is  brought 
upon  them  by  the  operation  of  striking  the  centres,  and  then 
the  settlement  consequent  upon  this  compression  takes  place. 
We  have  already  explained,  while  treating  of  the  stability 
of  arches,  that,  when  the  crown  of  an  arch  sinks,  the  ten- 
dency of  the  arch-stones  near  the  crown  is  to  turn  upon 
their  outer  edges,  and  of  those  near  the  haunches  upon  their 
inner  edges,  in  the  manner  shown  in  Fig.  1B6,  the  effect  of 
which  is  frequently  seen  in  the  opening  of  the  joints  at  the 
back  of  the  arch  at  the  haunches,  and  on  the  soffit  of  the 
arch  near  the  crown,  pieces  being  frequently  splintered  off 
from  the  opposite  edges  of  the  joints  in  consequence  of  this 
tendency  to  turn  about  them. 

Now  in  the  Chester  Bridge  this  tendency  of  the  joints  to 
open  was  guarded  against  by  the  insertion  of  thin  plates  of 
lead  between  the  arch-stones  on  each  side,  from  the  spring- 
ing up  as  far  as  that  point  in  the  arch  where  the  line  of 
pressure  passes  through  the  centre  of  the  stones,  which  in 
this  case  was  assumed  to  be  at  about  one-third  of  the  arch ; 
and  further,  by  two  wedges  of  lead  being  laid  under  the 
springing  course,  which  were  an  inch  and  a  half  in  thickness 
on  the  flEtce  of  the  arch,  and  ran  out  to  nothing  at  the  back. 
By  these  means,  as  the  arch  settled,  the  lead,  being  of  a 
yielding  nature,  became  slightly  compressed,  and  caused  the 
pressure  to  be  more  equally  distributed  over  the  surface  of 
the  joints.  The  following  method  was  also  adopted  of 
setting  the  key-stones,  by  which  the  joints  near  the  crown 
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of  the  arch  were  somewhat  compressed  previous  io  the 
centres  being  struck :  three  thin  strips  of  lead  were  placed 
on  the  sides  of  each  of  the  stones  composing  the  last  coarse 
on  each  side  of  the  key-stones,  which  latter,  having  been 
besmeared  with  a  thin  kind  of  putty,  composed  of  white  lead 
and  oil,  were  forced  down  into  their  places  by  a  small  pile- 
driving  engine,  the  strips  of  lead  serving  as  slides  to  prevent 
the  stones  rubbing  against  each  other. 

We  have  yet  to  describe  the  centre,  which  was  designed 
by  Mr.  Trubshaw,  the  contractor  for  the  bridge,  and  differed 
very  materially  from  any  which  had  been  previously  con- 
structed. It  was  supported  upon  four  temporary  piers 
of  stone,  built  in  the  river,  two  of  which  are  shown  in 
the  section  (Fig.  148).  From  the  tops  of  these  piers  the 
timbers  which  were  intended  to  support  the  arch-stones 
radiated  in  the  manner  shown  in  the  drawing,  their  lower 
end  being  secured  in  a  cast-iron  shoe  fixed  on  the  pier  for 
their  reception,  and  their  upper  ends  being  connected 
together  and  retained  at  nearly  equal  distances  apart  by  two 
thicknesses  of  planks  bent  round  to  the  form  of  the  arch ; 
and  they  were  stUl  further  secured  by  the  horizontal  timbers 
to  which  they  were  bolted.  There  were  six  of  each  of 
these  fan-like  framings  in  the  width  of  the  bridge,  placed  at 
equal  distances  apart,  and  steadied  by  transverse  timbers. 
The  timbers  for  the  support  of  the  arch-stones,  techni- 
cally called  laggings  (one  of  which  was  placed  under 
every  joint),  were  supported  upon  the  curved  rim  of  each 
of  the  framings,  folding  wedges  being  placed  under  them, 
so  that,  by  driving  the  wedges  back,  any  portion  of  the 
arch  might  be  gradually  lowered  at  pleasure.  The  pecu- 
liarity in  the  construction  of  this  centre  consisted  principally 
in  the  timbers  being  disposed  radially,  so  as  to  receive  the 
pressure  of  the  voussoirs  in  the  direction  of  their  length, 
after  the  manner  of  a  pillar,  in  which  direction  timber,  when 
gubjected  even  to  very  considerable  strains,  suffers  very 
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slight  compression ;  and  theso  centres  were  not,  therefore, 
liahle  to  the  failing  of  too  many  others,  that  of  change  of 
form,  nnder  the  unequally  distributed  load  of  the  arch  while 
in  course  of  construction.  The  manner  in  which  the  centres 
were  struck  was  also  peculiar,  that  of  having  separated 
wedges  under  each  arch- stone,  so  that  any  portion  of  the 
arch  might  be  relieved  from  support,  while  the  remainder 
was  still  borne  by  the  centre ;  and  thus  the  engineer  pos- 
sessed the  power  of  allowing  those  parts  of  the  arch  to  settle 
first  which  he  might  think  desirable.  Whereas  in  the  ordinary 
form  of  centre  it  is  usual  to  have  the  entire  span  of  the  arch 
in  one  framing  supported  upon  wedges  at  each  extremity, 
upon  striking  which  the  whole  of  the  centre  would  be  lowered 
simultaneously.* 

The  method  which  we  have  above  described,  of  inserting 
strips  of  lead  between  the  joints  of  the  voussoirs,  was  adopted 
with  the  same  object  in  the  construction  of  a  bridge  over 
the  Dora  Biparia,  near- Turin.  In  this  instance  the  engineer 
constructed  the  centre  with  a  greater  rise  than  that  which  he 
intended  the  arch  to  have  when  completed,  so  as  to  allow  for 
its  settlement :  the  span  of  the  arch  was  147*64  feet,  and  the 
versine  or  rise  18*04  feet,  while  that  of  the  centres  was  made 
equal  to  18*9,  or  about  10  inches  greater.  The  arch-stones, 
which  were  of  granite,  having  been  accurately  formed  to  the 
proper  wedge-form,  were  then  put  in  their  places  on  the 
centre,  in  such  a  manner  that  the  joints  near  the  haunches 
were  made  wider  on  the  face  of  the  arch  than  at  the  back, 
those  midway  being  made  parallel,  and  those  near  the  crown 
wider  at  the  back  than  on  the  face  of  the  arch,  no  mortar 
or  cement  being  placed  between  the  stones,  which  were  kept 
at  the  proper  distances  apart  by  wedges  of  iron  and  lead 
driven  in  between  them.     When  the  whole  arch  had  thus 

*  For  a  further  description  of  this  bridge,  and  plates  showing  thfl 
details  of  its  construction,  the  reader  is  referred  to  the  Transactiom 
of  the  Institution  of  Civil  EngineerSf  vol.  i.  p  2^7. 
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■unt  cf  1}  inffa.  but  wichoat  pfodnong  Kny  im^nl&iity  in 
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Tbe  el^vatioa  (Fig.  144>  rf  th«  bndgie  emistnicted  hy  Tel- 
ford orer  the  Sc*«ni.  *t  Gleonster,  has  bees  introdoeed  for 


the  purpose  of  pointing  oat  a  peculiarity  in  the  form  of  its 
MolBt,  flrrt  Bnggested  by  Perronet,  which  consists  in  making 
the  carve  of  the  intradoa  of  the  arch  flatter  at  the  face  than 
in  the  middle  of  the  arch,  so  as  to  form  a  kind  of  splay  on 
each  side,  commencing  at  the  haonches  and  dying  away  at 
the  crown  where  the  two  corves  are  made  to  coincide,  and  at 
which  point  alone  the  soffit  of  the  arch  is  straight  on  the 
traniveree  section,  tn  the  example  which  we  have  selected, 
the  fonn  of  the  arch  in  the  centre  is  an  ellipse,  as  shown  by 
the  line  8,  Fig.  140,  while  the  line  of  the  intrados  on  each  of 
the  external  faces  of  the  bridge  forms  a  flat  segment  of  a 
t  ef  thi  Imfitu- 
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circle.  Perronet  himself  applied  this  pecaliar  mode  of  form- 
ing the  soffit  in  the  Nenilly  Bridge,  over  the  Seine,  already 
referred  to,  the  dimensions  of  which  have  heen  given  in 
the  table  at  page  280.  The  same  principle  was  also  adopted 
in  the  bridge  which  we  have  mentioned  above  as  being  con- 
stmcted  over  the  Dora  Riparia,  near  Turin  ;  bnt  in  this  case 
both  the  curves  are  segments,  only  the  external  one  is  much 
flatter  than  the  other.  In  addition  to  the  pleasing  effect  of 
lightness  and  grace  which  this  method  of  forming  the  soffit 
of  an  arch  affords,  it  possesses  some  advantage  in  saving  of 
material,  as  well  as  affording  a  better  form  (somewhat  re- 
sembling that  of  the  contracted  vein)  for  the  passage  of 
water,  in  cases  where  the  river,  in  time  of  floods,  is  liable  to 
rise  above  the  springing  of  the  arch. 


v2 


CHAPTER  XVra. 
CAST-IRON  BEIDGES. 

The  principle  which  has  nsaally  been  adopted  in  the  con- 
straction  of  bridges  of  cast  iron  is  to  support  the  roadway 
upon  separate  ribs,  each  of  which  partakes  of  the  properties  of 
an  arch,  being  sabjected  in  like  manner  entirely  to  a  com- 
pressive force.  They  differ,  however,  essentially  from  an 
arch  of  masonry,  in  respect  of  the  parts  of  which  these  ribs 
are  composed  (and  which  answer  to  the  voussoirs  of  the  arch) 
being  so  securely  connected  together  as  to  prevent  the  pos- 
sibility of  rotation  about  their  edges,  should  the  line  of 
pressure  deviate  beyond  the  substance  of  the  rib.  In  an 
arch  of  masonry,  the  object  is  so  to  proportion  the  depth  of 
the  arch  in  every  part  that  it  may  be  equilibriated,  or,  in 
other  words,  that  the  line  of  pressure  may  everywhere  pass 
directly  through  the  centre  of  every  one  of  the  joints  of  the 
voussoirs.  In  an  arched  rib  of  cast  iron,  on  the  contrary, 
the  object  is  so  to  form  the  framing  of  the  ribs  and  spandrils 
(which,  although  in  separate  parts,  should  be  so  connected 
together  as  to  be  one)  as  to  insure  the  utmost  rigidity  and 
stiffness  combined  with  lightness.  It  is,  then,  a  matter  of 
small  importance,  whether  the  line  of  resistance  passes 
exactly  along  the  centre  of  the  rib,  because  the  whole  semi- 
arch  may  be  looked  upon  as  one  huge  voussoir,  supported  at 
its  lower  end  upon  the  pier,  and  at  its  upper  extremity 
by  the  equal  and  similar  pressure  of  the  other  semi-arch. 
We  have  already  given  a  rule  by  which  the  crushing  strain 
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on  the  rib  at  the  crown  of  the  arch  may  be  determined ;  it 
may,  however,  be  desirable  to  illustrate  its  practical  applica- 
tion, for  which  purpose  we  have  selected  Southwark  Bridge. 
In  this  case,  the  weight  of  half  the  centre  arch,  with  the 
roadway,  is  about  1,520  tons,  and  the  horizontal  distance  of 
the  centre  of  gravity  of  the  same  from  the  springing  about 
56  feet,*  and  the  versine  or  rise  of  the  arch  is  24  feet.  Theu 
we  have  from  the  rule,  as  56  is  to  24,  so  is  the  horizontal 
thrust  to  1,520,  which  gives  8,547  tons  for  the  horizontal 
thrust  at  the  crown  of  the  arch,  or  the  strain  tending  to 
crush  the  cast-iron  ribs.  This  strain  may  be  supposed, 
without  any  sensible  practical  error,  to  be  equally  borne  by 
all  the  ribs,  of  which  there  are  eight ;  and  the  sectional 
area  of  each  being  about  214  square  inches,  we  have  for  the 
compressive  strain  upon  every  square  inch  of  the  ribs  about 
4,650  lbs.,  or  only  -^id  of  that  which  would  be  required  to 
crush  the  material,  t 

In  the  following  table  we  have  collected  the  principal 
dimensions  of  a  few  of  the  more  important  cast-iron  bridges 

*  The  distance  of  the  centre  of  gravity  of  the  whole  maas,  from 
the  springing  of  the  arch,  is  found  hy  multiplying  the  weight 
of  each  separate  part  by  the  distance  of  its  centre  of  gravity 
from  the  springing,  and  dividing  the  sum  of  the  products  thus 
obtained  for  all  the  parts  of  the  bridge  by  the  weight  of  the  whole 
mass. 

t  It  has  been  supposed  by  some  that  in  Southwark  and  many 
other  iron  bridges,  little  or  no  additional  strength  is  derived  from  the 
arched  form  of  the  ribs,  and  that  the  real  strain  to  which  they  are 
exposed  is  similar  to  that  of  a  girder  supported  at  each  end  and 
loaded  with  a  distributed  weight,  there  being  scarcely  any  horionztal 
thrust.  That  such  is  not,  however,  the  case,  is  sufficiently  evident  by 
comparing  the  weight  which  girders  of  the  same  dimensions  as  the 
ribs  of  the  bridge,  and  in  the  circumstances  supposed,  would  be  able 
to  support,  with  the  load  which  they  actually  sustain ;  for,  by  the 
rule  given  at  page  12,  we  find  that  the  weight  which  would  break  such 
a  girder  would  be  108  tons,  or  about  870  tons  for  the  eight  ribs  of 
Southwark  Bridge,  which  is  less  than  a  fourth  of  that  which  they 
have  sustained  for  many  years. 
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which  have  been  constructed.  And  in  Figs.  145  we  have 
shown  the  sectional  forms  which  have  been  adopted  in  each 
ease  for  the  main  ribs.  We  have  abready  mentioned  that 
in  girders  exposed  to  a  transverse  strain,  their  strength 
may  be  materially  increased  by  adopting  a  particular  form 
of  cross  section;  in  the  case,  howev^,  of  the  ribs  of  a 
cast-iron  bridge,  where  they  are  entirely  exposed  to  a  com- 
pressive strain,  the  form  of  the  cross  section  is  immaterial, 
always,  however,  supposing  that  the  rib  is  sufficiently  stiff 
to  prevent  any  tendency  to  bend  laterally  or  sideways. 
The  form  of  those  (shown  at  g  in  the  subjoined  figures)  of 
the  bridge  over  the  Lary  appears  to  be  the  best  adapted  for 
this  purpose,  the  side  webs  or  flanges  imparting  considerable 
lateral  stiffiiess  to  the  ribs. 
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Vig,  146.— SeoUoDB  of  Bibs  of  Cast-iron  Bridges. 


I 


M^a.^ 


It 


munii 


AT 


iiiiir 


I 
1 


tmtii  I  III!  I 


|II||S|SSSSS 


SSS  5  3  5    »    3    S   rr" 


THE   RUDIMENTS  OF   CIVIL   ENOIMEERINO. 

[Two  cast-iron  arched  bridges, 
Figs.  146  and  146n,  were  designed 
by  Mr,  John  Fowler  for  the  Conl- 
brookdale  Railway  and  the  Severn 
Valley  Railway,  crossing  the  river 
Severn,  The  arch,  of  cast-iron, 
has  s  span  of  200  feet,  and  a  rise 
of  20  feet ;  it  consists  of  fonr  ribs, 
as  in  Fig.  146, 4  feet  deep,  flanged 
at  the  upper  and  lower  edges  to  a 
width  of  I5i  inches ;  and  of 
2  inch  metal  thronghont.  The 
horizontal^    upper    members    or 


Fig.  I4Bo.-6e(!ti™  of  Riba.  ■ 

i_  girders,  are  of  wrooght-iron  plate, 
3  2  feet  deep,  12  inches  wide  at  the 
jg*  upper  and  lower  flanges,  of  (-inch 
plate.  Each  arch  was  cast  in  nine 
segments,  bolted  together,  tuid 
braced  laterally,  and  the  stress  ia 
limited  to  2|  tons  per  sqnare 
inch  of  section.  The  girders  are 
closely  connected  to  the  arches, 
at  the  crown  and  in  the  span- 
drila.] 


CHAPTER  XIX. 
WROUGHT-IBON  BRIDGES. 

[WBOUGHT-iron  arohed  bridges  have  been  eonstmcted  on 
lines  of  railway.  The  most  recently  erected  bridge  of  this 
class.  Fig.  147,  is  the  railway  bridge  over  the  river  Tyne, 
at  Wylam,  Northumberland,  on  the  line  of  the  Scotswood, 
Newbum,  and  Wylam  Railway.  The  bridge  is  constracted 
with  two  lines  of  rails.  It  is  of  one  span  of  240  feet — of 
the  form  of  a  *'  free  arch/'  with  a  suspended  roadway.  The 
arch  is  formed  of  three  wrought-iron  lattice  ribs,  springing 
from  a  level  19i  feet  below  that  of  the  rails,  and  having  a 
clear  rise  of  48  feet.  The  platform  is  supported  on  19  cross 
girders  dividing  it  into  20  bays  of  12  feet  each  ;  most  of  the 
girders  are  suspended  from  the  arch.  The  roadway  consists 
of  four  continuous  plate  girders  of  250  feet  each,  one  under 
each  rally  which  rest  on  and  are  riveted  to  the  cross  girders. 
The  rails  are  laid  on  longitudinal  waybeams,  resting  on  the 
top  of  the  roadway  girders,  which  are  prolonged  25  feet 
beyond  them,  and  are  bolted  to  cross  sleepers  where  they 
clear  the  masonry.  By  this  combination  the  platform  is 
steadied,  and  any  endway  movement  other  than  that  due 
to  expansion  is  checked.  The  depth  of  the  ribs  is  10  feet 
at  the  heel  and  7  feet  at  the  centre.  In  each  rib  the  upper 
and  the  lower  members,  or  booms,  are  what  may  be  called 
semi- cellular,  consisting  of  two  sides  and  a  horizontal  plate, 
connected  by  angle-irons  at  the  comers.  The  sides  of  each 
boom  are  of  channel  iron,  9^  inches  by  4  inches,  iV  inch 
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thick.     The  lattice  bars  are 
of  T  iron.    The  BaspeDBion 
bara  are  attached  to  a  pair 
of  augle-irotiB  riveted  to  the 
lower    booms    of   the    ribs. 
They  are,  in  section,  9  inches 
-    by  i  inch  for  the  centre  rib ; 
and  7i  inchea  by  -^  inch  for 
the  outer  ribs.     The  founda- 
tions   are  laid   on    beds   of 
cement  concrete;  they  con- 
sist of  a  donble   coarse   of 
ashlar    covered    by   granite 
impost  stones,  having  a  balk 
g     of  60  cabic  feet  each.     The 
^    weight  of  materials   in    the 
I     snperstructtire     is    as     fol- 
%    lows : — 

K  Tana.     Tona. 

^  Cast  Iron  3 

3  Wrought  Iron      279 

A  282 

S  limtiet   (2,160 

cutacfeet)  64 

Total  weight       336 
The  cost  of  the  bridge,  iu- 
clading  every  chaise,  was : — ' 

P«    aqnam 

fbotof  pUt- 

uetwid^ 
Ilia.        I.  d. 
£,500     IB  6 


The  greatest  deflectioii  of 
the  bridge,  when  tested,  took 
place  pndur  the  weight  of 
three  locomotives  and  tenders, 
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weighing  together  166  tons,  on  one  line  of  rails — 1*08 
inches  at  the  outer  rih,  and  0*48  inch  at  the  centre  rih. 
There  was  no  permanent  set  produced,  though  the  maximum 
load  placed  on  the  bridge — one  line  of  rails — amounted  to 
888  tons,  when  the  deflection  of  the  outer  rib  was  0*72inch, 
and  that  of  the  central  rib  0*86  inch.  When  both  lines 
were  loaded,  under  a  total  of  888  tons,  the  deflection  of  the 
outer  ribs  was  0*96  inch,  and  that  of  the  central  rib, 
1*20  inch.  The  general  results  of  the  testing  experiments 
were— a  maximum  deflection  of  riiW  of  the  span  under 
the  most  unfavourable  conditions  of  loading ;  no  perceptible 
lateral  vibration,  either  of  the  ribs  or  of  the  platform,  under 
a  heavy  moving  load ;  a  perfect  recovery  of  form  in  the 
ribs  after  a  heavy  load,  both  stationary  and  passing,  with  no 
permanent  set ;  a  very  slight  **  road- wave  ''  in  front  of  an 
advancing  train,  barely  i  inch. 

The  loads  adopted  for  the  calculations  were  : — 

Centre  Bib.  Side  Bibs: 

Tons  per  foot.  Tons  per  foot. 

Stractural  load 0*7        .        •        0*4 

Moving  load 1*3        .        .        0*7 

Total        .20        .        .        1*1 

The  strains  (stresses)  allowed  for  the  various  parts  were— * 

flanges  of  the  ribs     ....  4  tons  per  square  inch. 

Stmts  of  the  latticing     ...  3  ,,  „ 

Suspension  bars 4]-  „  ,, 

Platform  girders 4  „  „ 

The  only  other  bridge  of  this  kind  is  the  one  erected  by 
Mr.  Leather  in  1888,  for  a  carriage  road  over  the  river  Aire, 
at  Leeds,  to  a  span  of  about  140  feet.  The  ribs  of  this  bridge 
are  of  cast  iron,  and  they  are  not  braced  internally.  But  they 
support  a  suspended  roadway.* 

♦  See  Mr.  W.  G.  Law's  paper  on  the  "  Railway  Bridge  over  the 
river  Tyne,  atWylam,  Northumberland,"  Froe^&dinga  of  the  Institution 
of  Civil  Engineera,  vol.  Ivi.  page  262. 
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Girder  bridges  of  wrought  iron  have  been  brought  extensively 
into  use  for  railways  as  well  as  for  common  roadways.  The 
early  forms  for  such  girders  are  typified  in  Fig.  148,  showing 
in  section  one  of  the  wrought-iron  girders  of  the  Torksey 
Bridge,  erected  in  1850.  The  bridge  is  constructed  of  two 
spans  of  180  feet  each.  The  girders  are  parallel  in  elevation, 
and  are  10  feet  deep.  The  upper  boom  is  cellular,  of  plates 
i  inch  and  iV  ii^ch  thick  at  the  middle  of  the  span  ;    the 

two  sides,  enclosing  a  hollow 
space,  are  of  ^-inch  plates  ;  and 
the  lower  boom  is  formed  of 
two  or  three  plates  riveted  to- 
gether, two  of  them  f  inch 
thick  and  the  third  f  inch  thick. 
The  limiting  stress  was  5  tons 
per  square  inch  of  section. 

Lattice-girders  are  now  al- 
most universally  adopted  for 
iron  bridges,  combining  light- 
ness, strength,  and  economy  in 
construction.  Of  English  de- 
sign, two  bridges  may  be  men- 
tioned exhibiting  extremes  of 
practice  in  the  design  and  pro- 
portion of  lattice-girder  bridges. 
The  first  is  the  iron  lattice 
bridge  forming  a  portion  of  the  viaduct  across  the  Boyne 
River,  on  the  line  of  the  Dublin  and  Belfast  Junction 
Railway,  near  Drogheda.  It  has  three  large  openings, 
of  which  the  middle  space  is  264  feet,  and  the  side  spaces 
are  138  feet  8  inches.  The  latticing,  which  is  connected 
over  the  piers,  forms  one  continuous  beam.  The  beam 
or  girder  is  parallel,  26^  feet  deep ;  the  lattice  bars,  each 
of  which  is  crossed  by  six  others  at  the  angle  45°,  form 
squares.     The  platform  of  the  bridge  is  24^  feet  wide,  to 


Crots  Girder 


Fig.  148.— Gilder  Bridge.-  Section. 
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cany  two  lines  of  rails,  and  rests  on  cross  lattice-girders  fixed 
to  the  main  girders.  The  top  and  bottom  booms  or  tables  of 
the  main  girders  are  each  formed  of  a  pile  of  plates  8  feet  in 
width,  to  a  combined  thickness  of  2^  inches  above,  affording 
a  sectional  area  of  118^  square  inches  at  the  middle  of  the 
girder,  and  8^  feet  by  2f  inches  thick  below,  with  a  sectional 
area  of  127  square  inches.  In  the  central  span  the  weight 
of  wrought  iron  amounts  to  886  tons,  and  of  cast  iron  to 
5  tons.  The  maximum  calculated  stress  does  not  exceed 
5  tons  per  square  inch  for  compression,  and  4^  tons  per 
square  inch  of  nett  section  for  tension.  The  maximum  load 
on  the  bridge  was  taken  as  2  tons  per  lineal  foot.'*' 

The  other  lattice  bridge  is  the  railway  bridge  over  the 
Thames  at  Charing  Cross,  of  which  Sir  John  Hawkshaw 
was  the  engineer.  This  bridge  comprises  nine  spans : 
six  spans  of  154  feet,  and  three  spans  of  100  feet.  Its 
total  length  is  1,875  feet.  It  was  constructed  for  four 
Imes  of  rails,  and  is  formed  with  a  fan-like  expansion  at 
the  Charing  Cross  end,  where  it  terminates  at  the  station. 
The  width  of  the  river  at  the  bridge  when  it  was  constructed 
was  1,850  feet.  The  bridge  was  built  on  the  site  of  the 
old  Hungerford  Suspension  Bridge,  the  two  brick  piers  of 
which  have  been  retained  and  utilised  for  the  present  bridge. 
The  greatest  depth  of  water  between  the  two  brick  piers  is 
13  feet  below  low-water  spring  tides,  and  the  average  depth 
is  about  10  feet.  The  rise  of  spring  tides  is  17^  feet.  The 
level  of  the  rails  is  81  feet  above  Trinity  high- water  mark, 
and  the  clear  minimum  headway  is  25  feet  above  the  same 
level. 

The  piers  for  the  spans  of  154  feet,  other  than  the  brick 
piers,  are  cast-iron  cylinders,  10  feet  in  diameter  above 
ground,  and  expanded  to  a  diameter  of  14  feet  in  the 
ground.     Each  pier  consists  of  two  such  cylinders.  Fig  149, 

*  See  Mr.  J.  Barton's  paper  on  Wrought-iron  Beams  in  the  iVo- 
cudxngs  of  the  Institution  of  Civil  Sngtneera,  vol.  xiv.  page  443. 
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placed  at  a  distance  apart  of  id  feet  i  mohes  between 
centres.  The  piers  ore  constmcted  of  Begmental  plates, 
generally  1|  inch  in  thicknesa,  with  flanges  and  1^-inch  bolts 
and  nats.  The  lowermost  ring  of  plates  is  1^  inch  thick, 
except  at  the  lower  edge,  where  the  thickness  is  increased 
to  li  inch.  The  Act  for  the  railway  provided  that  the  founda- 
tions of  the  bridge  ahonld  be  laid  at  snoh  a  depth  as  would 
admit  of  the  river  being  deepened,  at  any  snbseqnent  tiiae,  to 


i^if  j».--ChariiigCi«B  Bridge. 

80  feet  below  Trinity  high-water  maik.  The  cylinders  be- 
tween the  two  brick  piers  were  sank  to  a  depth  of  62  feet 
below  this  level.  The  piers  next  the  Surrey  side  were  sank 
to  a  depth  of  52  feet  below  the  aame  level.  They  were  snnk  by 
excavating  the  material  from  the  inside,  by  means  of  divers  with 
helmets,  until  they  had  passed  through  porous  materials  into  the 
London  clay.  The  weight  with  which  it  was  found  necessary 
to  load  the  cylinders,  in  order  to  overcome  the  friction  of  the 
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sides,  and  to  sink  them  to  their  final  depth,  averaged  about 
150  tons.  The  London  clay  at  the  base  of  the  cylinders  was 
of  a  hard  character,  of  a  dark-blue  colour;  it  extended  to  a 
depth  far  below  the  level  at  which  the  cylinders  were 
founded.  After  the  cylinders  had  been  sunk  and  the  mate- 
rial had  been  excavated,  the  wider  base  of  the  cylinders  was 
filled  with  concrete,,  and  thence  with  brickwork  to  the  under- 
side of  the  granite-beariog  blocks  or  caps  on  the  cylinders. 
The  concrete  was  composed  of  Thames  gravel,  or  ballast,  and 
Portland  cement,  in  the  proportion  of  7  to  1.  The  brick- 
work is  of  best  pavior  bricks,  set  in  Portland  cement  mortar^ 
which  is  mixed  in  the  proportion  of  1  of  cement  to  2^  of  sand. 
Under  a  load  of  700  tons,  the  cylinders  thus  filled  sunk  further 
to  a  permanent  depth  of  4  inches.  The  granite  bearing 
blocks  are  2^  feet  thick,  in  two  semicircular  halves,  to  fill 
the  cylinders,  and  standing  1  inch  above  the  upper  edges  of 
the  cylinders ;  so  that  the  load  may  not  bear  directly  upon 
the  cylinders,  but  should  be  taken  entirely  by  the  filling. 
Each  pair  of  cylinders  forming  a  pier  is  connected  trans- 
versely by  a  wrought-iron  box  girder,  4  feet  deep.  Four 
lines  of  way  are  carried  on  the  bridge,  and  if  they  were  loaded 
with  locomotive  engines,  the  pressure  on  the  base  of  the 
cylinders  would  amount  to  about  8  tons  per  square  foot  if 
no  deduction  be  made  for  the  frictional  resistance  of  the 
sides  of  the  cylinders,  or  about  7  tons  if  such  allowance  be 
made. 

In  the  superstructure  of  each  opening  of  154  feet  span 
there  are  two  main  girders,  which  are  supported  on  the  piers, 
and  are,  like  the  cylinders,  49  feet  4  inches  apart  from  centre 
to  centre  transversely,  carrying  between  them  four  lines  of 
rails.  The  way  is  supported  on  cross  girders,  which  are 
fixed  to  the  main  girder.  These  girders  also  overhang  the 
main  girders,  to  carry  the  footpath  at  each  side.  The 
main  girders  are  of  wrought  iron,  14  feet  deep,  placed 
independently  from  pier   to  pier.     The  upper  and  lower 
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booms  are  each  formed  of  two  sides  and  a  horizontal  mem- 
ber of  plate  iron  riveted  together  with  angle  iron,  so 
proportioned  as  to  support,  under  a  maximnm  load, 
4  tons  per  sqnare  inch  compressive  stress  in  the  npper 
boom,  with  a  sectional  area  at  the  centre  of  800 
square  inches ;  and  5  tons  tensile  stress  in  the  lower 
boom,  with  a  solid  sectional  area  of  235  square  inches,  after 
deducting  the  sectional  area  of  the  rivet-holes.  The  sides  of 
the  girders  are  constructed  in  panels,  divided  by  vertical  bars, 
each  panel  containing  two  diagonal  bars,  crossed  at  the  angle 
45'',  pinned  to  the  booms  by  steel  pins  7  inches  in  diameter 
at  the  ends  of  the  girders  and  5  inches  at  the  centre.  The 
upper  boom  is  composed  of  five  plates,  at  the  centre  i  inch 
thick,  4  feet  broad ;  and  the  lower  boom,  of  five  f -inch  plates 
and  one  -(i-inch  plate,  8  feet  wide,  drilled  for  and  united 
by  1-inch  rivets,  spaced  at  a  pitch  of  4  inches.  The  weight 
of  one  main  girder  is  190  tons. 

The  total  weight  of  metal  work  in  the  bridge  is  : 

Wrought-iron  work  and  steel  pins       ....    4,950  tons. 

Cast-iron  work 1,960     „ 

Total    .     .    6,900    „ 

The  superficial  area  of  the  roadway  and  the  footpaths 
together  amount  to  108,000  square  feet.  The  total  cost  of 
the  bridge,  including  the  abutments,  was  £18,000,  being  at 
the  rate  of  £1  15s.  per  superficial  foot,  or  £181  per  lineal 
foot.* 

The  Fink  truss  bridge,  designed  by  Mr.  Albert  Fink, 
represents  a  class  of  iron  bridge  extensively  employed  in 
the  United  States.  In  this  bridge  a  pair  of  diagonal 
tension-bars  connects  the  foot  of  the  central  strut  with  the 
ends  of  the  upper  boom.  Each  half-span  is  similarly  sub- 
divided into  two  quarters,  and  each  quarter  into  eighths,  and 

*  See  Mr.  Harrison  Hayter's  paper  on  the  Charing  Cross  Bailway 
Bridge,  Froeeedinga  of  the  Institution  of  Civil  Engineers,  vol.  zxii.  p.  612. 
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each  eighth  is  snbdivided  by  a  shorter  strut.  A  Fink  bridge 
was  erected  in  three  spaces  of  205  feet  each  on  the  line  of  the 
Baltimore  and  Ohio  Railroad,  across  the  Monongahela  Hiver. 
The  two  trasses  are  16  feet  apart  from  centre  to  centre  for  a 
single  line.  The  tension-rods  are  attached  to  the  main  struts 
at  points  22  feet  B  inches  below  the  centre  of  the  npper 
booms,  or  about  ith  of  the  span.  The  upper  booms  and  the 
central  strut  are  of  cast  iron,  octagonal  in  section,  hollow, 
and  12  inches  diameter  across  the  sides ;  they  are  10  inches 
in  diameter  externally,  and  present  a  sectional  area  of 
41  square  inches.  The  main  tension-rods  in  each  truss  are 
each  formed  of  six  bars,  4i  inches  by  1^  inches,  making  a 
sectional  area  of  83f  square  inches.  The  other  vertical  struts 
are  of  octagonal  cast  iron,  8  inches  in  diameter  externally  and 
7  inches  internally.  This  bridge,  for  a  single  line,  weighs, 
with  permanent  way  included,  only  i  ton  per  lineal  foot. 
With  an  additional  load  of  1  ton  per  lineal  foot,  the  tensile 
stress  on  the  wrought-iron  ties  is  calculated  not  to  exceed 
5*15  tons  per  square  inch,  and  the  compressive  stress  on  the 
cast-iron  4^  tons.  The  way  is  carried  near  the  level  of 
the  bottom  of  the  truss  on  a  timber  platform,  which  is 
steadied  by  distance-pieces  inserted  between  the  lower 
ends  of  the  struts.  The  cost  of  the  Fink  truss  bridge, 
thus  executed,  was  JS14  per  lineal  foot,  single  line, 
against  from  £5  to  £7  per  lineal  foot  for  trussed  timber 
bridges. 


Employment  op  Steel  for  the  Construction  of 

Bridges. 

The  use  of  steel  presents  advantages  in  comparison  with 
iron  for  the  construction  of  bridges,  combining  lightness  with 
strength.  With  the  limiting  stress,  6^  tons  per  square  inch 
of  section,  authorised  by  the  Board  of  Trade,  the  material  of 
a  steel  bridge  may  be  28  per  cent,  less  than  that  required  for 
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an  iron  bridge,  for  which  the  limiting  stress  is  5  tons  per 
square  inch.  Mr.  James  Price,  who  has  investigated  the  ques- 
tion, has  concluded  that,  with  respect  to  large  swing-bridges, 
in  the  design  of  which  lightness  is  a  specially  desirable  con- 
sideration, a  sixth  of  the  weight  might  properly  be  econo- 
mised in  the  substitution  of  steel  for  iron. 


CHAPTER  XX, 

SUSPENSION  BRIDGES. 

Equilibbium  op  Suspension  Bridges. 

In  a  suspension  bridge,  the  roadway  or  platform  is  sus- 
pended from  chains,  the  links  of  which  are  straight,  by- 
vertical  rods  attached  to  the  joints.  And  as  the  chains  are 
not  rigid,  but  are  capable  of  altering  their  form  by  motion 
about  any  of  the  joints,  it  follows  that,  in  any  position  which 
the  chain  assumes,  its  several  parts  must  be  in  equilibrium. 
Now  a  chain  so  circumstanced  in  no  way  differs  from  a 
polygonal  framing,  such  as  is  shown  in  Fig.  181,  supposed  to 
be  inverted,  excepting  that  the  strains  upon  the  several  bars 
or  links,  which  in  the  latter  were  thrusts  tending  to  compress 
the  bars,  are  now  tensile  strains  tending  to  pull  them  asunder ; 
and  therefore  all  the  properties  of  the  one  are  common  to  the 
other,  and  the  various  relations  which  we  have  shown  to 
subsist  between  the  weights  suspended  from  the  angles,  the 
strains  on  the  several  bars  or  links,  and  the  horizontal  strain 
in  the  case  of  the  polygonal  framing,  similarly  subsist  in  that 
of  the  chains  of  a  suspension  bridge.  The  investigation, 
however,  necessary  for  deducing  from  these  relations  rules 
for  determining  the  proportions  of  a  suspension  bridge,  that 
its  several  parts  may  be  in  equilibrium,  involves  the  use  of 
propositions  and  terms  in  mathematics  far  too  abstruse  and 
difficult  to  be  admitted  in  this  place ;  we  must,  therefore, 
content  ourselves  with  pointing  out  the  circumstances  affect- 
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iog  their  stability,  and  merely  giving  mles  for  proportioning 
their  parts,  without  attempting  their  demonstration. 

The  chains  of  a  suspension  bridge  have  to  support  three 
separate  loads,  which  are  very  differently  distributed,  namely, 
their  own  weight,  which  varies  with  the  dimensions  of  the 
chain  and  its  inclination ;  the  weight  of  the  rods  by  which 
the  chains  and  platform  are  connected,  and  which  varies  with 
their  length ;  and  the  weight  of  the  platform  or  roadway  with 
its  load,  which  is  usually  uniformly  distributed.  The  £u:st 
suspension  bridges  which  were  constructed  had  their  chains 
made  of  the  same  dimensions  throughout ;  but  as  the  tensile 
or  pulling  strain  upon  the  different  parts  of  the  chain  varies 
greatly,  depending,  in  fact,  upon  its  inclination,  being 
greatest  at  the  points  where  the  chains  are  attached  to 
the  piers,  and  least  in  the  centre  or  lowest  point  of  the 
chain,  it  is  evident  that  in  so  constructing  them  a  super- 
abundance of  strength  is  given  to  the  centre  portion  of 
the  chain,  and  that  the  strength  of  the  whole  would  be 
increased  by  taking  away  some  of  the  metal  from  those  parts 
of  the  chain  and  adding  it  to  the  parts  more  inclined,  so  pro- 
portioning their  substance  that  the  cross  section  of  the  chain 
may  be  in  every  part  proportional  to  the  strain  which  that 
part  has  to  sustain. 

Let  Fig.  150  represent  a  suspension  bridge,  with  the  road- 
way or  platform  f  l  horizontal,  and  a  d  b  o  being  the  curve 
formed  by  the  chains ;  the  points  a  and  o,  at  which  the  chain 
is  attached  to  the  piers,  are  called  the  points  of  mspension : 
the  horizontal  distance  a  e  or  e  o  of  these  points  from  the 
centre  of  the  bridge,  the  semi-span ;  and  the  vertical  distance 
E  B  of  the  lowest  point  of  the  chain  below  the  point  of  sus- 
pension is  termed  the  deflection.  The  term  sectional  area  of 
the  chains,  at  any  point,  means  the  surface  (measured  in 
square  inches)  which  would  be  exposed  by  sawing  the  chains 
across  at  that  point. 

The  first  point  to  be  determined  in  the  case  of  a  suspension 
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bridge  is  the  form  of  the  curve  a  d'b  o  which  the  chains  will 
assume,  and  npon  which  will  depend  all  the  principal  dimen- 
sions of  the  bridge.     The  dimensions  which  are  leauisite  for 


determining  this  are  the  semi-span  a  e,  the  deflection  b  b, 
and  the  distance  b  h,  of  the  roadway  below  the  lowest  point 
of  the  chain,  or  the  length  of  the  shortest  suspending  rod ; 
these  being  known,  any  number  of  points  in  the  curve  may 
be  determined  by  the  following  rule : — * 

The  Roadway  of  a  Suspension  Bridge  being  Horizontal, 
TO  find  the  Length  of  the  Suspending  Rod  d  g  at  any 
point  d. — Subtract  the  length  of  the  shortest  suspension  rod 
B  H  from  the  deflection  e  b  ;  multiply  the  remainder  by  the 
square  of  the  horizontal  distance  d  k  of  the  point  d  from  the 
lowest  point  b  of  the  chain,  and  divide  by  the  square  of  the 
semi-span  a  e  ;  to  the  quotient  add  the  length  of  the  shortest 
rod  B  h,  and  it  will  give  the  length  of  the  suspending  rod  d  g. 

The  curve  formed  by  the  chain  having  been  found,  it  only 
remains  to  determine  the  strains  to  which  each  portion  of  it 
is  exposed,  in  order  that  its  area  in  every  part  may  be  made 
proportional  to  the  strain  which  that  part  has  to  sustain.  In 
order  to  determine  these,  it  is  necessary  to  have,  in  addition 

*  These  rules  are  deduced  from  the  f ormulse  given  hy  Professor 
Moseley  in  his  *' Mechanical  Principles  of  Engineering/'  in  which 
work  he  has  given  a  very  able  and  complete  investigation  upon 
this  difiBlcult  subject.  In  the  above  rules  the  tensile  strain  required  to 
break  a  square  inch  of  wrought  iron  is  taken  at  67,200  pounds,  the 
weight  of  a  bar  a  foot  long  and  an  inch  square,  at  3*3  pounds,  and  the 
iron  is  supposed  to  be  loaded  with  only  a  sixth  of  its  breaking  weight. 
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to  the  dimensions  above,  the  weight  of  a  foot  in  length  of  the 
roadway  or  platform  of  the  bridge,  including  the  greatest  load 
which  it  is  ever  possible  that  it  will  have  to  support.  These 
being  known,  the  following  rnles  will  give  the  dimensions  of 
the  chains. 

To  FIND  THE  Strain  on  the  lowest  Point  b  of  the 
Chain,  and  its  Sectional  Area. — Subtract  the  length  of  the 
shortest  suspension  rod  b  h  from  the  deflection  e  b  ;  divide 
twice  the  remainder  by  the  square  of  the  semi-span  a  e,  and 
from  the  quotient  subtract  *0008;  divide  the  weight  in 
pounds  of  a  foot  in  length  of  the  roadway  when  loaded  by 
thiis  remainder,  and  the  quotient  will  be  the  strain  in  pounds 
upon  the  lowest  point  b  of  the  chains  ;  and  if  this  strain  be 
multiplied  by  '0000898  it  will  give  the  sectional  area  of  the 
chains  in  square  inches  at  the  same  point. 

To  find  the  Strain  on  the  Chain,  and  also  its  Sectional 
Area  at  any  Point  d. — ^Divide  twice  the  vertical  height  e  b 
of  the  point  d  above  the  lowest  point  b  of  the  chain  by  the 
horizontal  distance  d  k  of  d  from  b,  and  to  the  square  of  the 
quotient  add  1 ;  the  square  root  of  this  sum  multiplied  by 
the  strain  on  the  chain  at  b  (as  found  by  the  rule  above) 
will  give  the  strain  upon  it  at  d  ;  and  this  strain  multiplied 
by  *0000898  will  give  the  sectional  area  of  the  chain  at  the 
same  point  in  square  inches. 

We  shall  illustrate  the  use  of  these  rules  by  an  example. 
Let  the  semi-span  be  200  feet,  the  deflection  40  feet,  the 
length  of  the  shortest  suspending  rod  2  feet,  the  weight  of  a 
foot  in  iQiDgih  of  the  roadway  when  loaded  5,000  lbs.,  and 
the  horizontal  distance  d  k  of  the  point  d  from  the  centre  of 
the  chain  100  feet. 

Then,  by  the  first  rule  given  above,  2  subtracted  from  40 
leaves  88,  which  multiplied  by  the  square  of  100  equals 
880,000,  and   this  number  divided  by  the  square  of  200 
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^ves  as  the  qaotieni  9i,  to  which,  adding  2  feet,  the  sum 
11^  feet  is  the  length  of  the  suspending  rod  d  g. 

By  the  second  rule,  2  subtracted  from  40  leaves  88,  twice 
this  number  divided  by  the  square  of  200  equals  *0019, 
from  which,  subtracting  *0008,  the  remainder  equals  *0016  ; 
then  5000  divided  by  this  number  gives  8,125,000  lbs.  for 
the  strain  upon  the  lowest  point  b  of  the  chain;  and 
8,125,000  multiplied  by  -0000898  equals  279  square  inches 
for  the  sectional  area  of  the  chain  at  b. 

And  by  the  third  rule,  twice  9*5  divided  by  100  equals 
*19,  the  square  of  which  added  to  1  equals  1*0261 ;  then 
the  square  root  of  1*0261  equals  1*018,  which  multiplied  by 
8,125,000  gives  8,165,625  lbs.  for  the  strain  upon  the 
chains  at  the  point  d  ;  and  8,165,625  multiplied  by 
'0000898  gives  288  square  inches  for  the  sectional  area  of 
the  chain  at  the  point  d. 

In  the  case  of  bridges  of  masonry  and  iron,  both  from  the 
weight  of  the  structures  themselves  as  well  as  from  the 
rigid  nature  of  the  material,  their  forms  are  not  liable  to  be 
altered  or  their  equilibrium  disturbed  by  external  influences, 
such  as  those  arising  from  the  wind  or  the  transit  of  heavy 
loads.  With  suspension  bridges,  however,  the  circumstances 
are  very  different,  and  it  has  been  found  that  they  are  mate- 
rially influenced  by  these  external  forces,  and  in  some  cases 
have  sustained  very  serious  injuries  from  them.  The  reason 
of  this  is  to  be  found,  not  only  in  the  extreme  lightness  of 
the  superstructure  of  such  bridges,  in  consequence  of  which 
but  a  very  slight  force  is  required  to  put  them  in  motion, 
but  also  from  their  peculiar  susceptibility  to  vibration,  or 
nndulatory  motion,  arising  from  the  centre  of  gravity  of  the 
structure  being  below  instead  of  above  the  point  of  support, 
and  from  the  chains  being  in  a  state  of  tension,  somewhat 
similar  to  the  strings  of  a  musical  instrument,  so  that  the 
sudden  application  of  a  considerable  force  to  any  part  of  the 
chain,  or  the  continued  and  regular  impulse  of  even  a  slight 
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force,  would  cause  the  chains  to  alter  their  form,  and  throw 
both  themselves  and  the  platform  into  a  state  of  vibration.' 
Thns,  suppose  the  whole  line  a  b  d,  in  Fig.  151,  to  represent 
the  position  of  one  of  the  chains  of  a  suspension  bridge  while 
in  its  natural  state,  and  then  let  ns  suppose  a  weight  to  be 
suddenly  brought  upon  any  point  e  of  the  platform,  about 
half-way  between  the  points  of  suspension  and  the  centre  of 
the  bridge.  Now  the  effect  which  this  weight  will  produce 
will  be  that  of  depressing  the  platform  below  its  ordinary 
level,  and  also  drawing  down  the  chain  by  means  of  the  sus- 
pension rods,  and  causing  it  to  assume  the  form  shown  by 
the  lower  dotted  lines  ;  the  depression  of  the  chain  at  f  will, 
however,  be  attended  by  an  elevation  at  g,  on  the  opposite 
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Fig.  151. 


side  of  the  centre  of  the  bridge,  and  a  corresponding  eleva- 
tion in  the  platform.  The  form  of  the  chain  will,  therefore, 
now  become  as  shown  by  the  dotted  line  a  a  b  f  d,  and  the 
platform,  instead  of  being  level,  will  have  assumed  the  waved 
or  undulatory  form  shown  by  the  dotted  line  h  e.  If,  now, 
this  weight  be  again  suddenly  removed,  the  chain  and  plat- 
form will  immediately  return  to  their  former  positions  ;  but 
in  doing  so  they  will  have  acquired  a  certain  velocity  and 
momentum,  sufficient  to  carry  them  as  much  beyond  their 
proper  position  in  the  opposite  direction,  and  the  chain  and 
platform  will  assume  the  form  shown  by  the  dotted  lines 
A  I  B  0  D  and  K  M,  in  which  the  parts  previously  depressed 
are  now  elevated,  and  vice  versa ;  this  position  will,  however, 
be  only  momentary,  and  they  will  once  more  return  nearly 
to  the  position  which  they  at  first  assumed  when  under  the 
influence  of  the  weight.     And  thus  they  will  continue  in  a 
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state  of  vibration  nntil  the  effects  of  the  disturbing  force  has 
been  gradually  absorbed  by  the  resistance  of  the  chains  and 
platform  to  motion. 

In  all  cases  it  is  important  to  render  the  platform  itself  as 
stiff  and  rigid  as  possible,  and,  further,  to  connect  the  chains 
on  each  side  of  the  bridge  so  together  as  to  constitute  essen- 
tially but  one  chain,  as  in  those  of  the  Charing  Cross  Bridge, 
so  that,  their  weight  being  greater,  they  will  require  a  more 
considerable  force  to  put  them  into  motion  than  where  the 
chains  are  separate,  as  in  the  Menai  Bridge. 

We  have  in  the  following  table  given  ihe  chief  dimensions 
of  some  of  the  principal  suspension  bridges  which  have  been 
constructed,  either  in  this  country  or  abroad  ;  and  in  Figs.  152 
we  have  given  transverse  sections  of  the  chains,  showing  the 
arrangement  and  disposition  of  the  links  composing  them 
which  has  in  each  case  been  adopted. 


266 


TBE  RUDDIEXTS  OP  GITIL  EK61SEBRIKO. 


O 
OQ 

o 

OQ 

o 

IH 
CO 


IS 


PB4 
O 

a 


«  ! 

o 
S 

SO 

p 

m 

»— I 

o 

g 

m 

H 

o 


a 


n 
I    ^ 

id      ^ 


sgfr    w  aa  a    a 


ob  S  wBi 


CO    ob  00      OD         ob 


8iZ|]iao  ai{|  airaraip 
aqi|0»aCT|roo^aag 


I 


B3°     rfflp 


5|5|J 


I      co^eooocDoo  04  ^qd     ^       ^ 


JO  laAoi  ain  )« 
laid  |o  nanspiqx 


-S« 


|i:SS§:sl 


to 


*a8puq  oq^  JO  Qupj 
-^«lrf  9q^  JO  iif pvaia 


JO  ejjid  m  noypapaq 


fc»-<«DO»OQD 


OOO       00 


to  ^  1-1 1«  b.  ( 


4     04)0         1-1 

■•— r±Si_  ©• 


O 


'saraua 

Xq  pamzoj  Xjvna^^vo 

9q:»  JO  poypapaq 


4^ 


9«    S 


IS 


s;  $s§  @ 


s 


eq^Xqpoouoj 
Xjroai^TO  aq^  JO  nudg 


eo 


3 


^>o 


I 


II 


11 


S  P 


eS 
n  » 

^  as 

PonMno 


. 


O)  aonajQiai  jo  -aojij 


«-ie4eo-«io«   k>   ooaa   c5       ^ 


SUSPENSION  BRIDGES.  267 

No.  1,  Union  Bridg«. 
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No.  2,  Brighton  Pier. 
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No.  3,  Isle  of  Bourbon. 
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No.  4,  Hammersmith  Bridge. 
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No.  5,  Menai  Bridge. 
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No.  6,  Conway  Bridge. 
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No.  7y  Bridge  of  Vienna. 

m                iiLiof               nu 

No.  8,  Montrose  Bridge. 
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No.  9,  Pont  des  Tnvalidos. 

••  •  • 

Figs.  -152.— Suspension  Bridges— Sections  of  CSiains. 
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No.  10,  Fribourg  Bridge. 
Q^  ti.cT  OO 

No.  11,  Charing  Cross  Bridge  (late). 

Figs.  152  {eontinwd). 

The  chaios  of  the  Union  Bridge,  No.  1,  the  Pier  at  Brigh- 
ton, No.  2,  the  Bridge  in  the  Isle  of  Bourbon,  No.  8,  and 
the  Pont  des  Invalides,  No.  9,  are  formed  of  rods  of  round 
iron ;  the  others,  with  the  exception  of  the  bridge  over  the 
Danube,  No.  7,  and  the  Fribourg  Bridge,  No.  10,  are  formed 
with  flat  bars  of  wrought  iron,  grouped  together  in  chains,  in 
the  manner  shown  in  the  figures.  The  chains  of  the  bridge 
over  the  Danube  are  of  steel,  a  material  adopted  by  the 
engineer,  H.  Mitis,  on  account  of  its  great  strength  combined 
with  lightness.  It  is,  however,  very  questionable  whether 
this  supposed  advantage  is  not  the  reverse,  since  from  the 
extreme  lightness  of  the  chains  of  this  bridge,  as  compared 
with  the  weight  of  the  platform  (the  latter  being  nearly  five 
times  as  heavy  as  the  former),  the  bridge  is  found  to  vibrate 
considerably  under  the  influence  of  heavy  loads  or  high 
winds,  notwithstanding  the  extreme  flatness  of  the  curve 
formed  by  its  chains,  the  deflection  being  less  as  compared 
with  the  span  than  that  of  any  of  the  other  bridges  mentioned 
in  the  table.  The  chains  of  the  Fribourg  Bridge  are  com- 
posed of  an  assemblage  of  wrought-iron  wires,  formed  into  a 
bundle  or  cable,  but  not  twisted ;  each  cable  is  composed  of 
twelve  strands  containing  each  fifty-six  wires,  and  eight 
strands  containing  each  forty-eight  wires,  making  in  the  total 
1,056  wires  in  each  chain  or  cable.  The  use  of  wire  as  a 
material  for  the  chains  of  suspension  bridges  has  been  very 
general  on  the  Continent,  and,  in  many  respects,  it  is  well 
adapted  for  the   purpose.     It  has,  however,  been   urged 
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against  its  use,  and  with  some  reason,  that  it  is  peenliarly 
liable  to  corrosion,  the  fabrication  of  the  chain  being  favonr- 
able  to  the  ^secretion  and  retention  of  moisture  within  the 
interstices  between  the  wires  by  capillary  attraction ;  and 
the  danger  of  the  interior  wires  being  by  these  means  cor- 
roded, without  the  possibility  of  its  being  detected  by  obser- 
vation. In  the  case  of  the  Friboorg  Bridge,  this  evil  was 
guarded  against  by  immersing  each  v^ire,  three  several  times, 
for  two  hours,  in  a  mixture  of  boiling  linseed  oil  with  a  small 
quantity  of  litharge  and  soot ;  and  the  same  composition  was 
afterwards  payed  over  the  separate  strands  and  the  finished 
cables. 

With  regard  to  the  arrangement  of  the  chains,  that  adopted 
in  the  Menai  and  Conway  Bridges,  Nos.  5  and  6,  namely,  of 
having  four  separate  chains,  and  placing  them  vertically  over 
each  other,  is  not  good,  in  consequence  of  the  large  surface 
which  they  thus  present  to  the  wind,  and,  being  separate, 
the  slight  force  required  to  throw  them  into  motion.  This 
disadvantage  was  very  evident  in  the  case  of  the  Menai 
Bridge  during  the  storm  of  January  7,  1889,  when  the 
lateral  motion  of  the  chains  was  so  considerable,  that, 
although  suspended  at  a  distance  of  12  feet  apart  (as  shown 
in  the  section),  they  had,  after  the  breaking  of  the  transverse 
ties  and  tubes,  been  thrown  so  violently  against  each  other 
as  to  cause  deep  indentations  in  the  iron  and  to  break  off  the 
heads  of  the  bolts,  the  shanks  of'  which  were  8  inches  in 
diameter. 

In  arranging  the  proportions  to  be  given  to  the  several 
parts  of  a  suspension  bridge,  the  spans  and  deflections  of  the 
contiguous  openings  must  be  so  a^'usted,  that  the  horizontal 
strains  produced  by  the  chains  on  each  side  of  the  pier  shall 
be  equal,  and  consequently  balance  each  other ;  for  other- 
wise, unless  the  saddle  to  which  the  chains  are  connected 
were  fixed,  it  would  be  drawn  off  the  pier  in  the  direction  of 
the  greater  strain,  and,  if  it  were  fixed,  the  stability  of  the 
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pier  would  be  endangered  from  the  tendency  of  tbe  greater 
strain  to  pnll  it  over.  It  may  easily  be  ascertained  whether 
this  equality  in  the  horizontal  strains  exists  or  not,  in  the 
following  manner:  having  assumed  certain  proportions  for 
the  two  openings,  calculate,  by  means  of  the  rule  already 
given,  the  strain  upon  the  chains  of  each  opening  (taking  as 
the  point  n  that  in  which  the  chains  meet  the  pier) ;  the 
strains  thus  obtained  will  be  those  acting  in  the  direction  of 
the  chains,  and,  in  order  to  ascertain  the  equivalent  hori- 
zontal strains,  we  must,  by  means  of  the  rule  already 
given,  find  two  points  in  each  of  the  chains  near  the 
pier,  from  which  we  shall  ascertain  their  directions,  and 
we  may  then  easily  find  the  amount  of  the  horizontal  strains 
by  resolving  each  of  the  strains  acting  in  the  direction  of 
the  chains  into  two  others,  one  acting  vertically  and  the 
other  horizontally,  in  the  same  manner  as  has  been  already 
explained.  Should  it  thus  be  found  that  the  horizontal 
strain  produced  by  the  chains  on  one  side  of  the  pier 
would  be  greater  than  that  produced  upon  the  other,  their 
relative  proportions  must  be  varied  until  they  are  made  to 
balance  each  other. 


Clifton  Suspension  Bbidoe. 

[The  late  Hungerford  Suspension  Bridge,  across  the 
Thames  at  Charing  Cross,  was  removed  to  make  way  for  the 
erection  of  the  railway  bridge  already  described.  The  mate- 
rials of  the  bridge  were  utiliBed  in  the  construction  of  the 
Clifton  Bridge  across  the  Avon  at  Bristol,  for  which  Mr. 
W.  H.  Barlow  and  Sir  John  Hawkshaw  were  the  engineers. 
The  bridge  has  a  span  of  702  feet  8  inches,  and  the  versed 
sine  of  the  curve  of  the  chains  is  70  feet,  or  about  one- 
tenth  of  the  span.  The  width  of  the  bridge,  including 
roadway  and  footways,  is  81  feot,  the  chains  are  20  feet 
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apart  between  centres,  and  the  roadway  is  carved  upward 
with  a  rise  of  2  feet.  The  height  of  the  roadway  above 
high-water  level  is  248  feet. 

The  chains  are  carried  npon  the  piws  by  wronght-iron 
saddles,  placed  on  roller  frames  of  cast  iron,  the  rollers  being 
of  cast  steel.  The  beds  of  the  roller  frames  are  laid  at  an  angle 
of  1  in  20,  rising  towards  the  river.  At  a  distance  of  196 
feet  from  the  centres  of  the  piers  landwards,  land  saddles 
are  placed,  without  rollers,  bedded  npon  brickwork  of  Staf- 
fordshire blue  bricks,  in  cement  set  upon  the  solid  rock.  At 
an  additional  distance  of  60  feet,  at  an  inclination  of  45°, 
the  chains  are  carried  to  the  anchorage.  In  this  length  they 
diverge  to  a  distance  of  5  feet  apart,  and  they  are  inserted 
through  the  castings  which  form  the  anchorage  plates — one 
plate  to  each  chain.  Each  anchorage  plate,  5  feet  by  6  feet, 
is  bedded  upon  a  mass  of  brickwork  set  in  cement,  built  in 
the  fprm  of  an  arch  in  plan,  abutting  upon  the  solid  rock. 

The  sectional  area  of  the  chains  at  the  piers  is  481  square 
inches,  and  at  the  centre  of  the  span  440  square  inches.  The 
weight  of  the  chains  between  the  piers  is  554  tons.  The  stress 
on  the  chains  at  the  centre  of  the  bridge  caused  by  the  weight 
of  the  chains  themselves  is  nearly  680  tons.  The  weight  of 
the  suspension  rods,  longitudinal  girders,  transverse  girders, 
cross-bracing,  hand-railing,  roadway,  &o.,  is  about  440  tons, 
causing  a  stress,  approximately,  of  597  tons  at  the  centre  of 
the  chains*  The  maximum  moving  load,  estimated  at  70  lbs. 
per  square  foot,  amounts  to  600  tons,  which  would  cause  a 
stress  of  817  tons  at  the  centre  of  the  chain. 

The  total  maximum  stress  at  the  centre  of  the  chain  is, 
then,  as  follows : — 

Stress  due  to  the  chains  .  .  .  .  .  680 
Ditto  due  to  the  weight  of  the  platform,  rods,  &c.  697 
Ditto  due  to  the  maximum  moving  load       .        .      817 

Total  maximum  stress      .        .    2,094 
Distributed  on  a  sectional  area  of  440  square  inches,  the 
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maximum  stress  would  amount  to  4|  tons  per  sqnare  inch  of 
section  of  the  chains.  The  stress  dne  to  the  weight  of  the 
bridge  itself  is  at  the  rate  of  2'90  tons  per  sqaare  inch. 

The  suspension  rods  are  each  a  little  more  than  2  sqaare 
inches  in  section,  on  which  the  maximum  stress  would 
amount  to  4^  tons  per  square  inch. 

The  maximum  pressure  on  the  brickwork  cannot  exceed 
10  tons  per  square  foot. 

In  order  to  provide  for  the  effects  of  expansion  and  con- 
traction, and  to  allow  for  the  movement  occasioned  by  wind, 
or  by  the  passage  of  heavy  loads  across  the  bridge,  the  two 
extremities  of  the  roadway  are  fitted  with  jointed  ends  or 
£apS)  8  feet  long,  which  admit  of  perfect  freedom  of  move- 
ment both  vertically  and  in  the  direction  of  the  length  of  the 
bridge. 

The  bridge  was  tested  by  a  load  of  500  tons  of  stone  dis- 
tributed over  the  surface.  The  total  deflection  under  the 
load  was  7  inches  at  the  centre  of  the  bridge,  arising  partly 
from  the  altered  position  of  the  saddles  upon  the  piers.  The 
cost  of  the  bridge  amounted  to  £84,975. 

In  gales  of  winds  there  is  a  horizontal  deflection  of  the 
bridge,  just  perceptible.  Secondly,  an  undulation  from  end 
to  end — a  slow  and  stately  movement  of  the  structure,  a 
rising  and  falling  of  the  roadway  about  halfway  between  the 
centre  and  the  abutments,  io  the  extent  of  about  6  inches 
above  and  6  inches  below  the  mean  level.  Thirdly,  deflec- 
tion of  the  land  chains.^] 

•  Soe  Mr.  W.  H.  Barlow's  pai:>er  on  the  Clifton  Stidpcnsion  Bridges 
in  the  Frowedings  of  the  Institution  of  Civil  Engineers,  yoL  xs:yi.,p.  243. 


CHAPTER   XXI. 

MOVABLE     BRIDGES. 

[Mb.  James  Paige,  in  the  paper  already  refeiTed  to,  classified 
Movable  Bridp^es  into — 

1.  Bascules. 

2.  Swings. 

8.  Traversing. 

4.  Vertical  Lifts. 

5.  Pontoons. 

From  this  paper  the  annexed  Table  of  Movable  Bridges 
is  copied. 
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CHAPTER  XXII. 
TUNNELS. 

General  Abranoeuent. 

The  importance  of  tannels  as  a  means  of  communication  is 
80  evident  as  to  require  no  insisting  upon  in  this  place.  The 
attention  of  the  engineer  was  early  devoted  to  their  construc- 
tioUy  and  they  have  afforded  a  field  for  the  development  of 
some  of  the  greatest  proofs  of  his  skill. 

Before  any  decision  can  be  arrived  at  by  the  engineer  as 
to  the  course,  levels,  dimensions,  and  mode  of  construction 
to  be  adopted,  careful  surveys  and  examination  of  the  strata 
geologically  are  requisite,  together  with  levels  or  soundings 
from  which  a  profile  or  section  of  the  surface  of  the  ground 
to  be  passed  under  may  be  made.  The  geological  character 
of  the  strata  must  be  ascertained  either  by  borings,  by  sinking 
trial  shafts  or  pits  on  the  line  of  the  intended  tunnel,  or  by  a 
small  driftway  or  heading  nearly  following  its  course.  The 
trial  shafts  thus  sunk  serve  afterwards  as  working  shafts 
through  which  the  earth  from  the  tunnel  can  be  raised 
during  its  progress,  and,  by  working  either  way  from  them, 
enabling  the  work  to  be  carried  on  with  great  rapidity  by 
breaking  up  the  tunnel  into  short  lengths,  and,  on  the  com- 
pletion of  the  work,  affording  the  means  of  light  and  ventila- 
tion. The  advantage  of  a  driftway  consists  in  the  more 
perfect  drainage  of  the  ground  through  which  the  tunnel  isr 
to  be  formed,  and  its  insuring  the  certainty  of  the  tunnel 
bebg  formed  correctly  on  the  line  intended.    The  nature  of 
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• 

the  varions  strata  to  be  passed  throngh  having  been  accu- 
rately ascertained  by  one  or  other  of  these  means,  tho 
engineer  will  be  enabled  to  determine  upon  the  best  form  of 
transverse  section  to  be  adopted  for  the  tunnel,  and  upon  the 
thickness  of  the  masonry  requisite  to  support  securely  the 
sides  and  roof;  and  he  will  be  further  enabled  to  judge  of 
the  probable  amount  of  water  to  be  met  with,  and  to  make 
such  preparations,  by  the  provision  of  proper  and  sufficient 
means  of  withdrawing  it,  as  to  prevent  delays  in  the  progress 
of  the  work.  He  will  also,  by  such  a  particular  acquaintance 
with  the  nature  of  the  ground,  be  enabled  to  devise  the  sim- 
plest mode  of  securing  the  ground  temporarily  during  the 
construction  of  the  tunnel,  and  of  anticipating  and  preparing 
for  any  difficulties  arising  from  the  varying  character  of  the 
soil. 

The  subjoined  table  exhibits  the  principal  dimensions  of 
some  of  the  most  important  tunnels  which  have  been  con- 
structed, together  with  the  general  nature  of  the  ground 
through  which  they  were  made,  the  name  of  their  engineer, 
the  materials  of  which  formed,  and  their  cost. 
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Fig.  158  is  a  transverse  section  of  the  tunnel  constraoted 
originally  for  the  Thames  and  Medway  Canal,  but  now  used 
for  the  North  Kent  Railway ;  Fig.  154  is  a  section  of  the 
tonnel  carrying  the  Begent's  Canal  through  Islington; 
Fig.  155  a  section  of  the  Harecastle  Tunnel  on  the  Tetney 
Haven  Canal,  made  by  Telford,  to  take  the  place  of  a  smaller 


Fig.  158.— Tunnel,  Thames  and  Medway  Canal. 


one  previously  made  by  Brindley ;  Fig.  156  is  a  section  of 
the  tunnel  for  the  North- Western  Railway  at  Watford ; 
Fig.  157  is  a  section  of  the  tunnel  near  Bath,  for  the  Great 
Western  Railway ;  and  Fig.  158  is  a  figure  of  the  Blechingley 
Tunnel,  on  the  South-Eastern  Bailway.  The  transverse 
section  of  the  Baltwood  Tunnel  is  precisely  similar  to  the 
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last,  mth  the  exception  of  being  6  inchea  gMat«r  in  height. 


Hg.  IM.— Tmuwl,  B%«af I  CuulI.   FlSi  IW.— Tunnel,  Tctne?  Hann  Ctzai. 


// 


Fig'.  IW.— RaUmr  Tonael,  Watford,  Lonlon  isd  tTurth  WMtsni  Balling, 


The  whole  of  these  sections  ue  draim  to  a  wufona  scale  c 
12  feet  to  the  ioob. 


TU£  Rt'DtMBMTS  OP  ClVlh  ENOINEERINO. 


-J^ 


Kg.  UU.— Baflwii7  Toiuisl,  Bith,  Grmt  WCBlera  BailvBr, 
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Mode  of  constbuctino  Obdinabt  Tunnels* 

Having  detennmed  upon  the  exact  course  of  the  tannel, 
the  next  point  is  to  arrange  the  position  of  the  shafts. 
These  are  best  placed  at  equal  distances,  and  their  frequency 
should  depend  upon  the  time  in  which  it  is  necessary  to 
complete  the  work.  There  is,  however,  a  certain  distance 
in  every  case  which  will  be  more  economical  than  any  other, 
and  this  will  be  readily  understood  if  we  bear  in  mind  that 
the  cost  of  the  tunnel  itself  per  foot  forward  becomes  greater 
as  its  distance  from  the  working  shaft  increases,  so  that  by 
lessening  the  distance  between  the  shafts  and  increasing 
their  number  we  diminish  the  cost  of  the  tunnel  itself; 
when,  however,  the  shafts  are  placed  too  close,  their  cost 
becomes  greater  than  the  saving  upon  the  tunnel,  and  there 
will  therefore,  in  every  case,  be  a  certain  distance,  depending 
upon  the  relative  cost  of  the  tunnels  and  shafts,  at  which  the 
expense  of  the  whole  work  will  be  a  minimum. 

There  are  two  methods  in  ordinary  use  for  sinking  the 
shafts :  the  first  can  only  be  followed  when  the  ground 
through  which  it  has  to  be  sunk  is  tolerably  firm  and  free 
from  water,  and  consists  in  making  an  open  excavation  of 
the  form  and  dimensions  of  the  shaft,  including  space  for 
the  internal  lining  of  brick  or  other  materials,  and  to  such  a 
depth  as  the  nature  of  the  ground  may  indicate  to  be  safe. 
A  ring  or  curb  (as  it  is  technically  called)  of  timber  is  then 
laid  on  the  bottom  of  the  excavation,  previously  levelled  to 
receive  it.  This  curb  is  formed  either  of  one  thickness  with 
lapped  joints,  or  in  two  thicknesses  breaking  joint  (as  shown 
at  A  A,  Figs.  159  and  160)  securely  bolted  together.  The 
thickness  of  the  curb  should  depend  upon  the  dimensions  of 
the  shaft,  being  in  no  case  less  than  8  inches ;  its  internal 
diameter  should  be  the  same  as  that  of  the  shaft,  and  its 
breadth  may  be  made  greater,  as  shown  in  the  figures,  so  ns 
to  project  into  the  ground  and  assist  in  supporting  the  struc* 

0 


280 


THE   RUDIMENTS    OF  CIVIL   ENGINEERING. 


I 


I 

w 


1 


^ 


s» 


I 


o 
CO 


o 
o 


»o 


o 

d 

O 


o 
o 


•n^  J9AO 

9J8puajoq»pT^ 


^  <» 


CO 


o 


CO 
CO 


S 


i? 


•  •>< 

►3 


o 
oo 


us 

oo 


o 
(J 
a 

n 


1 

o 

1 

a> 

o 

O 

o 

o 

L4 

M 

^j 

p 

o 

0 

-§ 

p 

> 

1 

1 

« 

H 


CS 

o 

I— « 

o 

a 

O 


to 


-s 

o 

p 
s 

I 


s 

« 

B 

S 

?3 

cS 

3 

^ 

P^ 

I. 

i 

I 


I 


a 


MOTABLB  BSIDQES. 


281 


I 


»o 

o 

o 

o 

»o 

•^ 

r- 

o 

o 

o 

(N 

• 

• 

• 

• 

Tl< 

• 

o 

^ 

w 

c^ 

Ol 

rH 

• 

• 

• 

• 

• 

CI 

C9 

o 
o 

'A 

0 

O 


o 

O 

o 

o 

CO 

CO 

CO 

CO 

• 

• 

• 

• 

• 

• 

©!| 

C9 

t^ 

o 

r-l 

• 

CO 

• 

CO 

Oi 

CO 

CO 

C4 

CO 

C9 

w4 

f^ 

►» 

% 

•^ 

rd 

b) 

•  •- 

CO 

o 

U3 

o 

00 

I 


co 


U3 


CO 
CI 


CO 


CO 
CO 


o 
eo 


o 

CO 


o 
;o 


g 

o 
OS 

H 

u 

(3 


S 


1 


I 
I 


o 

p 


i 

o 
P 


o 

p 


d 


g 


u 
O 

P 
60 


§ 

O 


1 

-a 


QQ      CO 


1      ^ 


'C5 

es 
o 

I 
I 


00 


FS 


<2  >3 


o 


U         9 

P     Pz; 


u 

o 

d 


O 


8 

1 


292  THE   RUDIMENTS   OF   CIVIL   ENGINEERING. 

Opposite  points,  leaving  the  intermediate  groond  to  form 
piers  for  its  snpport.  The  spaces  or  recesses  thns  excavated 
afford  the  means  of  introducing  shores  or  props  for  the  tem- 
porary support  of  the  cnrh  while  the  remainder  of  the  ground 
is  being  removed.  These  props  should  be  placed  in  an  in- 
clined position,  as  shown  at  c  c  o,  Fig.  161,  so  as  not  to  be 
in  the  way  of  the  second  curb  ;  they  should  be  spiked  to  the 
upper  curb,  to  secure  them  from  slipping  out  of  place,  and 
should  rest  at  their  lower  extremity  upon  a  broad  sole  piece, 
D  D  D,  to  prevent  their  sinking  into  the  ground.  The  props 
having  been  introduced,  the  remainder  of  the  ground  may  be 
removed,  a  second  curb,  similar  in  every  respect  to  the 
former,  laid  at  the  bottom  of  the  excavation,  and  the  lining 
of  brickwork  proceeded  with,  in  the  spaces  between  the 
timber  struts,  in  the  manner  shown  in  Fig.  161.  Upon  the 
brickwork  being  brought  up  to  the  under  side  of  the  first 
curb,  great  care  should  be  taken  in  perfectly  filling  up  the 
space,  so  that  the  curb  may  have  a  firm  and  secure  bed  upon 
the  brickwork  below  it.  The  props  or  struts  may  then  be 
removed,  and  the  brickwork  completed  in  the  spaces  which 
they  had  occupied.  The  excavation  should  be  again  pro- 
ceeded with,  and  the  various  operations  already  described 
repeated  until  the  shaft  has  attained  the  required  depth. 
The  mode  of  building  shafts  which  has  just  been  described 
is  technically  termed  underpinning. 

The  second  method  is  frequently  employed  in  sinking 
weUs,  and  must  always  be  adopted  when  the  soil  is  too 
loose  or  full  of  water  to  allow  of  an  open  excavation  being 
made  with  safety.  It  consists  in  forming  the  curb  as  shown 
at  A  ▲,  Fige  162,  with  a  sharp  edge  or  rim,  instead  of  having 
a  broad  flat  surface,  as  in  the  former  case ;  upon  this  curb 
the  brickwork  of  the  shaft  is  to  be  built  as  before  until  car- 
ried up  to  the  level  of  the  surface.  The  excavation  within 
the  shaft  is  then  to  be  proceeded  with,  the  whole  of  the 
ground  being   in  this  case  removed    from  under  'the  curb, 
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whlcn,  being  thne  left  without  sapport,  and  being  loaded 
with  the  weight  of  the  brickwork  npou  it,  will  gradually 
descend ;  and  thus,  as  the  escavatioD  is  carried  down,  the 
curb  will  follow,  and  as  it  sinks  the  wall  must  be  carried  ap, 
BO  as  to  maintain  it  level  with  the  surface  of  the  ground. 
ITie  principal  care  required  in  this  mode  of  sinking  shafts  is, 
to  avoid  one  «ide  of  the  curb  descending  more  rapidly  than 
the  opposite  one,  by  which  the  shaft  would  be  throivn  oat  of 
the  perpendicular,  and  so  much  resistance  occasioned  as 
possibly  to  prevent  its  farther  descent.  By  a  little  manage- 
ment, however,  in  the  removal  of  the  groand  horn  beneath 


Fig.  lea.-ShaftoTTunneL 

the  curb,  this  may  be  nsually  avoided  ;  and,  when  earth- 
boand,  the  shaft  may  frequently  be  set  free  again  by  ponring 
water  around  it,  so  as  to  soften  the  ground  on  its  outer  side. 
A  very  good  precaution  against  a  shaft  becoming  earth- 
boand  is  to  bnild  it  shghtly  tapeting  upwards ;  this 
tapering,  however,  should  not  be  too  considerable,  other- 
wise the  space  left  around  it  by  the  descent  of  the  shaft 
would  be  sufficient  to  loosen  and  dislocate  the  surrounding 
groand. 

The  brick  shaft  having,  by  one  or  other  of  these  means, 
been  carried  down  to  within  a  few  feet  of  the  top  of  the 
intended  tunnel,  the  excavation  should  then  be  cautiously 
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proceeded  with,  the  sides  being  secured  with  timber  framing 
and  planks,  until  carried  below  the  level  of  the  bottom  of  the 
tunnel.  Particular  care  should  be  taken  that  no  movement 
in  the  ground  takes  place,  because  the  difficulty  of  forming 
the  tunnel  would  be  greatly  increased  if  the  ground  through 
which  it  had  to  be  formed  had  been  previously  disturbed. 
The  manner  of  securing  the  lower  portion  of  the  excavation 
with  timber  is  shown  in  Figs.  168  and  164,  the  former  being 
a  vertical,  and  the  latter  a  horizontal  section.    Previously, 

however,  to  carrying  down  the  excavation 

below  the  brickwork  of  the  shaft,  some 

means  must  be  adopted  for  its  support, 

as  the  mere  friction  of  the  ground  against 

its  exterior  surface  would  not  be  sufficient 

to   sustain  its  weight.     It  is  therefoio 

necessary  either  to  support  it  by  intro- 

Pig.  164.— Shaft.       ducing  timbers  underneath  it,  as  shown 

at  A  A,  in  Fig.  168,  or  to  suspend  it  by  rods  secured  to 

timbers  resting  on  the  surface  of  the  ground,  as  shown  at  b  b. 

A  small  driftway  or  heading  should  now  be  commenced 

about  the  level  of  the  bottom  of  the 
tunnel,  and  having  a  sufficient  inclina- 
tion given  to  it  to  enable  any  water 
met  with  to  drain  into  the  bottom 
of  the  shaft,  which  thus  becomes  a 
well  or  sump  for  the  drainage  of  the 
works,  and  from  which  the  water 
may  easily  be  removed  by  any  of 
the  usual  methods.  The  dimensions 
of  the  heading  should  be  sufficient 
to  enable  a  man  to  work  in  it  without 
inconvenience.  The  usual  size  is 
about  8  feet  wide  and  5  or  6  feet  in 

Fig.  166.-Headmg.  j^^^gj^^. .    -^g   gj^^g  gj^^^j^  ^^  SeCUred 

with  timber,  as  shown  in  the  transverse  section  Fig.  165. 
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Fig.  166  is  a  longitudinal  section  of  a  portion  of  a  tunnel 
in  progress  of  constmotion.  o  is  the  driftway,  which  has 
been  carried  forward  to  meet  that  horn  the  next  shaft,  so  as 
to  form  a  continnons  means  of  communication  from  shaft 
to  shaft,  the  importance  of  which  is  considerable  in  enabling 
the  direction  and  level  of  the  timnel  to  be  set  oat  withoot 
chance  of  error. 

These  preliminary'  works  having  been  completed,  and  the 
form  and  dimensions  of  the  tnnnel  determined,  the  excava- 


Fig-  tea.— ExravatiOD  at  Tunod. 

tioQ  for  it  must  be  commenced,  the  ground  being  supported 
by  means  of  timber  and  planks  in  the  maimer  shown  in 
Figs.  166  and  167.  The  longitudinal  timbers,  a  a,  are 
termed  bars,  and  the  transverse  planks,  b  b,  polinga.  The 
length  thas  excavated  at  a  time  mnst  depend  upon  the 
quality  of  the  ground ;  but  as  it  is  always  desirable  that 
the  Borface  of  the  ground  should  be  exposed  to  the  atmo- 
spheric influence  for  as  short  a  time  as  possible,  it  is  not 
proper  to  proceed  too  far  before  inserting  the  brickwork. 
To  insure  the  brickwork  of  the  tunnel  being  true  in  form, 
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curved  templates  are  used  for  the  invert  and  sides,  while  the 
Qpper  portion  is  turned  upon  a  centre  eimilar  to  those  em- 
ployed for  turning  the  arohes  of  bridges.  Ab  the  brickwork 
proceeds,  the  bars  and  polinge  mast  be  carefnlly  removed, 
and  any  vacuity  thus  left  must  be  filled  with  earth  well 
rammed  is,  ao  as  to  prevent  any  settlement  of  the  ground, 
which  would  occasion  uneqaal  straiuH  npon  the  body  of  the 
tnnnel.  As  in  most  strata  some  amount  of  settlement  will 
take  place  in  the  superincumbent  ground  before  the  brick- 


work can  be  got  in,  the  timber  and  polings  sboold  be  placed 
ft  few  inches  above  the  top  of  the  tannel. 

As  soon  as  a  length  of  brickwork  has  been  got  in  on  each 
side  of  the  shaft,  the  temporary  timber  work  of  the  lower 
portion  of  the  shaft  should  be  carefully  removed,  the  ground 
excavated  to  the  true  form  of  the  tunnel,  and  the  brickwork 
iutrodaced ;  being  securely  bonded  with  and  connected  to 
that  already  built  on  either  side,  and  the  brickwork  of  the 
shaft  being  carried  down  to  meet  that  of  the  tnnnel.     When 
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this  has  been  properly  e£Eected,  mnch  of  the  danger  and  diffi- 
culty of  the  work  may  be  considered  as  having  been  sur- 
mounted. The  excavation  of  the  face  of  the  work  must  then 
be  proceeded  with,  the  top  and  as  much  of  the  sides  of  the 
work  being  supported  by  polings  as  may  be  found  necessary, 
especial  care  being  taken  to  prevent  any  disruption  or  move- 
ment of  the  ground.  When  the  faces  of  the  two  opposite 
workings  approach  within  a  short  distance  of  each  other, 
great  caution  is  necessary  to  avoid  the  thin  partition  of 
ground  being  disturbed.  When  sandy  or  other  loose  strata 
containing  large  quantities  of  water  are  met  with,  peculiar 
precautions  must  be  taken  to  prevent  the  loose  ground  being 
washed  in  with  the  water,  which  would  occasion  cavities  to 
be  left  in  the  surrounding  ground.  It  would,  however,  be 
equally  dangerous  to  dam  back  and  confine  the  water,  and 
therefore  such  means  must  be  resorted  to  as  will  permit  the 
water  to  percolate  into  the  work,  but  prevent  the  ground 
being  brought  with  it :  a  very  simple  and  effectual  mode, 
under  ordinary  circumstances,  is  to  thrust  straw  into  any 
opening  from  whence  muddy  water  is  found  to  proceed. 

Upon  the  completion  of  the  tunnel  it  is  desirable  that  the 
shafts  should  be  kept  open,  to  afford  light  and  the  means  of 
ventilation ;  but,  in  order  to  avoid  accidents,  it  is  advisable 
to  carry  up  the  brickwork  to  a  height  of  8  or  10  feet  above 
the  surface  of  the  ground,  and  to  cover  the  opening  or  mouth 
with  a  strong  iron  grating. 

Should  the  strata  through  which  the  tunnel  has  been  con- 
structed contain  much  water,  a  certain  portion  will  be  found 
to  penetrate  ihe  brickwork,  however  carefully  built,  and  in 
such  a  case  a  small  drain  or  culvert  should  be  formed  along 
the  centre  or  lowest  part  of  the  invert. 

Mode  of  constructing  Subaqueous  Tunnels. 

We  shall  now  proceed  to  describe  generally  the  mode 
adopted  in  the  construction  of  the  tunnel  under  the  Thames 
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between  Botherhitht-  and  Wapping.    The  Eann  of  the  timiiel 


Fig.  188,— ThMnes  Tunnel. 

will  be  uaderstood  by  a  reference  to  Fig.  168,  from  whicb  it 
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vill  be  seeo  that  the  extenml  form  is  rectangolar,  the  reason 
for  which  was  that  the  strata  being  horizontal,  and,  firom 
their  proximity  to  the  river,  Bnbjected  to  constantly  varying 
pressure,  it  was  considered  that  a  circular  stractare  wonld 
have  been  exposed  to  very  irregular  strains.  The  archway 
was  made  donble,  in  order  that  carriages  might  not  have  to 
meet  and  pass  in  the  same  opening,  and  the  centre  or  parti- 
tion wall  thus  formed  was  pierced  with  frequent  arches,  as 
shown  in  the  longitndinal  section,  Fig.  169,  which  serve  as 
a  means  of  commnmeation  between  the  two  archways, 
and  form  a  very  pleasing  architectural  feature  in  the  toimeL 


Fig.  169.— ThamM  Tiumel :  LoDgitndiiul  Seotjon. 

The  external  dimensions  of  the  excavation  are — in  height 
22  feet  8  inches,  and  in  breadth  87  feet  6  inches,  its  total 
length  is  about  1,200  feet.  The  height  of  the  archway  is 
17  feet,  and  the  width  of  each  on  the  springing  line  14  feet; 
the  upper  portion  is  semicircnlar  in  form,  and  the  side  walls 
and  invert  segmental.  The  tunnel  is  built  principally  in 
half-brick  rings,  the  thickness  of  the  brickwork  at  the  crown 
of  the  arch  being  2  feet  6  inches,  and  the  snme  below  the 
invert,  which  is  laid  upon  3-inch  elm  planks.  The  external 
piers  are  each  8  feet  thick  on  the  springing  Ime,  and  the 
centre  pier  is  8  feat  6  inches.  The  lefthaud  half  of 
the    section.   Fig.    166,  exhibits    the  mode   in    which    the 
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bricks  were  arranged  when  working  in  9-inch  rings,  and  the 
right-hand  half  when  4^-inch  work  was  employed.  The 
tannel  was  built  of  the  hardest  picked  stock  bricks,  laid  in 
Boman  cement  of  the  best  quality,  those  portions  of  the 
work  which  were  most  exposed  to  the  action  of  the  water 
being  laid  in  pore  cement,  and  the  other  portions  in  half 
cement  and  half  pore  sharp  sand.  The  bricks  for  the  semi- 
circular arches  are  made  in  a  wedge  form,  so  as  to  produce 
parallel  joints. 

The  section,  Fig.  168,  is  taken  in  the  centre  of  the  tunnel, 
in  the  deepest  part,  showing  the  order  and  position  of  the 
various  strata  met  with,  as  they  would  have  been  found  if 
they  had  not  been  disturbed;  from  the  constant  runs  of 
loose  sand  and  the  action  of  the  water,  especially  on  the 
Wapping  side  of  the  river,  the  strata,  however,  were 
usually  found  considerably  dislocated  and  disturbed.  In  the 
section,  a  is  a  stratum  of  sand,  gravel,  mud,  and  river 
deposits  ;  b,  a  bed  of  clay,  of  a  reddish-brown  colour ;  c,  a 
stratum  of  clay  mixed  with  silt;  d,  a  thin  layer  of  silt 
very  full  of  shells ;  e,  a  stratum  of  stiff  blue  clay ;  /,  a 
bed  of  clay  of  a  more  mottled  character,  containing  a  por- 
tion of  silt  and  a  number  of  shells ;  ^,  a  stratum  of  indu- 
rated clay,  which  at  times  was  so  hard  as  to  require  wedges 
to  break  it  up;  A,  a  bed  of  gravel  and  sand  of  a  green 
colour ;  and  i,  a  similar  stratum,  but  somewhat  coarser. 

The  tunnel  was  commenced  on  the  Rotherhithe  side  of  the 
river  in  the  year  1826,  the  shaft  having  been  begun  early  in 
the  previous  year.  The  mode  adopted  in  the  sinking  of  the 
shaft  was  similar  to  that  described,  the  brickwork  being 
built  upon  a  sharp-edged  curb,  which  descended  gradually 
as  the  ground  was  removed  from  under  it.  When,  however, 
the  shaft  had  thus  been  sunk  to  a  depth  of  88  feet,  it  became 
earth-bound,  and,  although  loaded  with  a  considerable  ex- 
traneous weight,  and  the  water  allowed  to  rise  in  the  exca- 
vation for  the  purpose  of  softening  the  ground,  no  farther 
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movement  took  place ;  it  was  therefore  determined  to  com- 
plete it  by  underpinning  in  the  manner  already  described,  and 
this,  after  much  trouble  and  difficulty,  arising  from  the  loose 
nature  of  the  ground,  was  successfully  accomplished.  When 
the  shaft  was  sunk  on  the  opposite  or  Wapping  side  of  the 
river,  the  difficulties  which  had  been  encountered  in  the  sink- 
ing of  the  former  one  were  provided  against,  and  the  opera- 
tion so  successfully  performed  that  the  shaft  was  sunk  to  its 
entire  depth  (upwards  of  72  feet)  without  becoming  at  all 
bound  ;  this  was  principally  owing  to  the  shaft  being  made 
larger  in  diameter  at  its  lower  end,  and  the  cast-iron  curb 
being  made  of  great  strength. 

Our  limits  will  not  permit,  and  the  object  of  the  present 
work  does  not  require,  our  giving  a  detailed  account  of  the 
many  casualties  and  difficulties  which  were  experienced  in 
the  course  of  the  work ;  we  shall  content  ourselves  with  a 
general  description  of  the  mode  in  which  the  tunnel  was 
constructed,  and  refer  the  reader  who  requires  farther  details 
to  the  *'  Memoir  of  the  Thames  Tunnel,"  in  4to. 

The  mode  of  securing  the  ground,  already  described  as 
being  employed  in  the  case  of  ordinary  tunnels,  would  have 
been  quite  inadequate  to  support  the  ground  and  the  exces- 
sive and  constantly  varying  pressure  occasioned  by  the  river. 
To  meet  the  special  requirements  of  the  case,  Sir  Isambart 
Brunei  devised  a  machine,  constructed  entirely  of  iron,  and 
so  original  in  its  character  as  to  enable  him  to  secure  the 
invention  by  letters  patent.  It  occupied  a  space  of  about 
8  feet  in  advance  of  the  brickwork,  and  consisted  of  twelve 
distinct  frames,  each  about  8  feet  in  width  and  22  feet  in 
height,  ranged  side  by  side,  like  the  books  on  the  shelves  of  | 
a  bookcase.  Each  of  these  frames  was  divided  vertically 
into  three  cells  by  cast-iron  floor-plates,  so  that  the  whole 
shield  consisted  of  86  cells.  The  roof  and  sides  were  secured 
by  a  number  of  narrow  plates  of  metal,  overlapping  the 
portion  of  the  brickwork  already  built,  and   entering  th» 
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gronnd  in  advance  of  the  work ;  while  the  face  of  the  exea* 
vation  was  secured  by  timber  polings,  so  accurately  fitted  as 
to  leave  no  aperture  whatever  through  which  loose  strata 
could  find  their  way. 

The  following  brief  description  of  the  shield,  and  the 
mode  of  using  it,  is  extracted  from  Weale's  "  Loudon 
Exhibited :  "— 

*^  It  will  at  once  be  seen  how  admirably  the  shield  was 
adapted  for  the  duties  which  it  had  to  perform ;  the  chief  of 
these  was,  obviously,  to  support  the  ground,  but  a  quality 
equally  essential  was,  the  power  of  being  easily  advanced  or 
moved  forward,  as  the  tunnel  progressed.  Now,  by  its 
division  into  frames,  these  two  objects  were  at  once  attained, 
for  the  whole  was  so  contrived  that,  while  six  alternate 
frames  were  engaged  in  sustaining  the  pressure  of  the 
ground,  the  six  intermediate  frames  were  relieved  entirely 
from  all  pressure,  and  left  free  to  be  moved  forward  without 
resistance.  These,  in  their  turn,  then  became  the  pressure- 
bearers,  relieving  those  which  had  previously  relieved  them 
in  a  similar  manner,  and  enabling  them  to  be  advanced 
without  difficulty. 

*'  <  It  has  been  already  said  that  the  shield,  as  first  designed 
by  Sir  Isambart,  bore  a  considerable  resemblance  to  the  worm 
from  which  the  first  idea  was  derived ;  but  the  present  shield 
has  much  more  aptly  been  compared  with  a  man,  to  whom, 
in  its  general  organization,  each  of  these  ''frames"  or  divi- 
sions bears  a  resemblance ;  having  legs  with  both  a  knee  and 
ankle-joint,  with  which  it'  alternately  steps  or  walks  on  in 
advance  of  the  brick  structure ;  arms,  with  which  it  supports 
and  steadies  itself,  or  lends  assistance  to  its  neighbours  when 
they  require  it;  and  a  head,  for  supporting  the  superin- 
cumbent earth,  which  can  be  raised  or  depressed,  or  altered 
in  its  direction,  as  circumstances  may  require.'  * 

'*  Fig.  170  affords  a  view  of  the  three  left-hand  frames  of 
♦  *♦  A  Memoir  of  the  Thames  Tunnel,"  in  4to. 
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.— Thunet  TuoDel :  Shield. 
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the  shield,  as  seen  from  the  tunnel,  the  third  frame  heing 
shown  in  section,  in  order  that  the  mechanism  may  he  more 
clearly  seen ;  and  Fig.  171  is  a  section  taken  through  the 
same  frame,  in  a  line  parallel  with  the  direction  of  the  tunnel, 
or  perpendicular  to  that  shown  in  Fig.  170.  The  sides  of  the 
boxes,  or  frames,  are  formed  by  strong  castings,  a  a,  securely 
bolted  to  the  floor-plates,  b  b,  which,  as  already  explained, 
served  to  separate  every  frame  into  three  stories,  or  boxes. 
The  middle  boxes  were  stiffened,  both  transversely  and  loDgi- 
tudinally,  by  wrought-iron  stays  or  struts,  o  o  and  d  d  ;  and 
the  shield  was  strengthened  at  the  back  by  two  wrought- 
iron  straps,  E  E,  which  extended  from  the  top  to  the  bottom 
of  both  sides  of  each  frame,  passing  through  the  intermediate 
floor -plates.  The  framings  of  the  upper  and  lower  boxes  were 
sloped  away  at  the  back,  as  shown  in  Fig.  171,  to  allow  more 
room  for  the  bricklayers  in  putting  in  the  brickwork.  The 
lov^er  part  of  the  bottom  box  was  secured  by  a  wrought-iron 
stay  or  framing,  f  and  a,  and  the  upper  part  of  the  top  box 
by  two  similar  framings  of  wrought  iron,  h  and  i.  Each 
frame  was  supported  upon  two  long  jack-screws,  k  e,  which, 
from  the  duty  they  had  to  perform,  were  termed  legs;  the 
lower  extremities  of  these  jacks  rested  upon  strong  wrought- 
iron  plates,  L  L,  termed  shoes,  whose  object  was  to  distribute 
the  weight  of  the  frames,  together  with  the  pressure  of  the 
superincumbent  earth,  over  a  large  surface  or  base ;  beneath 
these  shoes  a  flooring  of  elm  planks,  8  laches  in  thickness, 
was  laid,  upon  which  the  brickwork  of  the  tunnel  was  built, 
after  the  ground  beneath  them  had  been  compressed  by  the 
weight  of  the  shield  passing  over  them.  The  leg  was  attached 
to  the  shoe  by  a  species  of  ankle-joint,  e,  resembling  in  prin- 
ciple the  method  adopted  for  mounting  mariners'  compasses* 
which  allowed  the  shoe  to  adjust  itself  readily  to  any  inequality 
in  the  ground.  At  the  upper  part  of  the  leg  was  a  knee-joint, 
M,  about  which  it  turned  in  the  act  of  stepping  forward  :  the 
length  of  the  leg  could  be  varied  at  pleasure,  by  means  of  tbo 
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screw  at  m,  tamed  by  the  capstan-head  at  h,  and  a  second 
auxiliary  one  in  the  middle  box,  n. 

*'  The  frames  were  also  provided  with  slings,  or  arms,  o, 
consisting  of  strong  wrought-iron  bars,  attached  at  their  upper 
extremities  to  the  floor-plates  of  the  odd-numbered  frames, 
and  at  their  lower  extremities  to  the  floor-plates  of  the  even- 
numbered  frames  ;  the  attachment  consisting  in  an  eye  fitting 
to  a  circular  pin  projecting  from  the  side  of  the  floor-plates, 
so  as  to  allow  a  freedom  of  motion  about  these  pins  as  a 
centre.  The  upper  and  lower  extremities  of  the  slings  con- 
sisted of  two  separate  bars  of  metal  connected  by  two  plates 
or  cheeks,  one  on  either  side,  through  which,  and  the  sliugs 
themselves,  metal  keys  or  wedges  passed,  by  the  tightening 
up  or  driving  back  of  which  the  length  of  the  slings  could 
be  increased  or  diminished  at  pleasure.  The  use  of  these 
slings  was  to  enable  one  frame  to  derive  support  from  its 
neighbour  on  either  side,  or,  in  its  turn,  to  afford  support  to 
either  of  its  neighbours.  Thus,  if  one  of  the  odd-numbered 
frames,  in  which  the  upper  extremities  of  the  slings  were 
attached  to  the  top  floor-plates,  was  required  to  be  supported 
independently  of  the  legs,  it  was  only  requisite  to  tighten 
up  the  wedges  and  lengthen  the  slings  to  raise  the  frame, 
and  relieve  the  legs  entirely  from  pressure ;  the  slings,  in  this 
case,  pushing  up  the  frame.  While,  in  the  case  of  an  even- 
numbered  frame,  by  driving  back  the  wedges  of  the  slings  on 
either  side,  and  so  lessening  their  length,  the  frame  would  be 
drawn  up,  and  the  legs  relieved  from  the  office  of  supporting 
the  weight  of  the  frame. 

**  The  ground  over  the  roof  of  each  frame  was  supported 
by  two  plates  of  metal,  q  q,  the  tails  of  which  always  overlaid 
the  brickwork,  as  shown  in  Fig.  171,  and  the  points  entered 
the  ground  some  distance  in  advance  of  the  boards,  by  which 
the  front  of  the  shield  was  secured.  These  plates,  of  metal 
(which  were  technically  termed  staves)  were  supported  upon 
a  caHt-iron  saddle  piece,  b,  resting  upon  a  swivel,  s,  which 
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latter,  being  sapported  in  front  upon  a  kind  of  joint,  u,  and 
at  the  back  npon  a  jack  or  strong  screw,  v,  could  be  raised 
or  lowered  at  pleasure.  This  mode  of  supporting  the  top 
staves  allowed  of  their  being  brought  into  any  position,  or 
having  any  direction  given  to  them.  The  tails  of  the  staves 
were  supported  by  a  powerful  jack-screw,  w. 

''  The  sides  of  the  shield  were  secured,  and  the  groand 
supported,  by  a  number  of  similar  staves,  z  z  .z,  Fig.  170, 
attached  to  the  frames  by  a  sliding  bar,  passing  through  a 
block  secured  to  the  sides  of  the  external  frames,  in  such  a 
way  as  to  allow  of  their  direction  being  altered  as  circam- 

tances  might  require.  The 
tails  of  the  side  staves  over- 
lapped the  brickwork  of  the 
tunnel  in  the  same  manner 
as  the  top  staves. 

**  The  ground  in  front  of 
the  shield,  as  we  have  already 
mentioned,  was  supported  by 
small  boards  of  wood,  d  d, 
termed  poling  boards;  each 
frame  had  its  own  set  of 
polingSf  their  length  corre- 
sponding with  the  width  of 
the  frames.  These  boards 
were  8  inches  in  thickness, 
6  inches  in  width,  and  at 
each  end  had  small  iron 
plates  let  in  containing  a 
n«.,7*.-8hieWFr.m«-iioorPuu..'e«ess,  into  which  the  head 

of  a  small  jack,  e  e  (termed 

the  poling  screws),  fitted;  the  other  end  of  these  screws, 

resting  in  recesses  formed  for  them,  in  the  front  rail  of   he 

cast-iron  framing,  a  a,  composing  the  sides  of  each  box. 

**  The  frames  of  the  shield  were  not  in  actual  contact^ 
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a  space  of  nearly  8  inches  being  maintained  between  them, 
io  avoid  the  resistance  which  would  have  arisen  from  the 
friction  of  the  frames  if  they  had  been  allowed  to  mb 
against  each  other ;  and  in  order  to  preserve  this  space,  the 
floor  plates  of  every  odd-numbered  frame  were  provided  at 
each  end  with  a  pair  of  wrought-iron  sectors  of  circles,  1 1, 
Fig.  172  (or,  as  they  were  termed,  quadrants)  ^  the  heads  of 
which  bore  against  the  floor-plates  of  the  even-numbered 
frames,  and  the  circumference  of  which  worked  in  the 
recesses  m  m,  formed  in  the  floor-plates  of  the  odd-numbered 
frames  for  their  reception.  The  quadrants  served  only  to 
prevent  the  frames  approaching  too  close :  to  obviate  their 
spreading,  a  powerful  tie,  formed  by  two  wrought-iron  bolts, 
1 1,  Fig.  170,  was  attached  to  the  two  external  frames. 

**  Each  frame  was  supported  and  maintained  in  a  vertical 
position  by  two  powerful  screws,  //,  Fig.  171,  termed  the 
abutment  screws,  one  at  the  top  and  one  at  its  lower  ex- 
tremity. The  heads  of  these  screws  rested  against  iron 
plates,  h  h,  which  served  to  throw  the  pressure  occasioned 
by  the  screw  over  a  larger  surface  of  the  brickwork.  It  was 
by  means  of  these  screws  that  the  frames  of  the  shield  were 
advanced.* 

"We  now  pass  on  to  describe  the  mode  in  which  the 
excavation  was  carried  on  and  the  shield  advanced.  We 
should  flrst  state,  that  every  alternate  frame  of  the  shield 
stood  three  inches  in  front  of  the  intermediate  frames, 
which  latter,  when  advanced,  were  moved  forward  six  inches 
at  a  time,  so  as  then  to  stand  (in  their  turn)  three  inches  in 
advance  of  the  others.  Thus  the  odd-numbered  and  even- 
numbered  frames  alternately  stood  in  advance  of  each  other. 

•  "  It  should  be  mentioned  that  two  shields  were  employed  in  the 
constmction  of  the  tunnel.  That  which  we  have  just  descr'bed  was 
the  second,  and  contained  several  improvements  which  experience  had 
pointed  out.  They  were,  however,  identical  in  principle,  and  in  their 
general  mode  of  action." 


lig.  173. 


tig.  174. 


^^^t^^^^ 


¥ig.  175. 


Fig.  176. 
Thagies  Tunnel :  Shield  Frames— Poling  Boards  and  Screwt- 
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We    shall   now   suppose   the  odd -numbered  frames   to  be 
behind,  and  proceed  to  detail  the  method  of  advancing  one 
of  them  (No.   III.),   which   will  sufficiently    explain  the 
process   adopted  in  the  ease  of    any   one    of   the    rest. 
Fig.    178  represents  a    section  plan    of  a  portion   of  the 
frames  Nos.  11.,  HE.,  and  lY.,  showing  the  relative  posi- 
tions of  the  front  rails  of  those  frames,  together  with  their 
poling  boards  and  the  poling  screws  which  supported  them. 
This  being  the  position  of  things,  the  first  operation  is,  to 
remove  the  poling  boards  of  the  frame  No.  III.,  one  at  a 
time,  commencing  at  the  top  of  the  box,  and,  having  care- 
fully excavated  or  cut  away  the  ground  to  a  depth  of  three 
inches,   to  replace  the   poling   and  its    two    screws;   but 
instead  of  resting  the  latter  upon  their  own  frame,  as  they 
were  before,  they  are    now  placed   against   the  front  rail 
of  the    two  other   frames  on    either    side,   as    shown    in 
Fig.  174 ;  the  object  of  this   arrangement  being,  that  tbe 
intermediate  frame,  after  all  the  poling  screws  have  been  so 
removed,    shall   be   left    entirely  free   to    be  advanced  or 
moved  forward  without  experiencing   any  resistance  from 
the  ground  against  its  poling  boards,  the  whole  of  which 
are  then  temporarily  supported  by  its  neighbouring  frames. 
The  frame  itself  is  then  moved  forward  the  required  diatance, 
or  six  inches,  by  means  of  the  large  abutment  screws,  //, 
Fig.  171 ;  the  mode  of  operation  being,  first,  to  relieve  the 
legs  of  the  frame  from  weight  by  means  of  the  slings,  in 
the  manner  already  explained,  then  to  move  forward  the  two 
shoes  LL,  Fig.  170,   bringing    the   legs   into    the   sloping 
position  shown  in  Fig.  171,  after  which   the   frame  itself 
is  screwed  forward  by  turning  the  upper  and  lower  abut- 
ment  screws    simultaneously,   until  the   legs   are   brought 
again  into  a  vertical  position,  and  the  frame  assumes  the 
situation   shovm  in  Fig.  175,  being  then  three  inches  in 
advance  of  its  neighbours,  Nos.  11.  and  IV.    The  poling 
boards   are  now  again   removed,  the  ground   once  more 
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ezcftvafted  to  a  fartiier  depth  of  three  inehes,  and  the  boards 
and  poling  serews  again  replaced,  the  latter  being  again 
restored  to  thdr  own  frame,  so  that  they  assnme  the  position 
shown  in  Fig.  176,  the  frames  and  polings  of  the  odd-num- 
bered divisions  being  now  three  inches  in  advance  of  the 
even-nnmbered  frames,  which  latter,  in  their  torn,  will 
nndergo  a  similar  operation  to  that  above  explained. 

"  In  Fig.  171  the  polings  in  the  upper  box  are  shown  as 
having  been  worked  forward,  while  in  the  middle  and  loyer 
boxes  they  are  represented  as  being  in  the  act  of  being 
worked ;  in  the  latter,  two  polings  are  shown  out  at  once  ; 
this  was  usually  allowed  in  the  lower  boxes,  the  ground  in 
which,  being  further  from  the  river,  was  usually  more  solid 
than  in  the  upper  boxes,  and  occasionally,  when  the  ground 
in  the  latter  was  unusually  good,  the  miners  in  those  boxes  | 
were  allowed  also  to  remove  two  polings  at  a  time. 

**  When  the  whole  shield  had  thus  been  advanced  suffi- 
ciently to  admit  of  a  ring  of  brickwork  being  introduced,  this 
was  immediately  proceeded  with,  the  arches  being  turned 
upon  a  narrow  centering  or  profile,  v,  Fig.  171,  and  being 
inserted  behind  the  abutment  screws,//,  one  at  a  time,  care 
being  taken  that  none  of  the  poling  screws  were  resting  upon 
a  frame  whose  abutment  screws  were  not  in  proper  bearing. 
As  the  shield  advanced,  a  timber  stage  on  wheels  followed 
it,  which  afforded  ready  means  of  access  for  the  miners  and 
bricklayers  to  every  part  of  the  shield." 


CHAPTER  XXIII. 

SYSTEMS  OF  DRIVING  TUNNELS. 

[Two  systems  of  driving  tunnels  are  recognised  on  the  Conti- 
nent— the  English  or  German  system,  and  the  Belgian  or 
French  system.  On  the  English  system,  so  called,  the 
main  heading  is  opened  and  driven  at  the  level  of  the  floor 
or  of  the  invert  of  the  tunnel,  and  the  excavation  of  the 
tunnel  is  developed  upwards  and  laterally.  On  the  Belgian 
system,  so  called,  the  main  heading  is  opened  and  driven 
through  the  upper  part  of  the  tunnel,  at  such  a  level  that  the 
roof  of  the  heading  is  level  with  and  forms  a  portion  of  the 
roof  of  the  excavation  for  the  tunnel,  whence  the  excavation 
is  extended  downwards.  On  this  system,  the  arch  is  con- 
structed hefore  the  walls. 

In  short,  the  hottom  heading  is  said  to  he  the  haeis  of  the 
English  system,  the  top  heading  of  the  Belgian.  This  dis- 
tinction, if  there  ever  was  a  reasonable  foundation  for  it,  has 
long  ceased  to  exist.  The  bottom  heading,  no  doubt,  was, 
in  the  early  English  practice  of  tunnelling,  systematically 
employed,  not  only  because  it  served  as  a  drain  for  water, 
but  also  as  a  means  of  insuring  accuracy  in  the  levels  and 
ranging  or  setting  out  of  the  work.  The  tunnels  constructed 
on  the  Great  Western  Railway,  between  Bath  and  Bristol,  in 
1842 — 48,*  were  commenced  by  the  driving  of  a  bottom 
heading  from  end  to  end  before  the  enlargement  was  com- 
menced. These  tunnels  were  constructed  through  hard  grey 
sandstone,  and  the  work  of  enlargement  from  the  bottom 
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heading  was  found  to  be  costly  and  troublesome,  more  par- 
ticularly as  the  excavated  material  was  removed  through  the 
heading.  There  was  the  greatest  difficulty  in  keeping  the 
thoroughfare  clear.  The  material  in  course  of  excavation 
fell  on  the  road,  and  if  it  was  not  immediately  removed  it 
delayed  the  whole  of  the  work  of  the  tunnel  by  interrupting 
the  circulation  of  the  waggons.  Where  lining  was  to  be 
applied  to  the  tunnels,  top  headings  were  driven,  and  when 
the  excavation  for  a  length  was  completed,  the  lining  was 
commenced. 

In  more  recent  practice,  the  bottom  heading  has  not  neces- 
sarily been  constructed,  either  for  purposes  of  drainage  or 
for  setting  out.  The  tunnel- aqueducts  for  the  Glasgow 
Waterworks  were  constructed  without  headings.  They  were 
cut  at  once  to  the  full  section,  8  feet  by  8  feet.  In  boring 
one  of  these  tunnels,  which  was  2,325  yards  in  length, 
twelve  shafts  were  sunk  from  the  surface,  varying  in 
depth — some  of  them  160  yards  in  depth.  The  twenty- 
four  faces  were  cut  simultaneously,  and  all  the  junctions 
were  exact.  Again,  in  the  construction  of  the  Netherton 
Tunnel,  in  1856 — 58,  the  system  of  bottom  heading,  it 
is  true,  was  employed,  headings  having  been  driven  both 
ways  from  the  bases  of  seventeen  shafts,  on  the  model 
of  Simms's  practice  ;*  but,  as  a  matter  of  fact,  the  enlarging 
and  lining  of  the  tunnel  were  in  course  of  execution  at  each 
shaft  before  the  headings  were  joined  up  ;  and  so  success- 
fully had  the  setting  out  been  effected,  independently  of  the 
bottom  headings,  that  no  part  of  the  tunnel  diverged  so 
much  as  one  inch  out  of  the  direct  line.  It  may  be  added 
that,  since  the  tunnel,  destined  to  form  a  portion  of  a  canal, 
was  of  necessity  on  a  level,  a  thorough  bottom  heading,  if  it 
had  been  made,  would  have  been  useless  for  purposes  of 
drainage.  Besides,  the  means  of  exhausting  inflowing  water 
by  way  of  the  shafts  is,  in  all  but  exceptional  cases,  amply 
*  See  Simms's  "  Practical  Tunnelling,"  third  edition,  1877- 
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sufficient  for  clearing  the  works  of  water.  Exceptional  cases 
arose  in  the  construction  of  the  Saltwood  and  the  Buckhorn 
Weston  Tunnels. 

The  Buckhorn  Weston  Tunnel,  789  yards  long,  was  con- 
structed in  1859 — 60,  through  Kimmeridge  clay,  on  an 
incline.  It  was  originally  intended  to  sink  only  two  shafts, 
and  to  utilise  the  incline  to  drain  the  tunnel,  hy  means  of  a 
bottom  heading  driven  from  the  lower  end,  through  which 
the  excavated  stuff  was  to  be  conveyed.  The  heading  was 
driven  for  a  length  of  200  yards,  but  it  became  so  much 
contracted  by  the  swelling  of  the  sides  that  it  was  abandoned 
as  a  thoroughfare  for  water  and  waggons.  The  number  of 
shafts  was  increased  to  five ;  top  headings  were  driven  from 
each  shaft,  and  the  tunnel  was  enlarged,  timbered,  and  lined 
as  in  the  Bletchingley  Tunnel,  described  by  Mr.  Simms.  In 
the  course  of  excavation,  however,  veins  of  loose,  rubbly 
rock  were  cut,  from  which  large  quantities  of  water  were 
discharged,  chiefly  through  the  crown  of  the  excavation. 
To  check  this  inconvenient  flow,  a  counter  heading  was  driven 
from  the  end  of  the  ridge,  over  the  tunnel,  for  a  distance  of 
ten  yards  beyond  the  intersection  of  the  vein,  in  which  the 
top  water  was  intercepted  and  drained  off  to  the  face.  Here, 
instead  of  a  bottom  heading,  a  top  heading  was  employed 
for  drainage. 

Whilst  the  common  practice  of  sinking  shafts  and  multi- 
plying the  number  of  faces  possesses  many  advantages 
wherever  expedition  is  an  important  element  in  the  construc- 
tion of  a  tunnel,  the  system  is  occasionally  followed  accord- 
ing to  which  a  bottom,  heading  is  driven  from  the  end  at  or 
near  the  formation-level,  and  a  **  break-up  "  is  formed  at 
intervals  upon  the  heading.  The  break-up  is  a  substitute  for 
the  excavation  otherwise  formed  below  the  ordinary  shaft, 
and  the  heading  is  equivalent  in  its  functions  to  the  shaft, 
constituting  the  means  of  communication  between  the  work- 
ing faces  and  the  surface.     But  it  is  easily  understood  that 

p  2 


316  THE    RUDIMENTS   OF   CIVIL   ENGINEERING. 

the  employment  of  a  single  opening  for  the  service  of  a  num- 
ber of  faces  cannot  aSoid  the  facilities  of  free  communication 
offered  by  several  shafts  sunk  direct  upon  the  tunnel  at  200 
yards  apart,  each  of  which  is  devoted  to  one  pair  of  faces. 
The  objections  practically  are  similar  in  kind  to  those  which 
were  experienced  in  lihe  construction  of  the  tunnels  on  tiie 
Great  Western  Bailway« 

Moreover,  bottom  headings  cannot  be  commenced  until 
the  cuttings  or  their  gullets  are  rim  up  to  the  faces  of  the 
tunnels ;  and  when  these  are  cut  they  are  not  in  all  situa- 
tions available,  as  the  inclination  of  gradients  may  not  admit 
of  drainage. 

But  the  greatest  disadvantage  of  the  system  of  bottom 
headings  and  break-ups,  in  certain  grounds,  consists  in  the 
lengthened  exposure  of  the  surface  of  the  excavation  to  the 
action  of  the  air,  which  in  clays,  marls,  and  shales,  loosens 
the  ground,  and  in  rock  opens  the  fissures. 

Finally,  it  may  be  urged  as  an  objection  to  the  system  of 
working  by  break-up,  that  the  means  of  ventilation  is  imper- 
fect. 

There  are  situations,  nevertheless,  where  a  break-up  may 
be  introduced  with  advantage.  When  a  bottom  heading  is 
driven  from  the  end  of  the  tunnel,  and  a  break-up  is  formed 
at  some  distance  from  the  end,  three  working  faces  are  ob- 
tained for  each  end,  whilst  the  intermediate  portions  are 
worked  from  shafts  in  the  usual  way  with  top  headings. 
The  Lydgate  Tunnel  affords  an  instance  of  this  method  of 
procedure. 

Comparatively  short  tunnels  also,  under  500  or  600 
yards  in  length,  may  be  economically  constructed  on  the 
system  of  break-ups — with  a  through  bottom  heading,  and, 
say,  three  break-ups  in  the  whole  length.  Waggons  run  in 
on  a  line  of  rails  under  the  working  faces  receive  the  broken 
stuff,  which  falls  direct  into  them.  But  in  situations  where 
foul  gases  are  likely  to  be  emitted,  the  system  of  break-ups 
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is  affected  by  the  difficulty  of  the  absence  of  sufficient  ven- 
iilation,  which  may  even  prevent  its  being  adopted  at  all. 

In  the  history  of  the  short  tunnel,  500  feet  long,  on  the 
Recife  and  Sao  Francisco  Railway,  Pernambuco,  constructed 
in  1856 — 62,  an  instance  is  afforded  of  the  benefit  that  may 
be  derived  from  a  through  bottom  heading  for  the  transport 
of  stores.  When  the  small  trial  heading  had  shown  that  the 
ground  was  favourable,  as  the  materials  for  the  construction  of 
the  permanent  tunnel  were  not  at  hand,  and  there  was  plenty 
of  timber  on  the  ground  adjoining,  it  was  decided  to  enlarge 
the  heading  sufficiently  to  take  an  engine  through,  minus  the 
chimney.  This  was  effected  without  difficulty,  the  enlarged 
beading  being  9^  feet  wide  at  the  bottom,  8^eet  wide  at  the 
top,  and  10  feet  high.  A  constant  stream  of  materials 
passed  through  during  meal-times  without  interfering  with 
the  work.  With  the  like  objects,  as  soon  as  the  end  lengths 
had  been  completed  in  the  usual  manner,  a  surplus  stock  of 
materials,  sufficient  to  last  for  a  few  days,  was  sent  through. 
The  road  was  then  broken  up,  the  invert  was  built  through- 
out, and  the  road  was  relaid ;  after  which  the  construction 
of  the  tunnel  and  the  supply  of  materials  went  on  without 
interfering  with  one  another.  The  invert  and  arch  of  the 
tunnel  were  of  brickwork,  and  the  side  walls  were  of  rubble 
masonry. 

When  tunnels  already  constructed  are  to  be  enlarged — as, 
for  instance,  a  railway  tunnel  constructed  for  a  single  line  of 
rails,  to  be  enlarged  for  two  lines — the  existing  tunnel,  it  is 
obvious,  serves  as  a  ready-made  bottom  heading,  and  is  so 
employed'  for  the  construction  of  the  larger  tunnel.  The 
Lindal  Tunnel  was  enlarged  by  raising  shafts  through  the 
crown  of  the  tunnel,  making  a  break-up  at  each  shaft,  and 
driving  top  headings  both  ways  from  the  break-up. 

In  tunnelling  through  rock,  top  headings  are  now  usually 
driven,  to  be  worked  from.  For  example,  the  Clifton  Tunnel, 
under  the  Durdham  Downs,  was  cut  through  mountain  lime- 
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stone,  commencing  with  top  headings  from  tiie'  shafts  and  a 
side  gaUery.  The  lower  end  was  excavated  by  driving  a 
bottom  beading,  from  which  a  break-np  with  two  iaces  was 
formed. 

Other  tonnels  sitnated  near  the  sides  of  moantains  may  be 
worked  entirely  from  side  drifts.  The  Shakespeare  Tnmiel, 
or,  more  correctly,  double  tnonel. 
Fig.  177,  driven  throogh  the  Shake- 
speare Cliff,  near  Dover,  consists  of 
two  narrow  tunnels,  carrying  each 
one  line  of  rails,  12  feet  wide  and 
80  feet  in  extreme  height,  through 
the  chalk,  separated  by  a  solid  pier 
n^  m.-n-i™-.  T^.  ^^  ^^^  „,  d.^_  10  feet  thick.    Th. 

chalk  waB  of  variable  quality,  and  the  greater  part  of  the 
tunnel  was  lined  brick,  strengthened  by  coanterforts  at  12  feet 
intervals.  The  tannel  is  1,480  yards  in  length,  rising  west- 
ward with  an  inclination  of  1  in  264.  The  site  of  the  tunnel 
being  within  a  short  distance  from  the  face  of  the  oliff,  the 
material  excavated  was  discharged  through  galleries  about 
400  feet  long,  driven  in  from  the  face  of  the  oliff  into  the  sea, 
the  first  operation  having  been  to  ran  a  bench  or  roadway 
along  the  face  of  the  cliff.  There  are  seven  shafts,  averaging 
180  feet  deep. 

From  the  foregoing  instances,  which  are  types  of  many 
other  tonnels,  it  may  be  inferred  that  there  is  no  specifically 
English  system.  Top  or  bottom  headings  are  used  jnst  as 
circnmatances  may  direct.  Mr.  Simms,  in  "  Practical  Tun- 
nelling," evidently  wrote  under  the  impression  of  the  neces- 
sity of  through  bottom  headings ;  but  it  has  been  amply 
proved  by  more  recent  experience  that  they  are  not  neces- 
sary either  for  the  purpose  of  effecting  an  exact  setting  ont 
or  for  the  purpose  of  drainage.  With  respect  to  the  means 
of  Betting  ont  a  tunnel,  it  may  snffice  to  mention  that  the 
Mont  Cenis  Tunnel,  upwards  of  6  miles  in  length,  was  set 
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out,  with  the  aid,  of  conrse,  of  a  throngh  heading,  entering 
fi-om  the  ends.  The  junction  of  the  head- 
ings WBS  effected  without  any  error  hori- 
zontally, and  with  only  a  foot  of  divergence 
vertically.  And  bh  to  the  means  of  drainage, 
tunnels  may  in  moat  casee  be  drained  by 
means  of  eteam-power  through  shafts ; 
whilst  tunnels  like  that  of  Mont  Cenia, 
where  either  shafts  or  side-drifts  cannot  he 
applied,  are  constructed  on  inclines  which 
rise  tram  each  end  and  meet  at  a  sumnut 
in  the  interior,  and  so  afford  a  fall  for 
natural  drainage.  |i 

In  the  excavation  of  tunnels  of  great  | 

length,  and  through  mountains   of  great  I 

elevation,    as,   for    instance,   the    tunnels  | 

under  Mont    Cenia   and   through  the   St.  | 

Gothard,  where,  in  the  absence  of  shafts,  | 

-  the  only  means  of  approach  are  from  the  | 

ends,  it  i§  manifest  that  the  proper  method  ° 

of  peuetrating  the  moantains  is  the  method  | 

of  the  top  heading,  with  subsequent  enlarge-  ^ 

ment.     The  excavation  of  the  Mont  Cenia  £ 

Tunnel,    it  is   true,   was  commenced   by  i 

means  of  a  bottom  heading,  from  which  the 
enlargement  was  effected  upwards  and 
laterally  ;  but  the  system  of  the  bottom 
heading  has  been  completely  negatived  in 
the  construction  of  the  St.  Gothard  Tunnel, 
in  which  the  top  headings,  or  advanced 
galleries,  were  driven  from  the  commence- 
ment, and  continued  to  be  exclusively 
followed  in  the  excavation  of  the  tunnel 
both  in  the  solid  rock  and  at  the  north 
end,  and  in  the  loose,  uncertain,  and  watery 
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strata  of  the  eonth  end.  Drainage  ia  more  completely  effected 
in  rock  by  the  method  of  the  top  heading,  whilst  also 
ventilation — a  matter  of  importance  in  long  tannels — ia  more 
conveniently  and  effectively  performed.  For  the  excavalion 
of  these  tunnels  in  rook,  rock-drills  driven  by  compressed  air 
were  employed. 

The  arches  of  tannels  are  Dsaally  constrncted  of  five  or  six 
ringe  of  brickwork,  making  a  total  thickness  of  from  22 
inches  to  27  inches.     The  walls  are  of  similar  thickness. 


Fig.  179 '  -TaniHl  undei  tbe  Hound,  Edinborgb. 

Inverts  are  coDstiacted  where  the  soil  is  not  sufficiently 
strong  to  support  the  walls — that  is  to  say,  inverted  arches 
built  under  the  level  of  the  rails. 

Thetonnelnnderthe  Mound  at  Edinburgh,  on  the  line  of  the 

Edinburgh  and  Glasgow  Railway,  Figs.  178  to  160,  supplies 

an  excellent  illustration  of  tunnels 

.  formed  with  an  invert,  in  loose, 

unstable  soil.     The  tonnel  is  truly 

circular,  28  feet  in  diameter  and 

20  feet  high  above  the  level  of  the 

rails,  bnilt  of  brick  86  inches  in 

:   thickness,  stiffened  with  counter' 

Kg  ISO  -bmo™  ot  iimneL     ^°^^  externally,  and  with  ribs  of 

masonry  internally,  founded  on  a 

solid  bed  of  oonrsed  rubble  work,  with  an  inverted  arch  to 

distribute  the  weight.    The  mound  stands  42  feet  above  the 

crown  of  the  arch. 
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TABLE  OP   COST  OF  CONSTRTJCTIOx^   OF  VARIOUS 

TUNNELS,  1876. 


Tunnel. 


Blechingley 

Saltwood 

Buckhom  Weston 

Lydgate  

GnMford 

Salisbury 

Petersfield  

Honiton  

St.  Catherine's  ... 

Clifton 

Iiindal  (enlarge- *> 

ment) S 

Stapleton  (do.)  ... 
Neuierton  (canal) 

Loch  Katrine 

Eilaby  

Box  

MontCenifl 

St.  Oothard 

Thames   


Bailway. 


South  Eastern 

Do. 

Salisbury  and  YeoTil 

L.  &  N.  Western 

South  Westittn 

Do. 
Portsmouth 

Do. 

South  Western 
Clifton  Extension 

Fumess 

Bristol  and  Gloaoester 
Birmingham 


Glasgow  Water  Works 


L.  &  N.  Western 
Great  Western 

Victor  Emmanuel 

(In  progress) 
East  London 


Length. 


Yards. 

1,824 
964 
739 

905 
440 
481 

1,860 

191 
l,737i 

460 

614 
8,036 


2,326 


2,396 
8,128 

7*60  mOes 


926    „ 
400  yards 


Formatidn. 


Clay 

Sand 

Clay 

Coal  Measures 

Chalk 

Do. 

Df. 

riled  mail  and) 

(.   greensand    } 

Sand 

limestone 

CBook,  gravel  and 

(.       clay  lined 

Marl 
Mioa-slate 
Clay-slate 
Old  red  sand-) 
stone         S 
Soft  material,  ) 
lined         } 


Oolite,  marl 

Calcareous  *) 

schist,  &o.  > 

estimated  ) 

Granitic  ) 

gneiss,  &o.  S 

Alluvial 


Cost  per 
lineal  yard. 


£  8. 

72  0 

118  0 

72  0 

80  0 

80  0 

80  0    0 

80  0    0 


d. 

0' 

0 

0 

0 

0 


60    0  0 

40    0  0 

•  •• 

21    4  0 

88  0  0 

89  '6  0 
13    0  0 

£9  to  £10 

10    0  0 

10    0  0 

126    0  0 

100    0  0 

167  12  0 

116    9  0 

1,187    0  0] 


p  8 


PART  U 
MARINE  ENGINEERING 


CHAPTER  I. 

WINDS  AND  WAVES. 

[WoBKS  of  marine  engineering  are  broadly  distingaished  from 
other  works  of  construction  by  the  fact  of  their  exposure 
to  the  action  of  the  sea,  whether  at  rest  or  in  motion.  The 
stability  of  snch  engineering  works  is  largely  dependent  on  the 
dead  weight  of  the  materials  of  which  they  are  constructed, 
principally  in  order  to  counterbalance  the  pressure  of  the 
sea  against  them,  augmented  by  the  pressure  and  force  of 
waves  caused  by  winds  and  tides. 

Winds — air  in  motion — ^acquire,  as  a  maximum,  a  velocity 
of  from  50  to  78  miles  per  hour,  according  to  the  quarterly 
weather  reports  of  the  Meteorological  Department.  The 
pressure  of  air  in  motion  is  very  variously  estimated.  It  is 
probable  that  the  pressure  of  winds  never  exceeds  80  lb. 
per  square  foot ;  it  appears  to  be  well  established  that  the 
maximum  pressure  in  Great  Britain  does  not  surpass  24  lb. 
per  square  foot.  In  open  spaces,  winds  blow  downwards 
at  a  small  inclination,  and  have  the  effect  of  raising  the 
surface  of  water  into  waves.  Dr.  Scoresby,  in  1850,  stated, 
as  the  results  of  his  observations,  that  in  rather  a  hard  gale 
ahead,  with  a  heavy  sea,  the  greater  proportion  of  the  waves 
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did  not  attain  the  height  of  22  feet,  although  about  one  in 
four  or  five  rose  to  about  26  feet  or  28  feet  in  height.  The 
average  elevation  was  from  18  to  20  feet.  In  a  hard  gale 
with  heavy  squalls,  most  of  the  waves  rose  to  more  than 
24  feet,  and  one  in  five  or  six  rose  to  a  height  of  48  feet 
the  pitch  or  distance  apart  of  the  waves  was  about  560  feet, 
whilst  the  velocity  amounted  to  nearly  88  miles  per'hour. 

The  force  of  impact  of  a  ground  vrave  20  feet  high  has 
been  estimated  by  Mr.  J.  Scott  Bussell  as  equal  to  1  ton 
per  square   foot  of   superficies.      Even   higher  pressures 
than  this  have  been  registered.     Mr.  Alan  Stevenson  ob- 
served by  dynamometer  a  pressure  of  6,000  lbs.,  or  nearly 
8  tons,  per  superficial  foot,  at  the  Skerryvore  lighthouse, 
when  the  waves  broke,  between  high  water  and  low  water. 
A  remarkable  piece  of  evidence  of  the  force  of  great  waves 
occurred  at  the  breakwater  at  Wick.    A  large  monolith  of 
cement  rubble,  45  feet  long  by  26  feet,  by  11  feet  thick, 
weighing  upwards  of  800  tons,  was  gradually  slewed  round, 
by  successive  strokes,  until  it  was  finally  removed  and  de- 
posited inside  the  pier.     It  carried  with  it  some  courses  of 
stone  which  had  been  fastened  to  it  by  iron  bolts,  the 
enormous  mass  weighing  not    less  than  1,850  tons,  and 
presenting  an  area  of  about  496  square  feet  to  the  force  of 
the  sea.     The  power  of  waves  is  also  manifested  by  the 
lifting  up  of  large  blocks  of  coui'sed  masonry  from  the  paved 
slope  of  Plymouth  Breakwater,  and  the  throwing  of  them 
over  on  to  the   back  slope ;    and  by  the  piling  up  of  the 
huge  moles  of  shingle  that  fringe  the  southern  and  eastern 
shores  of  England,  in  the  most  remarkable  of  which,  the 
Chesil  beach,  stones  of  great  size  are  heaped  up   85  feet 
above  high  water,  or  three  times  the  usual  height  of  such 
formations. 

The  tides,  or  oscillations  of  the  surface  of  the  sea,  take 
place  twice  in  twenty-four  hours.  Over  the  large  areas  of  the 
Atlantic,  Pacific,  and  Indian  Oceans,  the  rise  and  fall  due 
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to  the  tides  is  limited  to  from  2  to  4  feet ;  but  it  is  aug- 
mented as  the  tidal  wave  approaches  land  and  breaks  on 
the  shore.  Compressed  between  projecting  headlands,  the 
tidal  wave  mounts  in  height;  or  when  it  is  trapped  between 
a  great  projection  and  its  corresponding  height ;  or  led  np 
some  funnel- shaped  deeply-indented  inlet  open  to  the  wave ; 
or  in  passing  through  straits  between  the  main  land  and 
an  outlying  island,  as  in  the  Straits  of  Magellan,  on  the 
Patagonian  coast,  where  the  tide  rises  from  the  normal 
height  of  4  feet  to  the  extraordinary  elevation  of  86  feet. 
All  our  great  estuaries,  harbours,  and  tidal  rivers  which 
penetrate  into  the  heart  of  the  country  are  constantly  fed 
by  the  tidal  wave,  the  influence  of  which  may  be  largely 
developed  and  increased  by.  judiciously  planned  works  of 
engineering.  It  may  easily  be  comprehended  that  the 
height  of  the  tide  varies  for  eveiy  locality. 


CHAPTER  n. 

CURRENTS. 

The  stability  of  works  erected  npon  the  sea-sbore  is  often 
affected,  directly  or  indirectly,  by  tbe  action  of  currents ;  and 
tbe  remarkable  influence  tbey  possess  upon  tbe  direction  of 
alluvions,  sand,  or  sbingle,  renders  tbeir  study  tbe  more  in- 
dispensable. Some  of  tbe  most  striking  illustrations  of  tbe 
importance  and  nature  of  currents  are  subjoined. 

In  tbe  Mediterranean  tbere  is  a  general  current  flowing 
along  tbe  sbore,  near  tbe  western  end,  wbose  directio:^  is 
from  tbe  west  to  tbe  east  on  tbe  coast  of  Africa,  and  from 
tbe  east  to  tbe  west  on  tbe  coast  of  Europe.  On  tbe  Frencb 
coast  tbe  velocity  of  tbis  current  does  not  exceed  8  incbes 
per  second,  wbilst  at  Algiers  it  bas  been  noticed  to  flow  at 
tbe  rate  of  from  10  to  12  incbes,  or  even  as  mucb  as  40 
incbes,  per  second,  at  tbe  extremities  of  some  capes. 

Tbe  oceanic  currents  are  of  mucb  greater  importance  tban 
tbat  of  tbe  Mediterranean,  on  account  of  tbe  immense  volume 
of  water  tbey  roll  along,  and  of  tbeir  velocity ;  as  likewise  of 
tbeir  greater  influence  upon  tbe  climate  of  many  portions  of 
the  globe,  and  the  serious  interference  they  exercise  upon 
tbe  operations  of  sailors.  Tbe  Atlantic  currents  are  tbose 
witb  respect  to  wbicb  we  possess  the  most  accurate  informa- 
tion ;  and,  indeed,  it  is  probable  tbat  Major  BenneU*s  sur- 
mise may  be  correct,  tbat  tbe  outline  of  tbe  sbores  of  tbe 
Pacific  is  not  so  calculated  to  give  rise  to  tbem  as  tbose  of 
tbe  Atlantic.     Tbe  most  important  of  tbe  currents  in  tbe 
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latter  is  the  great  Golf  stream,  which  sets  romid  the  Cape 
of  Good  Hope  from  the  Pacific,  along  the  western  shore  of 
Africa,  nntil  it  meets  the  Bight  of  Benin,  by  which  it  is 
deflected  to  the  opposite  coast  of  America.  Striking  the 
extreme  eastern  point  of  that  continent  at  Cape  St.  Boqne, 
it  continues  along  the  American  shore  to  the  head  of  the 
Gnlf  of  Mexico,  from  which  it  flows  through  the  Straits  of 
Florida,  following  the  eastern  shore  of  the  northern  continent 
for  a  short  distance,  and  a  little  below  Newfoundland  it  tarns 
off  abruptly  to  the  eastward.  The  main  body  of  the  Gulf 
stream  is  then  deflected  towards  the  south,  and  is  lost  near 
the  Azores ;  but  an  important  branch  sets  towards  the  direct 
east,  and  runs  round  Ireland  egad  England,  finally  losing 
itself  in  the  Arctic  Ocean,  near  Spitzbergen.  The  effect  of 
this  stream  is  decidedly  to  contribute  to  the  mildness  and 
moisture  of  the  climate  naturally  arising  from  our  insular 
position. 

On  the  western  coast  of  France  a  current  takes  its  rise, 
which  flows  in  a  southerly  direction  along  the  coast  of 
Africa,  having,  in  its  course,  given  off  the  stream  before 
noticed  as  flowing  into  the  Mediterranean :  it  is  finally  lost 
in  the  Bight  of  Biaflra.  Major  Bennell  was  of  opinion 
that  a  similar  current  took  its  origin  in  the  Bay  of 
Biscay,  and  flowed  in  a  north-easterly  direction  round  the 
British  Islands.  It  is,  however,  doubtful  whether>this  be  not 
merely  the  branch  of  the  great  Gulf  stream  already  noticed. 

The  progression  of  the  tide-wave  creates  a  current,  whose 
direction,  when  observed  near  the  shore,  is  very  variable ; 
although,  as  a  general  rule,  it  will  be  found  to  alternate,  like 
the  cause  which  gives  rise  to  it.  But  it  would  appear  that 
the  change  in  the  horizontal  direction  of  the  current  by  no 
means  coincides  invariably  with  the  vertical  change  of  the 
tide  in  time.  There  is  an  interval,  more  or  less  long,  be- 
tween the  reversal  of  the  direction  of  the  current  and  the 
epochs  of  the  full  or  the  low  tide  ;    and   the  coincidence. 
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when  it  does  occur,  appears  to  be  owing  to  some  local  and 
exceptional  circumstance.  Again,  in  some  positions  the 
direction  of  the  tidal  current  varies  through  nearly  all  the 
points  of  the  compass  within  the  day  (as,  for  instance,  in 
the  channel  between  Jersey,  Ghiemsey,  and  the  French 
coast) ;  in  other  cases  the  variation  only  extends  through  a 
portion  of  the  circle ;  whilst  the  normal  change  is  only  in 
the  precise  direction  of  the  ebb  and  the  flow. 

As  the  principal  lines  of  the  tidal  currents  thus  coincide 
with  that  of  the  progress  of  the  great  tidal  wave,  it  must  be 
evident  that  they  would  vary  on  each  shore  of  the  British 
Islands.  On  the  southern  shore  they  are  principally  from 
the  south-west  to  the  north-east,  and  vice  verad;  on  the 
western  coast  they  are  from  S.S.W.  to  N.N.E.,  and  vice 
versa ;  on  the  eastern  coast  they  are  from  N.N.W.  to  S.S.E., 
and  vice  versa;  which  directions  continue  until  the  tidal 
wave  which  has  passed  round  the  northern  part  of  Scotland, 
and  continued  down  the  eastern  coast,  meets  the  tide  wave 
which  has  passed  along  the  southern  shore.  But  the  in- 
fluence of  the  configuration  of  the  land  upon  the  directions 
of  currents  is  very  perceptible  in  the  shallow  seas  surround- 
ing the  British  Islands ;  and  it  is  therefore  in  similar  posi- 
tions more  important  to  observe  the  nature  and  effects  of 
local  currents  than  to  adopt  implicitly  any  merely  abstract 
theoretical  deductions.  The  peculiar  laws  of  the  tides 
already  alluded  to  as  prevailing  upon  the  coast  between 
Portland  Bill  and  Selsea  Point,  and  in  the  Bay  of  the  Seine, 
may  be  cited  as  instances  of  the  modifications  the  outline  of 
a  coast  is  able  to  produce  in  the  direction  of  the  tidal  cur- 
rents. Upon  the  southern  coast  of  Great  Britain  another 
cause  of  irregularity  exists  in  this,  that  the  continuance  of 
the  south-west  wind  for  a  lengthened  period  will  cause  the 
tide  to  flow  for  an  hour  longer  than  usual,  and  in  this 
manner  give  a  preponderance  to  the  direction  of  the  current 
in  the  direction  of  the  flood  over  that  of  the  ebb. 
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The  velocity  of  oceanic  cnrrents  is  not  affected  by  the 
movement  of  the  waves,  for  the  advance  of  floating  bodies 
within  their  influence  takes  place  as  rapidly  when  the  sea  is 
agitated  as  when  it  is  calm  ;  but  the  wind  has  very  consider- 
able power  npon  them,  especiaUy  in  their  upper  portions. 
It  is  also  observed  that  occasionally  there  is  a  difference  of 
direction  between  the  upper  and  lower  strata  of  currents, 
which  may  in  all  cases  be  accounted  for  by  the  interference 
of  some  local  disturbance.  The  rate  of  flow  varies  within 
very  considerable  limits,  as  may  be  perceived  from  the 
following  list  of  some  of  the  most  remarkable  currents 
hitherto  observed. 
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At  the  lie  d'Yeu,  off  the  coast  of  La 

Vendue 

At  the  harbour  of  Lorient     . 
,t  „        Cherbourg 

Off  the  coast  of  Aldemey,  sometunes    . 
south  coast  of  England     . 
entrance  to  the  port  of  Helyre  . 
„  „  Dover    . 

„  „  Calais     . 

„  „  Dunkirk 

coast  of  the  Orcades  Islands 


The  effect  of  the  interference  of  any  irregularity  of  the  out- 
line of  a  coast  upon  the  direction  of  the  currents  is  to  pro- 
duce a  series  of  counter-currents,  eddies,  and  whirlpools.  It 
is  admitted,  therefore,  that  any  abrupt  projection  or  retreat 
from  the  general  line,  either  of  a  current  or  of  the  bed  of  a 
river,  will  give  rise  to  such  counter-currents,  whose  destruc- 
tive action  upon  the  obstacles  causing  them  will  have  the 
greater  intensity,  in  proportion  to  the  greater  velocity  of  the 
stream.  Gapes,  bays,  and  islands  are  the  natural  means  by 
which  these  effects  are  produced  on  a  large  scale.  The 
jetties  at  the  mouths  of  harbours  have  a  precisely  similar 
action;    and    the  changes  they  reciprocally  produce  upon 
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the  normal  direction  of   the  main   currents  require   to  bo 
carefully  studied,  both  by  engineers  and  pilots. 

At  the  embouchures  of  rivers  the  effect  of  the  disturbing 
causes  is  further  complicated  by  the  dynamical  tendency  of 
the  water  of  the  current  to  flow  into  the  depressions  always 
existing  in  such  positions  at  low  tides,  and  by  the  descent  of 
the  upland  soft  waters.  The  form  of  the  embouchure  has 
considerable  influence  upon  the  phenomena  to  be  met  with 
in  any  particular  instance ;  for  it  may  happen,  and  some- 
time does,  that  even  when  the  tide  falls  the  sea  water  will 
continue  to  be  poured  into  the  river ;  or  vice  versa,  that  the 
river  will  discharge  into  the  sea  after  the  tide  has  commenced 
rising  ;  inasmuch  as  the  conditions  of  the  interchange  of  the 
waters  depend  upon  the  configuration  and  size  of  the  passage. 
Thus,  at  the  mouth  of  the  Adour,  a  river  which,  instead  of 
being  open  towards  the  sea,  has  a  funnel  shape  with  the 
neck  outwards,  the  tidal  wave  maintains  a  greater  height  in 
the  sea  than  in  the  river  during  the  whole  of  the  flood,  be- 
cause it  cannot  enter  through  the  narrow  mouth  with  suffi- 
cient rapidity  to  All  the  bed  of  the  river.  The  diflerence  of 
height  has  been  noticed  to  be  as  much  as  4  feet  during 
the  syzygies ;  and,  in  consequence  of  it,  the  duration  of  the 
flood-tide  in  the  interior  of  the  Adour  is  prolonged  for  about 
an  hour  after  it  has  ceased  in  the  open  sea.  Analogous 
effects  have  been  observed  at  the  mouth  of  the  Tay,  in 
Scotland,  where  also  the  embouchure  is  suddenly  contracted. 

A  very  peculiar  and  interesting  phenomenon,  before  alluded 
to,  may  be  observed  during  the  rise  of  the  tide  in  rivers.  In 
such  cases,  as  the  molecules  of  the  water  pouring  into  the 
river  are  impressed  with  a  velocity  equal  to  that  of  the  great 
tidal  wave,  their  direction  whilst  flowing  into  the  river  will 
evidently  be  a  resultant  from  the  two  directions  of  their 
original  flow,  and  that  arising  from  the  tendency  of  the  water 
to  fill  up  the  depression  of  tlie  embouchure.  In  the  centre 
of  the  principal  current  there  will  then  be  formed  a  line 
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correspondiDg  with  the  axis  of  equilibrinm  of  the  forees 
attracting  the  water  up  the  river  and  towards  the  side.  This 
remarkable  line  is  sometimes  sufficiently  defined  to  be  visible 
to  the  naked  eye,  and  at  all  times  it  may  be  distinguished 
by  a  broad  sheet  of  stagnant  water  on  either  side ;  but  it 
necessarily  changes,  both  in  its  direction  and  its  form,  ac- 
cording to  the  state  of  the  tide,  or  the  nature  of  the  bed  of 
the  river.  A  precisely  similar  effect  we  have  seen  to  take 
place  daring  the  rise  of  the  tide  in  certain  bays,  as  in  the 
cases  before  cited  of  the  Bay  of  Weymouth  and  of  the  Seine ; 
but  its  mode  of  action  may  be  more  distinctly  observed  in 
rivers. 

The  descending  fresh  water  interferes  with  the  transmis- 
sion of  the  tidal  wave  up  a  river  in  the  following  manner : — 
As  soon  as  the  flood  begins  to  pour  in  it  creates  a  species  of 
dam,  opposing  the  descent  of  fresh  water.  Until  the  sea 
has  attained  a  greater  height  than  that  of  the  water  so  accu- 
mulated it  cannot  flow  into  the  river ;  but  as  the  rise  of  the 
tide  is  usually  much  more  rapid  than  that  of  the  land- waters, 
its  effect  becomes  quickly  perceptible.  In  the  meantime  a 
series  of  zones  of  still  water,  of  eddies,  currents,  and  counter- 
currents  will  be  formed,  in  consequence  of  the  opposite  direc- 
tions of  the  flow  of  the  two  waters  and  of  the  difference  in 
their  specific  gravities  ;  and  these  irregularities  will  assume  a 
greater  importance,  and  a  more  permanent  character,  in  pro- 
portion as  the  volume  and  the  velocity  of  the  descending 
fresh  water  is  more  considerable ;  and  they  will  continue 
until  the  tidal  wave  shall  have  entirely  overcome  the  resist- 
ance of  the  downward  current  of  the  river. 

It  is  on  account  of  the  interference  of  the  descending  fresh 
water  with  the  transmission  of  the  tidal  wave,  that  the  hours 
of  the  flood  and  the  ebb  tides  are  retarded  in  proportion 
as  the  distance  from  the  sea  increases ;  at  the  same  time, 
however,  the  species  of  heaping  up  produced  in  them  aug- 
ments the  difference  of  level.     Indeed,  from  this  cause  it 
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frequently  happens  that  in  the  interior  the  tide  rises  to  a 
point  considerably  above  the  level  of  the  high  tides  in  the 
ocean. 

But  the  most  singultir  phenomenon  connected  with  the 
rise  of  the  tide  in  rivers  is  one  presented  by  the  '^bore.'* 
According  to  Colonel  Emy,  this  may  be  defined  as  being  a 
peculiar  undulation,  which  announces  the  arrival  of  the  flood- 
tide  in  many  rivers.  It  consists  of  two,  three,  or  sometimes 
foar  waves,  very  short,  and  sueeeeding  one  another  rapidly, 
which  bar  the  whole  river,  and  ascend  it  to  a  great  distance ; 
they  often  break  upon  the  crown  and  upset  everything  they 
meet  in  their  course,  and  are  accompanied  by  a  fearful  noise. 
In  the  Severn,  the  bore  is  stated  to  be  of  almost  daily  occur- 
rence, and  sometimes  even  to  attain  a  height  of  9  feet ;  in  the 
Dordogne  it  rises  from  5  to  6  feet,  and  travels  at  the  rate  of 
about  5  miles  in  84  minutes ;  in  the  Seine  it  does  not  exceed 
8  feet ;  in  the  Thames  it  only  exists  in  a  rudimentary  state ; 
whilst  in  the  Hoogly,  at  Calcutta,  it  rises  about  5  feet,  and 
is  transmitted  at  the  rate  of  about  17^  miles  per  hour ;  and 
in  the  Menga  the  rise  is  said  to  be  12  feet. 

The  cause  of  the  bore  is  universally  considered  to  be 
owing  to  the  interference  with  the  transmission  of  the  tidal 
wave,  arising  either  from  the  sudden  contraction  of  the 
embouchure  of  the  river,  or  from  the  existence  of  some 
abrupt  step  or  bar  in  the  bed.  The  wave  terminates 
abruptly  on  the  inland  side,  because  the  quantity  of  water 
contained  in  it  is  so  great,  and  its  motion  so  rapid,  that 
there  is  not  sufiicient  time  for  the  surface  of  the  river  to  be 
raised  immediately  by  the  transmitted  pressure.  Dr.  Whewell 
compares  this  abrupt  tide-wave  to  those  which  curl  over  and 
break  upon  a  shelving  shore.  The  periods  at  which  its  eflfects 
are  the  greatest  are  at  the  syzigies ;  and  they  decrease  in  pro- 
portion as  the  bed  of  the  river  is  deeper. 
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Effect  of  Waves,  Tides,  and  Curbents  upon  Sea  Coasts. 

The  sea-shore,  of  whatever  materials  it  he  composed,  if  it 
lie  in  the  direction  of  any  current,  v^hether  tidal  or  of  any 
other  description,  is  gradually  worn  away  hy  the  incessant 
action  of  the  water.  Under  normal  circomstances  there  is  a 
singular  nniformity  in  the  mode  of  this  degradation ;  and 
equally  in  the  cases  of  hard  rock,  of  agglutinated  shingle,  or 
of  clay,  it  will  he  found  that,  for  a  certain  height  ahove  the 
level  of  ordinary  calm  high  tides,  the  outline  of  the  shore 
assumes  a  curvilinear  form.  Where  the  sea  is  much  agitated, 
the  height  in  question  may  attain  from  18  to  14  feet ;  the 
curve  itself  is  always  cycloidal.  At  its  foot,  and  tangentiaUy 
to  it,  succeeds  a  slope,  which  joins  the  natural  heds  at  the 
level  of  the  lowest  tides,  with  an  inclination  varying  accord- 
ing to  the  nature  of  the  heach.  Sometimes  the  slope  within 
the  range  of  the  tides  is  as  7  to  1 ;  and  it  diminishes  as  fre- 
quently helow  the  level  of  the  low- water  mark  to  as  much  as 
80  to  1.  At  other  times,  and  especially  if  the  hed  he  of 
mud,  the  slope  hecomes  almost  ahrupt  helow  the  low- water 
line,  because  the  water  supports  the  mud.  At  Cherbourg,  it 
was  noticed  that  the  small  materials  thrown  into  the  sea  for 
the  formation  of  the  breakwater  took  a  slope  of  about  45^ 
below  that  line ;  and  in  many  cases  upon  our  shores  the 
shingle  banks  may  be  observed  to  assume  a  similar  inclina- 
tion. In  the  Lake  of  Geneva,  the  shore  near  Vevay,  where 
it  is  composed  of  fine  sand,  takes  a  slope  of  10  to  1,  to  a 
depth  of  from  "6  to  7  feet  below  the  variations  of  the  water- 
line  ;  whilst,  at  a  greater  depth,  the  slope  is  as  2  to  1,  or  the 
natural  inclination  of  sand  and  still  water. 

The  destructive  action  of  the  sea  upon  the  shores  bound- 
ing it  arises  principally  from  the  action  of  the  waves  moving 
in  the  direction  of  the  prevailing  wind.  This  action  is  com- 
plicated in  its  nature,  but  it  may  be  considered  to  be  com- 
posed of  the  oscillating  motion  of  the  molecules  of  the  water 
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occasioned  by  the  waves ;  of  the  effect  produced  by  the 
wind  upon  the  upper  part  of  the  waves  themselves  ;  of  the 
reaction  produced  by  any  projection  beyond  the  ordinary 
line  of  the  shore ;  of  the  permanent  and  periodical  currents 
to  which  the  mass  of  the  water  may  be  exposed ;  and, 
finally,  of  the  dynamical  effort  exercised  by  the  water  set  in 
motion.  Of  these  causes,  the  three  first  are  without  com- 
parison the  most  powerful,  and  hitherto  it  has  not  been 
ascertained  within  what  limits  they  are  able  to  act.  But  it 
is  important  to  observe,  that  the  existence  of  any  object  in 
abrupt  relief  gives  rise  to  such  eddies  that  the  bottom  of  the 
sea  round  it  will  be  rapidly  carried  away,  if  it  be  of  a  nature 
to  yield  easily,  and  be  situated  within  the  limits  of  the  dis- 
turbing causes.  It  follows  from  this,  that  great  precautions 
must  be  taken  in  the  construction  of  any  vertical  retaining 
wall  whose  foundations  may  be  near  the  low- tide  line ;  for 
the  repercussion  of  the  waves  is  certain  to  undermine  them, 
if  formed  in  clay  or  light  sand. 

Occasionally  it  may  happen  that  the  destructive  action  of 
the  sea,  which  priucipally  operates  in  the  direction  of  the 
advance  of  the  fiood-tide,  is  reversed  by  the  existence  of 
some  local  current  which  increases  the  power  of  the  ebb. 
Thus  in  the  British  Channel  the  outline  of  the  majority  of 
the  bays  between  Land's  End  and  Portland  Bill  is  concave 
towards  the  incoming  tide ;  but  between  Portland  Bill  and 
Selsea  Point  the  outline  of  the  bays,  of  the  mainland  at 
least,  is  almost  invariably  convex  to  this  tide.  The  cause  of 
this  apparent  anomaly  is  to  be  found  in  the  existence  of  the 
second  tide  before  noticed,  which  increases  the  volume  of  the 
ebb  close  in  shore  ;  and  also  to  the  fact  that  the  island  of 
Portland,  and  the  spur  terminated  by  St.  Alban's  Head,  form, 
as  it  were,  breakwaters  sheltering  the  intermediate  district 
from  the  effects  of  the  south-west  winds. 

The  geological  nature  of  the  rocks  exposed  to  the  fury  of 
the  waves  may  also  materially  affect  their  rate  of  destruction, 
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and  also  re-act  upon  the  preservation  of  the  neighbouring 
shores*  In  the  particnlar  instance  last  cited  a  remarkable 
example  of  this  may  be  found ;  for  the  projecting  points  of 
the  Isle  of  Portland  and  St.  Alban*8  Head  are  respectively 
of  the  harder  and  more  resisting  strata  of  the  oolite  ;  whilst 
the  intermediate  bays  of  Weymouth  and  of  Poole  are  ex- 
cavated in  the  less  resisting  strata  of  the  Oxford  or  the 
London  clays. 

The  materials  detached  from  the  rocks  or  shores  by  the 
sea  are  transported  by  the  currents  in  a  direction  which  may 
be  stated  generally  to  correspond  with  that  of  their  greatest 
and  most  permanent  influence,  whether  that  be  in  the  same 
line  as  the  advance  of  the  great  tide-wave  or  in  the  opposite 
one. 

The  shingle,  or  other  alluvions,  which  surround  the  bases  of 
cliffs,  follow  precisely  the  contours  and  directions  of  the 
latter  in  plan.  But  when  the  shingle  collected  in  a  bay  has 
no  extrinsic  support,  it  will  assume  a  curvilinear  outline, 
whose  concavity  will  be  turned  towards  the  sea  in  the  direc- 
tion of  the  prevailing  wind.  This  effect  may  be  distinctly 
perceived  in  some  of  the  bays  upon  the  eastern  shores  of  Eng- 
land, and  upon  the  French  coast  between  the  Caps  d'Antifer 
and  Grisnez ;  for  in  both  cases  the  yielding  nature  of  the 
materials  allows  the  general  outline  of  the  coast  to  modify 
itself  to  the  most  powerful  action  of  the  waves,  which,  as 
is  well  known,  is  always  exercised  in  the  direction  of  the 
prevailing  winds. 

If,  during  their  advance  along  the  shore  under  the  double 
impulsion  of  the  waves  and  of  the  currents,  the  alluvions 
meet  a  deep  bay  sheltered  from  the  prevailing  winds,  the 
still  water  existing  in  it  will  allow  the  heavier  particles  to 
subside ;  and  if,  in  addition  to  the  general  comparative  tran- 
quillity of  the  bay,  there  should  exist  any  subsidiary  currents, 
producing  upon  their  edges  zones  of  still  water,  the  remain- 
ing matters   in   suspension  will   be   deposited  either  tern- 
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porarily  or  permanently.  This  latter  contingency  occurs  in 
the  embouchures  of  most  rivers,  and  the  bars  are  formed,  in 
such  cases,  by  the  deposition  of  the  alluvions  upon  the  line 
of  junction  of  the  littoral  current  with  that  of  the  down  stream ; 
and,  as  these  directions  are  usually  either  at  right  angles,  or 
highly  inclined,  to  one  another,  the  axis  of  the  bar  follows 
that  of  the  resultant  affected  by  the  volume,  the  velocity,  and 
the  direction  of  the  two  streams. 

Should  the  alluvions,  instead  of  meeting  with  a  deep  bay, 
such  as  has  been  described,  meet  with  a  projection  upon  the 
shore,  they  will  form  a  deposit  in  the  opposing  angle  which 
will  be  concave  to  the  general  direction  of  their  advance.  If 
the  action  giving  rise  to  the  alluvions  be  permanent,  it  will 
carry  them  round  the  projection,  and  there,  meeting  with  stUl 
water,  they  will  be  deposited.  The  accumulation  of  a  bank 
in  this  position  will  often  be  accele- 
rated by  the  currents  and  counter- 
currents  generated  by  the  projec- 
tion. 

Some  very  striking  illustrations 

<•  •  /»      1  «»  Fig.  181. 

of    the     importance    of    the   effects  Frojeotion  in  a  Current. 

produced  by  the  alluvions  set  in  motion  by  the  sea, 
whether  they  consist  of  shingle,  sand,  or  silt,  may  be  found 
upon  almost  every  shore.  On  the  coast  of  Kent,  two  deep 
indentations  upon  the  outline  of  the  land,  at  Bomney  Marsh 
and  Pegwell  Bay,  have  been  filled  in.  On  the  coast  of  Nor- 
folk, Lowestoff  Ness  is  also  gradually  gaining  upon  the  sea, 
from  the  deposition  caused  by  an  interference  with  the  pro- 
gress of  the  shingle.  In  the  Mediterranean,  the  ports  of 
Aigues,  Mortes,  and  of  Frejus,  from  which  the  armies  of  St. 
Louis  embarked,  are  now  far  inland,  and  are  only  kept  open 
for  small  vessels  by  means  of  constant  dredging.  The  port 
of  Ostium,  at  the  mouth  of  the  Tiber,  formed  by  Claudius 
and  repaired  by  Trajanus,  is  now  about  three  miles  from  the 
sea.     The  lagunes  of  Venice  tend  naturally  to  silt  up,  and 
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are  only  kept  open  by  means  of  the  artificial  channels  con- 
stmeted  for  the  purpose  of  carrying  the  waters  of  the  sevenl 
livers  Brenta,  Bachelone,  Piave,  and  the  Sile,  more  directly 
into  the  open  sea  of  the  Adriatic.  Blnstrations  of  the  erosioni 
prodoeed  by  the  action  of  the  waves  may  also  be  found  on 
every  shore. 

The  materials  detached  from  the  cHfis  nndermined  in  ibis 
manner  are  rolled  forward  continually,  and  under  the  in- 
fluence of  this  friction  they  become  comminuted  at  length  to 
a  fine  sand.  In  some  cases  the  sand,  earth,  and  broken  sheila 
deposited  by  the  high  spring  tides  are  carried  inland  by  tlM 
wind,  and  advance  in  waves  nearly  as  strongly  defined  tf 
those  upon  water.  If  any  obstacle  be  offered  to  their  pro- 
tress  they  accumulate  to  a  vast  height,  and  occasionally  the; 
spread  over  a  great  extent  of  land  on  either  side.  Thus,  in 
the  Landes  of  Bordeaux,  hillocks  of  sand  are  said  to  hxn 
been  formed  attaining  a  height  of  about  160  feet ;  and  ik 
sands  advanced  towards  the  interior  at  the  rate  of  about 
88  feet  per  annum,  until  Bremontier  commenced  t^ 
series  of  works  for  the  purpose  of  fixing  them  which  has 
contributed  so  much  to  immortalise  his  name.  In  the  cssed 
the  Landes.  of  Bordeaux,  the  progress  of  the  sand  was  a^ 
celerated  by  the  dryness  of  the  atmosphere ;  but  upon  onr 
own  coasts  in  Poole  Harbour,  and  on  the  French  coast* 
near  Dunkirk,  the  rain-fall,  and  perhaps  also  the  presence 
of  a  considerable  quantity  of  earth  in  conjunction  witb 
the  silicious  sands,  develops  a  peculiar  vegetation  which  ft- 
vents  the  further  progress  of  these  downs,  or  dunes,  as  they 
are  called  in  France  and  Belgium.  The  principal  measures 
adopted  by  Bremontier  consisted  in  planting  the  sand  reel 
{Arundo  arenaria)  for  a  distance  of  about  800  yards  from 
the  sea.  For  a  second  zone,  of  about  1,000  feet  in  width, 
he  planted  creeping  plants,  brambles,  heaths,  &c. ;  and  more 
inland,  at  a  distance  beyond  the  influence  of  the  salt  water, 
he  planted  a  zone  of  fir-trees.     It  appears,  however,  that 
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fixing  the  landes  near  the  Plains  of  Sonlac  and  Thalais^  on 
the  sea-shore  to  the  south  of  the  Gironde,  has  produced  a 
considerable  effect  in  the  action  of  the  sea  upon  the  outline 
of  the  coast.  The  very  incoherence  of  the  sands  appears 
to  have  prevented  their  req^oval,  seawards  at  least. 


SEA  DEFENCES-OBOINS. 

The  foregoing  genenl  obsemtiona  upon  the  action  of  tbe  sea 
npon  tbe  coasts,  or  works  exposed  to  its  effects,  are  neceesuy    | 
to  a  complete  knowledge  of  the  most  advisable  means  to  be 
adopted  for  their  protection.     With  respect  to  the  defence  of    ' 
coasts,  it  follows,  from  what  has  been  said,  that  the  works    I 
to  be  executed  must  consist 
either  of  such  as  are  able  to    ' 
break  the  force  of  tbe  waves 
before  they  reach  tbe  shore ;     j 
or  of  sncb  as  are  able  to  con-     I 
,  solidate  the  shore  itself,  so 
as  to  enable  it  to  resist  more 
effectnally  the   denndation 
produced  by  the  waves ;  or 
of  sacb  means  as  shall  canse 
an  aconmnlation  of  sa&d  and 
shingle  npon  the  fore  shore. 
Under  Eome  circumstances  it  may  be  advisable  to  combine 
tbe  three  descriptions  of  work. 

Tbe  constrnction  of  groins  firmly  connected  with  the  shore, 
and  following  a  direction  normal  to  that  of  Uie  reigning 
winds  in  tempestuous  weather,  whether  they  be  submersible 
or  not,  would  diminish  tbe  action  of  tbe  waves  ;  particularly 
if  they  be  carried  out  so  far  as  to  prevent  the  species  of 
cascade,  which  always  takes  place  pn  their  down  side,  from 
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affecting  the  shore  itself.  In  some  cases  isolated  pillars  of 
masonry  or  timber-framing,  placed  like  the  sqaares  of  a 
chess-board,  by  causing  the  waves  to  break  seawards,  may 
become  very  efficient  means  of  defence.  On  the  coast  of 
Holland  very  successful  results  have  been  obtained  by  the 
erection  of  wooden  framing  placed  in  a  parallel  direction  to 
that  of  the  coast  at  the  line  of  low  water.  In  soils  susceptible 
of  being  easily  removed,  however,  it  is  indispensable  to  pro* 
tect  the  foundations  of  these  groins  by  apron  pieces. 

[One  of  the  most  ancient  kinds  of  defence  for  sea-shores 
IB  the  system  of  groins  or  jetties  run  out  from  the  shore, 
for  the  purpose  of  arresting  the  travelling  shingle,  the  collec- 
tion of  which  forms  a  natural  barrier  against  the  waves. 
The  common  form  of  groin  is  seen  on  the  shores  of  Kent  and 
Sussex,  consisting  of  a  row  of  piles  from  6  feet  to  10  feet 
apart,  held  back  by  land-ties  and  piles  on  the  weather  side, 
and  backed  by  longitudinal  planking,  against  which  the 
beach  is  collected.  The  groins  are  usually  laid  in  a  direc- 
tion at  right  angles  to  the  shore ;  though  they  are  in  some 
cases  placed  at  an  acute  angle  or  an  obtuse  angle  to  the 
waves. 

The  motion  of  shingle  on  any  beach  is  dependent  upon  the 
extent  to  which  it  is  exposed  to  the  waves,  the  angle  at  which 
the  waves  break  upon  it,  and  the  violence  of  the  waves. 
The  disposition  of  groins,  then,  should  be  so  adapted 
as  to  give  the  prevailing  waves  the  least  favourable  means 
of  forcing  the  shingle  forwards,  and  to  assist,  as  much  as 
possible,  the  less  violent  and  constant  winds,  in  driving 
it  back  again.  A  direction  slanting  from  the  prevailing 
winds  appears  to  be  the  most  fistvourable.  If  groins  be 
made  too  lofty,  over-falls  of  water  are  created,  and  the  shore 
is  gullied  out  on  the  leeward  side.  An  important  application 
of  groins,  illustrating  the  excellent  effect  of  their  employ- 
ment in  arresting  the  encroachment  of  the  sea,  and  aiding 
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in  the  reelanuUioii  of  the  foreshoiey  is  supplied  in  the  woda 
for  the  constmetion  of  the  Snndeihuid  Docks,  for  wUeh 
Mr.  John  Homy  mw  the  engineer.^  Mr.  Wm.  Brown, 
writing  in  1849,  stated  that  the  sea  had  heen  gradnaUy, 
bat  somewhat  n^idly,  eneroaehing  on  the  Town  Mow, 
Sonderknd,  and  npon  the  ground  oeeopied  as  a  fort, 
the  height  of  this  tahle-knd  about  the  high-water  mail 
varying  from  82  feet  to  86  feet.  The  hanks  were  com- 
posed of  a  hard  marly  clay,  standing  nearly  vertieal, 
presenting  the  appearance  of  a  cliff,  resting  on  limestone, 
with  a  slight  accumulation  of  sand  and  gravel  at  the  bottom. 
Between  the  years  1787  and  1845,  a  period  of  108  years, 
an  average  breadth  of  148  fbet  had  been  carried  away.  At  a 
point  opposite  the  comer  of  the  barrack  wall  an  inroad  nearij 
800  feet  in  breadth  had  been  effected.  To  aid  in  forming 
a  more  extended  beach,  on  which  the  sea  might  expend 
itself,  and  be  prevented  from  reaching  the  foot  of  the  banks, 
two  timber  groins  were  constructed,  composed  of  whole 
timbers  having  their  lower  ends  let  into  the  rock,  and  their 
upper  ends  secured  to  raking  braces,  and  the  face  sheathed 
with  6-inch  planks.  They  fully  answered  the  purpose  of 
protecting  the  moor ;  and  an  area  of  about  two  acres  of  land 
was  permanently  formed  at  the  foot  of  the  cliff,  consisting  of 
sand  and  gravel. 

An  independent  system  of  groins  was  subsequently  laid 
down,  to  co-operate  in  making  land  for  the  construction 
of  a  new  dock  and  other  works  to  the  south  of  the 
river,  and  within,  or  to  the  seaward  of,  the  line  of  high- 
water  mark.  The  groins  were  erected  for  the  purpose  of 
retaining  the  material  deposited  on  the  foreshore,  and  of 
arresting  the  sand  and  shingle,  which  naturally  travelled  fo 
the  southward  in  order  to  form  a  barrier-beach,  which 
should  effectually  exclude  the  sea  from  beyond  a  given  line. 

•  Proceedinfft  of  the  Institution  of  Civil  Snffineers,  1849,  voL  viiip. 
186;  vol.  XV.  p.  418. 
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Seven  groins  were  consimcted,  extending  over  a  frontage  of 
about  2,500  feet  in  eztent,and  at  intervals  of  from  850  feet  to 
450  feet  apart.  Of  the  first,  second,  and  third  groins,  the  inner 
ends  stand  10  feet  above  high-^ater  line  of  ordinary  spring- 
tides, and  about  20  feet  above  the  surface  of  the  limestone 
rock ;  the  seaward  ends  are  only  2^  feet  above  the  surface  of 
the  rock.  They  are  respectively  826  feet,  826  feet,  and  858 
feet  in  length,  and  are  formed  to  an  inclination  of  1  in  18. 
The  north  side  is  inclined  with  a  batter  of  2i  inches  in  one 
foot,  and  the  south  side  with  a  batter  of  1  to  1.  The  top, 
or  crest,  is  formed  as  an  arch  to  a  radius  of  5^  feet,  with 
a  bonding  course  15  inches  thick,  at  a  distance  of  9  feet 
below  the  crest.  In  the  interior,  there  is  a  backing  of 
coursed  rubble  at  the  north  side,  making  up  a  thickness 
of  6  feet  at  the  bottom  and  4  feet  at  the  top.  Above  the 
bonding  course,  the  space  is  filled  with  coursed  rubble,  well 
packed  and  built  with  mortar ;  below,  the  cavity  is  filled 
with  the  excavated  magnesian  limestone. 

The  set  of  the  flood-tide  in  the  offing  is  S.  i  E.,  and  at 
spring-tides  it  runs  with  a  velocity  of  8^  miles  per  hour. 
Along  the  shore,  the  set  of  the  tide  was  S.S.E. ;  and,  owing 
to  a  counter-current,  the  first  flood,  as  well  as  the  time 
of  high  water,  was  about  two  hours  earlier,  and,  at  the 
distance  of  half  a  mile,  about  one  hour  earlier  than  in  the 
offing.  This  flood-tide  was  first  caught  by  the  north  pier, 
which  acted  as  a  groin,  where  a  considerable  portion  of  the 
land  brought  up  by  the  tide  was  deposited.  In  fact,  upwards 
of  85  acres  of  land  have  been  recovered  from  the  sea  by  the 
erection  of  this  pier.  The  sand  settled  at  a  slope  of  from 
1  in  40  at  the  upper  end  of  the  beach,  to  1  in  60  at  the 
low- water  mark.  The  quantity  of  sand  retained  was  not 
constant,  for  the  large  amount  accumulated  during  the  neap 
tides  and  in  calm  weather  was  much  lowered  by  a  heavy 
sea :  as  much  as  5  feet  in  vertical  height  has  been  carried 
away  in  a  single  tide.    A  portion  of  the  dislodged  material 
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was  cangbt  by  the  south  pier,  and  was  carried  np  the  river 
until  it  arrived  at  the  Potato  Garth  on  one  side  of  the  river, 
or  at  the  Wave  and  Sand  Trap,  or  Beaching  Basin,  on  the 
other  side.  In  these  two  places  a  portion  of  the  sand  was 
deposited,  and  the  remainder  continued  its  course  up  the 
river  until  it  was  checked  by  the  land-water,  by  which  it 
was  caused  to  subside  and  form  sand-banks,  which 
were  washed  to  the  sea  by  the  descending  freshes.  But  the 
quantity  which  passed  up  the  river  is  comparatively  small; 
for  the  south  pier  is  shorter  than,  and  is  overlapped  by, 
the  north  pier,  and  the  largest  portion  travelled  onwards 
until  it  was  arrested  by  the  groins,  which,  together  with 
the  excavated  material  deposited  between  them,  formed  a 
foreshore,  or  barrier  beach.  The  inclination  of  this  fore- 
shore was  about  1  in  25,  whilst  at  the  bottom  of  the  banb 
to  the  southward,  where  there  were  no  groins,  the  inclina- 
tion was  1  in  11,  and  sometimes  even  steeper.  The  flood- 
tide,  after  it  passed  the  south  pier  head,  proceeded  directly 
to  groin  No.  1,  by  which  it  was,  turned,  so  as  to  form  an 
eddy  or  counter-current,  returning  along  the  beach  northward, 
and  the  glacis  of  the  pier  eastward,  and  rejoining  the  main 
set  of  the  tide,  in  completing  a  circuit  of  1,200  feet. 

In  consequence  of  the  eddy  just  described,  and  perhaps 
also  of  the  form  of  the  groin  No.  1,  the  surface  of  the  sand 
on  its  north  side  was  2  feet  lower  than  on  its  south  side ; 
"Whereas,  at  each  of  the  other  groins,  the  sand  at  its  north 
side  was  fully  12  inches  higher  than  at  the  south  side.  It 
"Was  judged  that  by  the  form  of  the  groin,  with  the  southern 
slope  of  1  to  1,  it  acted  as  a  conductor  to  the  waves  which 
struck  it,  and  to  cany  them  forward  so  as  to  scoop  out  the 
sand  that  had  been  accumulated  during  cahn  weather. 

Another  experience  was  derived,  at  the  time  of  the  equi- 
noctial tides,  during  the  spring  of  1848,  when  the  groins 

hrZh'^'^^lr^^^?  ''''^**^^-    ^°  unusually  heavy  sea  made  a 
'«ach  in  No.  1  and  No.  8  groins,  at  the  same  time  loosen- 
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iiig  some  of  the  stones  in  No.  2.  All  thesd  failares  occurred 
at  one  level — the  intersection  of  the  crests  of  the  groins 
-with  the  line  of  high  water  of  ordinary  spring  tides,  indicat- 
ing that  the  waves  acquired  their  greatest  power  at  high 
water.  It  was  ohserved,  in  fact,  that  at  an  interval  of 
If  hours  hefore  high  water,  the  velocity  of  a  wave  at  the  South 
Pier  head  was   9  feet  per  second,  and  its  height  6  feet 

9  inches ;  whereas,  at  high  water,  the  velocity  attained  a 
maximum  of  18|^  feet  per  second,  with  a  height  of  6  feet. 
At  an  interval  of  1}  hours  after  the  turn  of  the  tide,  the 
velocity  of  the  waves  meeting  the  descending  water  was 
only  7i  feet  per  second,  though  they  were  7i  feet  high. 

In  view  of  the  circumstances  above  detailed,  the  remaining 
groins,  Nos.  4,  5,  6,  and  7,  were  constructed  to  semi- 
eycloidal  contours.  Nos.  4  and  5  groins  were  designed 
to  have  lengths  of  442  feet  and  510  feet  respectively, 
with  inclinations  of  1  in  26  and  1  in  80,  so  as  to  stand 

10  feet  above  high  water  at  the  landward  ends,  and  7  feet 
below  seaward.  They  were  actually  constructed  to  lengths 
of  only  812  feet  and  860  feet,  as  they  were  met  in  the 
course  of  construction  by  the  deposited  material,  consisting 
of  the  hard  blue  clay  which  forms  the  banks.  The  sides 
were  brought  up  of  ashlar  work.  The  hearting  was  of  large- 
size  rubble  closely  packed,  the  vacancies  between  it  and  the 
ashlar  being  filled  with  small  stones  and  Roman  cement. 
At  the  depth  of  6  feet  below  the  crest,  ashlar  masonry  was 
laid  on  the  rubble  and  carried  up  near  to  the  crest,  leaving  a 
small  vacancy  which  was  filled  with  small  rubble  and  Boman 
cement.  The  groins  were  additionally  strengthened  for  a 
distance  of  80  feet  landwards  of  the  high- water  intersection 
by  ashlar  introduced  at  the  depth  of  8  feet  below  the  crest. 

Groin  No.  6  was  laid  at  an  inclination  of  1  in  82 ;  and 
No.  7  at  1  in  80.  No.  6  is  stopped  short  at  a  level  2^  feet 
above  high-water  intersection;  No.  7  stops  short  at  that 
intersection. 
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The  groins  of  semi-cycloidal  form  stood  well*  This 
peculiar  form  was  adopted  for  the  purpose  of  better  binding 
the  masonry,  by  the  spiral  line  formed  by  the  joints  of  the 
diminishing  arch. 

The  efficacy  of  groins  has,  nnder  other  circmnstances, 
been  signally  manifested  on  the  east  coast,  north  of  the 
Homber.  The  coast  has  been  wasted  in  various  ways,  accord- 
ing to  the  material  and  its  configuration.  Opposite  Hilston 
Church  and  some  other  places,  for  instance,  the  clifis  are 
about  60  feet  high,  having  a  stratum  of  from  15  to  20  feet  of 
boulder  clay  at  the  base.  The  waste  is  not  by  any  means 
regular,  but  occurs  at  intervals  in  huge  landslips,  from  200 
to  600  yards  long,  and  from  20  to  50  yards  in  width.  In 
time,  the  waves  undermine  the  foot,  and  by  the  aid  of  frost 
and  land- water  bring  down  fresh  slips.  The  loss  is  at  the 
rate  of  from  1  yard  to  1^  yards  in  width  per  year.  Two  such 
landslips  are  represented  in  Figs.  188  and  184.  The  base,  a, 
of  boulder  clay,  stands  up  as  a  revetment  wall,  almost  vertical, 
for  20  feet  in  height,  b  is  the  old  drift,  of  sand,  gravel, 
clay,  &c. ;  at  o  is  a  fresh-water  deposit  about  5  inches  thick, 
from  60  feet  to  65  feet  above  the  sea-level ;  d  is  the  '^  new 
drift,"  or  surface  covering.  One  of  the  slips,  where  the  cliff 
is  70  feet  high,  is  shown  in  an  early  stage  in  Fig.  185,  when 
the  sea,  after  having  cleared  away  all  traces  of  the  preceding 
slip,  acts  at  the  foot  of  the  base  of  boulder  clay,  undermining 
it  until  the  superincumbent  earth  eventually  breaks  away, 
and  slides  gradually  down  to  the  foot.  Slips  of  this  kind 
occur  where  the  beach  is  unusually  low,  and  admits  of  deep 
water  at  the  foot  of  the  cb'ff. 

For  many  years  it  had  teen  the  practice  to  remove  the 
shingle,  or  debris  of  the  cliffs,  for  sale  for  the  repair  of 
parish  roads.  Opposite  Withemsea,  it  appears,  from  200,000 
to  250,000  tons  had  been  removed  along  a  frontage  of  two 
miles,  between  the  years  1854  and  1869,  being  at  the  rate 
of  8,000  tons  per  mile  per  year.    It  is  remarkable  that, 
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whilst,  prior  to  the  gravel  trade,  the  waste  of  the  ctiSs  only 
varied  from  2-10  feet  to  4-20  feet  per  year,  the  waste  was 
increased  from  9  feet  to  18  feet  per  year  after  the  removal 
of  the  shingle  was  commenced.  In  1870-71,*  six  groins 
were  erected,  as  shown  in  Fig.  186,  on  the  foreshore, 
which  was  very  low;    and,  after  a  north-west  gale,  the 
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Fig.  186.— Groins,  Withemsea,  East  Coast. 

whole  of  the  beach,  occasionally,  was  swept  away  down 
to  the  bare  clays.  On  the  8th  February,  1868,  an  unusually 
high  tide 'occurred,  doing  alarming  damage  along  the  coast. 
The  high-water  mark  of  this  tide  reached  a  point  400  feet  to 
the  landward  of  the  present  ordinary  high- water  mark.  The 
groins,  constructed  of  Dantzic  redwood,  were  put  down  at 
intervals  of  200  yards,  at  right  angles  to .  the  beach ;  and 
they  varied  in  length  from  800  to  850  feet.  No.  2  groin 
is  represented  in  elevation  and  plan,  Figs.  187.  The  tops 
of  the  groins  at  the  land  end  are  12  feet  above  ordinary 
high-water  spring-tides ;  the  outer  ends  are  from  3  to  4  feet 
above  the  beach.  The  groins,  shown  in  detail,  Figs.  188, 
were  strutted  at  the  south  side  to  enable  them  to  resist  the 
pressure  of  the  accumulated  beach  at  the  north  side.     The 

*  See  Mr.  R.  Pickwell's  paper  on  "The  Encroachments  of  the 
Sea  from  Spum  Point  to  Flamborough  Head,  and  the  Works  executed 
to  Prevent  the  Loss  of  Land,"  in  the  Proceedingt  of  the  Institution 
of  Civil  Engineers,  1877-78,  vol.  li.  p.  191. 
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m&in  piles  are  13  iucheB  aqnaiP,  22  to  24  feet  loDg,  and  Bhod 

with  14-lb.  shoes  of  -wroaght  iron.    These  piles  were  driven 

g  11  or  12  feet  into  the  boulder  clay 

a  below  the   sand.     The   strut  piles, 

18  inches  equate  and  12  feet  loDg, 

were  driven  8  or  9  feet  into  the 

clay.    The  stmts,  18  inches  wide  by 


1^ 


6^  inches  thick,  are  dovetailed  and 
halved  on  to  the  piles,  and  fixed  witb 

1^-inch  bolts  and  nats  and  cast-iron 
I  washers.     The  planking  is  i  inches 

thick  and  11  inches  wide,  in  lengths 
of  from  20  feet  to  25  feet,  fixed  to  the  piles  with  1-inch 
bolts  and  nnts.  It  had  been  observed  that  the  breakers 
'wore  most  deatnictive  about  the  locality  of  high-water  mark, 
or  dnring  1^  hours  before  and  after  the  time  of  high  water, 
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and  here  dO-feet  piles  were  driven.    The  cost  of  the  groins 
was  £B  7s.  6d.  per  lineal  yard. 

Since  1871  no  more  land  has  been  lost  along  the  coast 
thus  treated.  On  the  contrary,  in  Jnne,  1876,  five  or  six 
years  after  the  groins  had  been  erected,  Nos.  d,  4,  5,  and  6 
were  found  to  be  completely  bmied  under  the  accumulated 
shingle  and  sand,  and  Nos.  1  and  2  were  buried  for  two- 
thirds  of  their  length,  according  to  Figs.  187.  The  ordinary 
high-water  spring-tide  mark  is  from  50  to  80  yards  further 
seaward  now  than  formerly.  The  protective  efficivncy  of  the 
groins  is  only  apparent  for  a  length  of  about  a  quarter  of  a 
mile  to  the  southward  of  the  last  groin,  where  the  sea  at 
high  water  still  reaches  the  clif^.  But  to  the  northward  the 
efficiency  of  the  groins  in  preserving  the  cliffs  from  the 
action  of  the  sea  at  high  water  extends  for  upwards  of  a 
mile.  Mr.  Pickwell  believes  that  the  groins  might  have 
been,  with  equal  benefit,  placed  at  intervals  of  800  yards 
instead  of  200  yards. 

Mr.  Pickwell,  referring  to  the  difficulty  of  penetrating  the 
wet  sand  beach  down  to  the  clay,  in  order  to  fix  the  lower 
planks  of  the  groins  just  described,  proposes  a  combination 
of  sheet  piles  at  the  lower  part,  and  longitudinal  planks 
above.  A  groin  on  this  arrangement  would  be  more  easily 
constructed  than  the  groins  shown  in  Figs,  188 ;  it  would 
also  be  stronger,  besides  offering  a  minimum  resistance  to 
the  waves,  if  the  upper  plankiug  be  gradually  added  as  the 
beach  accumulates,  maintained  at  a  level  of  8  or  4  feet  above 
the  beach.    The  cost  is  estimated  at  £4  10s.  per  lineal  yard^J 


CHAPTER  IV. 

SEA  DEFENCES-DYKES. 

The  consolidation  of  a  shore  mast  be  performed  in  very 
different  manners  nnder  different  circumstances.  If  the 
natural  inclination  above  low- water  mark,  np  to  the  extreme 
point  reached  by  the  waves  during  tempestuous  weather,  be 
abrupt,  it  will  probably  be  found  more  advantageous  to 
interpose  a  vertical  wall  or  defence,  whether  of  masonry  or 
of  woodwork.  In  the  former  case  the  stones  should  be  laid 
as  headers,  and  the  upper  parts  coped  with  the  largest  stones 
it  is  possible  to  procure,  also  laid  as  headers  ;  and  it  would  be 
advisable  to  pave  for  a  distance  of  some  8  or  10  feet  beyond 
the  coping,  so  as  to  throw  off  effectually  any  water  breaking 
over  the  wall.  The  footings  must  also  be  protected  by 
rabble  stone-work,  or  by  an  apron  bedded  in  mortar. 

In  Holland,  however,  the  dykes  are  very  frequently  formed 
as  represented  in  the  sketches  here  given,  the  body  of  the 
embankment  being  of  earth  with  a  hearting  of  fascines,  or  of 
bundles  of  reeds  in  some  cases,  or  with  a  facing  of  similar 
materialB  in  others,  protected  at  the  foot  by  rubble-stones. 
Or,  again,  the  whole  of  the  embankment  may  be  in  earth- 
work, with  or  without  any  provision  to  break  the  force  of  the 
waves.  Many  instances  may  be  mentioned  where  the  banks 
of  the  polders  are  formed  in  a  manner  similar  to  a  coffer 
dam,  by  means  of  a  puddle-dyke  retained  between  sheet 
piling.  At  Havre,  the  mode  which  proved  most  successful 
consisted  in  forming  an  embankment  of  earthwork  behind  a 
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vertical  mcloBure  of  ahaet  piling,  with  a  loose  nibble  apton 
at  the  foot,  or  even,  in  the  positions  where  the  sconrisg 
effects  of  the  current  were  very  great,  with  an  apron  of  solid    | 
masonry.     The  general  form  of  the  sea  defences  of  the  pluis 
near  Havre  is  represented  in  the  sketch  Fig.  195. 


[Dykes,  or  sea  and  river  embankments,  are  continuous 
deposits  of  regular  masses  of  earth  at  places  where  it  is 
necessary  to  resist  the  pressure  or  the  penetration  of  water, 
well  united  with  soil  of  the  foundation,  and  carried  above  the 
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level  of  the  higheBt  floods  to  -wiaoh  they  ma;  be  exposed. 


Tli-Uft-PnUleDiAB- 


Fig.  IM,— Puddle  Dfke. 


E^.  196,— Fuddle  Dyke,  Havre. 

In  the  Netherlands,  or  lower  laads,  the  very  existence  of 
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largo  diatricta  vu  dependent  upon  the  dykes  constracted  for 
the  reeUmatioD  of  Und  from  the  sea— a 
'  pToeeas  of  great  antiquity.  In  the  fonr- 
teenth  century  an  extenaive  inroad  of  the 
eea  was  mode  by  a  severe  flood,  by  ^bich 
the  greater  portion  of  the  country  now  occn- 
pied  by  the  Znyder  Zee  waa  inandated. 

The  dyke, Fig.  196,  consistB  fundamentally 
of  three  elements :  1st,  the  crown,  or  central 
portion,  the  rectangular  prism  a  b  c  d,  the 
level  of  vhich  is  at  least  20  inches  above 
that  reached  by  the  highest  flood  or  storm 
tides.  The  width,  &  b,  varies  according  to 
the  pressure  to  be  resisted,  so  that  the 
vater  may  neither  pass  over  nor  penetrate. 
2nd,  the  oater  slope,  ace,  seawards,  of  a 
length  and  inclination  adapted  to  the  pressnre 
and  the  action  of  the  waves  or  the  currents. 
The  point  e  is  the  toe  of  the  dyke.  8rd, 
the  inner  slope,  b  d  f,  serving  principally 
as  a  support  for  the  crown  or  body  of  the 
dyke.  The  inclination  is  snch  as  the  earth 
naturally  rests  at,  or  the  angle  of  repose. 
The  point  f  is  the  heel  of  the  dyke.  The 
total  surface,  e  c  d  f,  is  the  stool,  or  foun- 
dation, of  the  dyke.  A  complete  sea>dyke 
has,  further,  an  additional  base,  or  berm, 
E  H,  outside,  at  least  SO  feet  long.  The 
level  at  the  extremity,  h,  is  that  of  averago 
high-water  mark  for  spring-floods,  and  the 
berm  rises  with  a  slope  of  1  in  20.  It  aids 
in  carrying  off  rain  and  sea-vater,  and  for 
turning  the  waves  from  the  dyke.  Also, 
an  additional  base,  or  berm,  f  o,  from  18  feet  to  24  feet 
wide,  at  the  height  of  ordinary  floods  of  inland   streams. 
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having  a  fall  of  1  in  20,  to  carry  off  rain-water.  The  inner 
berm  serves  as  a  local  road,  and  for  carrying  materials  for 
repairs  of  the  dyke.  But  the  inner  berm  is  usually  separated 
from  the  country  by  a  boundary  ditch,  g,  known  as  the 
berm  ditch,  for  the  security  of  the  dyke,  and  to  receive  the 
drainage  from  the  dyke. 

The  most  durable  and  least  costly  covering  for  dykes  is 
the  natural  grass  sod,  which  when  well  thickened,  efficiently 
protects  the  dyke  against  the  entry  of  water.  In  proceeding 
to  the  construction  of  a  dyke,  the  stool  or  seat  is  cleared  of 
stone  and  other  rubbish;  and,  if  it  is  covered  with  grass,  the 
sods  should  be  taken  up  and  stalked  for  use  in  clothing  the 
dyke.  The  ground  is  turned  over  a  few  inches  deep  with 
the  spade  or  with  the  plough,  and  well  broken  up,  that  the 
new  soil  may  unite  well  with  the  old  soil.  A  ditch,  a  foot 
deep,  is  rabbetted  into  the  ground  at  each  side,  to  form  abut- 
ments for  the  heel  and  the  toe  of  the  dyke.  The  material 
should  be  deposited  in  thin  layers,  10  or  12  inches  thick,  if 
from  wheelbarrows  or  trucks ;  or  14  or  16  inches  thick  if 
from  horse-carts.  The  trampling  and  wheeling  help  to  con- 
solidate the  earth.  The  earth  is  carefully  broken  up  and 
well  rammed ;  and,  if  dry,  it  should  be  well  watered.  The 
layers,  a  c,  are  arranged  as  indicated  in  Fig.  196,  with  an 
outer  coating.^ 

The  dykes  on  the  coast  of  Denmark  have  existed  for  at 
least  seven  centuries.  The  comparatively  modern  dykes — 
constructed  since,  and  with  reference  to,  the  great  storm- 
flood  of  1825 — are  raised  to  various  heights,  according  to 
local  circumstances.  The  highest  known  flood-level  is  taken 
as  a  point  of  departure,  to  which  the  height  of  the  wave  is 
added.  The  height  of  the  outer  ground,  called  "  watt  ** — 
the  space  between  -high  water  and  low  water — has  a  con- 
siderable influence  on  the  height  of  the  waves ;  and,  for  the 

*  See  "The  Engineering  of  Holland,"  by  Hyde  Clark,  in  WeaU's 
Quarter h/  Fapera,  vol.  ii.     1844. 
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district  of  Schleswigi  heighta  of  from  14  feet     | 
to  18  feet  are  recommended.     The  sea  slope 
of  the  dyke.  Fig.  197|  ia  not  nuiform,  bnt     I 
generally  a  elope  of  3  to  1  ia  adopted  from     , 
the  crown  to  a  level  of  10  or  12  feet  above 
ordinary  flood,  completed  with  a  "  cess,"  or     j 
slope,  of  8,  10,  12,  or  15  to  1,  according     ' 
to  circamstauces.    The  top  Is  &oni  6  to  10 
feet  wide  in  the  smaller  dykes,  and  from     | 
10  to  20  feet  wide  in  the  larger  dykes.    The    i 
crests  are  nsed  as  roads.     The  inner  slopes 
are  at  the  rate  of  I^  to  1.    The  hest  ma- 
jj    terial  for  dykea  is  clay  mixed  with  eand ; 
§    and  as  the  marsh  ground  itself  ia  usually    1 
Q    of  this  natnre,  it  is  generally  used.     Clay    j 
^    alone,   with   any   sand   ia   mixtnre,   easily 
1    hnrsts  after  esposnre  to  rains,  or  dries  snd- 
s    denly  and  cracks  hy  excessive  heat.    Com- 
g    mon  soil  is  ^eqaently  nsed,  bnt  it  is  not  so 
J    good  for  the  purpose  as  sandy  clay,   as 
<Y    tbroagh  passages  are  more  easily  made  in 
^    soil  by  moles,  tats,  and  foxes,  which   at 
.a>   high  water  may  prove  dangerous.     When 
the  moat  suitable  material  cannot  bo   ob- 
tained in  sufficient  quantity  for  the  forma- 
tion of  the  dyke,  it  is  customary  to  cover 
the  water-slope  with  clay   several  feet  in 
thickness.     When  the  material  is  of  fine 
Band,  or  of  bog  earth,  both  slopes  are  covered 
with  clay  ;  and,  in  some  cases,  it  is  neces- 
sary to  construct  a  bedding  of  clay  laid  a 
considerable  depth  in  the  ground,  as   the 
water  may  otherwise  find  its  way  through 
the  ground,  and  issue  behind  the  dyke.    The 
slopes  are  covered  with  grass  sods,  6  inches 
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thick  and  1  foot  Ecgnore.  WLen  ordinary  tides  reach  the 
foot  of  tha  dyke  and  the  onter  ground  is  low,  the  sea-slope 
Ih  treated  in  varions  ways.  It  may  be  pitched  with  atone 
blocks  weighing  800  lbs.  at  least,  having  their  smaller  sides 
nppermost.  They  are  bedded  on  a  layer  of  clay  and  small 
stones  mixed,  12  inches  thick.  The  slopes  are  made  rela- 
tively steep,  having  inclinations  of  2  or  3  to  1,  and  the 
pitching  is  carried  to  a  height  of  from  12  to  16  feet  above 
ordioary  flood.  On  solid  ground  this  protection  is  almost 
imperishable. 

Where  stones  are  scarce  the  lower  end  only  is  pitched, 
and  is  laid  to  a  quick  curved  slope,  the  body  of  the  slope 
being  flat ;  as,  for  instance,  16  to  1. 

Straw,  of  rye  or  of  wheat,  in  a  layer  2  or  8  inches  in 
thickness,  is  used  for  the  protection  of  slopes  when  sods  are 
scarce.  The  straw  is  fastened  to  the  earth  with  straw 
bands  pinned  to  the  earth. 

Fascines,  Figs.  198,  also,  are  used  on  the  Danish  coast, 
consisting  of  brushwood — willow,  by  preference — bonnd 
together  in  bundles,  10  feet  long  and  1  foot  thick  at  the 
middle.  Several  layers  are  placed  one  over  the  other,  with 
intermediate  layers  of  rongh  stones. 


—Fascine  I^ke,  Danlsb  C< 


The  protection  of  seaweed,  together  with  stones,  has  been 
adopted  on  some  dykes  with  advanti^e.  At  the  month  of 
the  Helder,  in  North  Holland,  banks,  nearly  vertical,  con- 
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strncted  of  seaweed  and  hazelwood  fascines,  backed  with 
clay,  have  stood  extremely  well  when  exposed  to  very  heavy 
seas,  possessing  a  considerable  degree  of  elasticity,  and 
vibrating  for  some  distance  along  the  bank  when  struck  by 
a  wave. 

In  Holland  the  greater  portion  of  the  dykes  are  protected 
by  fascines — in  Dutch  lyshout — which  are  derived  from 
copses  of  willows,  osiers,  and  other  tall  brushwood,  for  the 
growth  of  which  the  swamps  and  morasses  are  well  adapted. 
An  example  of  the  employment  of  fascines  for  reclamation- 
dykes  is  supplied  in  the  mode,  shown  in  section.  Fig.  199, 


WAi?..*' 


Siecovuftif  rcte^ 
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Fig.  199.— Fascine  Dyke,  Holland. 

adopted  for  inclosing  the  estuary  of  the  Zuyder  Zee,  east  of 
Amsterdam,  called  "  Het  Y,*'  in  1866.  The  width  at  the 
point  selected  for  the  construction  of  the  dam  was  about 
f  mile ;  the  depth  of  water  varying  from  5  feet  to  27  feet. 
Tbe  bottom  was  soft  alluvium,  about  40  feet  deep,  reposing 
on  sand.  The  rise  and  fall  of  the  tide  was  14  inches,  bat 
there  were  variations  in  level  to  the  extent  of  from  10  to  15 
feet,  caused  by  storms,  when  the  current  was  2^  miles  per 
hour.  The  crown  of  the  dam  is  13*1  feet  wide,  with  a  rise 
of  about  10  inches,  carried  to  12*8  feet  above  A.  P.  (Amster- 
damsche  Peil,  the  datum  of  levels  for  the  Netherlands).  The 
sea  slope  is  3^  to  1  for  1*64  feet  above  A.  P. ;  the  insid^ 
slope  is  2  to  1  to  the  same  level.  The  slopes  are  succeeded 
by  horizonal  berms,  9*8  feet  wide  at  the  outside  and' 
16*4  feet  wide  at  the  inside ;  then  there  are  slopes  of  2  to  1 
for  1*64  feet  below  A.  P.   Where  fascines  are  used,  the  slopes 
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below  this  level  are  |  to  1.  The  slopes,  berms,  and  crown 
are  covered  with  pnddled  clay  8*28  feet  thick.  Both  sides 
were  protected  with  strong  fascine  works  from  the  top  to 
1*64  feet  below  A.  P.,  and  loaded  with  stone.  When  the 
dam  was  closed,  the  fascines  on  the  inside  and  outside  slopes 
were  removed ;  a  bed  of  broken  bricks,  8  inches  thick,  was 
placed  on  each  slope,  and  the  surfaces  were  paved  with 
stones  at  least  12  inches  thick,  to  the  level  1*64  feet  below 
A.  P. 

The  first  thing  done  was  to  cover  the  entire  site  with  a 
strong  fascine  mattress,  worked  in  pieces  197  feet  long,  and 
overlapping  about  8^  feet,  called  ''  grindstukken  ;  **  then  to 
build  up  the  exterior  portion  by  successive  layers  of  fascine 
mattresses  to  low-water  level,  when  the  trough  or  hollow 
between  them  was  nearly  filled  with  sand  or  clay.  The 
material  of  the  core  was  chiefly  of  sand,  and  was  securely 
held,  none  of  it  having  been  washed  away  by  the  current.] 


CHAPTER  V. 
8EA  EMBANKMENTS. 

[In  works  exposed  to  the  action  of  the  sea,  it  is  necessary 
to  provide  for  and  gnard  against  the  recoil  of  the  waves, 
which,  when  driven  against  a  vertical  wall  or  a  wall  nearly 
vertical,  fall  back,  and  tend,  by  the  force  of  their  fall,  to 
break  np  the  works  on  the  foreshore,  and  nndermine  the 
foundations.  This  action  is  the  counterpart  of  that  which 
takes  place  when  the  waves  sweep  over  an  embankment  and 
are  precipitated  on  the  other  side.  But  that  action — on  the 
foreshore— may  be  injuriously  exerted,  save  upon  consider- 
ably sloped  work,  if  the  slope  and  the  protective  covering  be 
not  adapted  to  the  nature  of  the  construction.  For,  admit- 
ting that  the  percussive  action  of  waves,  driven  by  the  vrind 
on  sea  slopes,  is  decreased  in  proportion  as  the  impinging 
water  is  spread  over  an  enlarged  surface,  the  angle  of  the 
slope  must  be  suited  to  the  nature  of  the  covering.  Accord- 
ingly, the  pitched  surfaces  of  the  Dutch  dykes  may  be  and 
are  much  more  steeply  sloped  than  the  grass-covered  or 
fascine-covered  slopes. 

Mr.  J.  B.  McLean  describes  the  sea  embankments  of  the 
Furness  Railway,  constructed  similarly  to  some  of  the  dykes 
of  the  Netherlands.  Each  embankment  is  about  one  mile  in 
length ;  and  though  the  situation  is  generally  well  sheltered, 
the  banks,  during  the  equinoctial  gales,  are  exposed  to  heavy 
seas.  They  are  formed  of  sand,  faced  vrith  12  inches  of  clay 
puddle,  into  which  broken  stones  were  beaten  to  a  depth  of 
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4  inches,  so  as  to  form  a  olay  concrete  bed  to  receive  the 
pitching  or  stone  facing,  which  is  12  inches  in  depth.  The 
portion  of  the  embankment  above  the  level  of  eqamoctial 
tides  was  faced  on  each  side  with  sods  6  inches  thick,  cat 
from  the  <<  salting/'  The  grass,  although  on  a  slope  of 
1  to  1  on  the  inner  side,  is  strong  and  luxuriant,  and  the 
parapet  thus  formed  a£fords  a  complete  shelter  for  the 
railway. 

Mr.  Brunlees,  in  designing  the  pitched  sea  embankments 
constructed  in  1854  for  the  railway  across  the  estuaries  of 
the  Kent  and  Leven  in  Morecambe  Bay,  made  some  pre- 
liminary experiments  with  a  view  to  determine  the  inclina- 
tion at  which  the  stones  ought  to  be  placed,  so  as  to  obtain 
the  maximum  amount  of  adhesion  between  the  stones,  and 
to  resist  most  effectively  the  disturbing  force  of  sea- waves. 
The  experimental  slopes,  4  feet  in  vertical  height,  were  con- 
structed of  fire-bricks,  set  on  end,  so  as  to  equal  a  depth  of 
9  inches  in  the  bed.  The  central  brick  in  each  slope  was 
extracted  by  means  of  a  weighted  chain  passed  over  pulley. 
The  weights  at  the  end  of  the  chain  required  to  extract  the 
central  bricks  were  as  follows : — 


Batlo  of  Slope. 

Weight  required  to 

extract  the  Central 

Brick. 

Itol 

•  • 

•  • 

•  • 

105  lbs. 

2„  1 

.  a 

.  . 

•  • 

148   „ 

3  „  1 

•  • 

•  • 

•  • 

144   „ 

4„  1 

•  • 

•  • 

•  . 

98  „ 

From  these  results  it  appears  that,  at  a  slope  of  from  2  to  1 
to  3  to  1,  the  maximum  resistance  to  disturbance  was  pre- 
sented :  composed,  evidently,  of  the  resistance  to  gravity  and 
the  frictional  resistance  between  the  bricks.  Mr.  Brunlees 
ultimately  adopted  a  slope  of  2  to  1  for  tbe  sea-faces,  at 
which  the  embankments  have  stood  well.  The  sand  of  the 
bay,  constituting  the  hearting  of  the  banks,  consists  to  a 
great  degree  of  calcareous  matter  washed  from  the  limestone 
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of  the  difltrict.  The  sand  atantU  well  at  a  elope  of  li  to  1 
in  Btiil  water.  The  inDsr  slopes  of  the  embankments  along 
the  shores  are  at  an  angle  of  li  to  1 ;  whilst  those  of  the 
banks  crosBing  the  estuaries  are  li  to  1,  as  in  Figs.  200  and 
201,  Bhowing  the  embankments  of  the  Leven  estuary.    The 


sea  slopes  wete  coTered  with  a  12-inch  layer  of  olay  puddle,    , 
which  protected  the  material  daring  the  formation  of  the 
embankment,  and  permanently  prevented  the  working  out  of  I 
the  sand  through  the  joints  of  the  pitching  by  the  action  of 
the  sea.     The  puddle,  in  its  torn,  is  protected  by  a  bed  of 
smalt  rubble  stones,  technically  called  "  qnarry  rid,"  which    i 
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is  laid  to  a  depth  of  18  inches.  On  this  bed,  the  pitching- 
stoneSy  18  inches  thick  at  the  bottom  and  12  inches  at  the 
top,  and  averaging  15  inches  in  depth,  are  compactly  set, 
making  a  total  average  thickness  of  8  feet  9  inches  of  cover- 
ing. The  pitching,  carried  to  a  depth  of  8  feet  below  the 
surface  of  the  beach,  was  of  limestone  from  the  excavations 
and  the  quarries  in  the  neighbourhood.  Of  the  landward 
embankments,  the  land  slopes  were  protected  during  the 
period  of  construction  by  a  thin  layer  of  puddle  or  sods. 
Of  the  through  embankments,  both  sides  of  which  are  ex- 
posed to  the  sea  until  reclamation  is  effected,  the  land  slopes 
were  protected  with  random  pitching  8  inches  deep«  The 
embankments  are  from  15  to  25  feet  high.  There  is  no 
littoral  current,  and  sand  has  accumulated  at  the  base  of  the' 
bank.     Besides,  there  are  groins  of  rubble  stone."^ 

Mr.  G.  W.  Hemans  adopted  the  same  slopes  for  a  railway 
embankment.  Fig.  202,  across  the  Clontarf  Estuary,  on  the 


<■ 

Fig.  202.~Bailwa7  Embankment,  Clontaif  Estuary. 

line  of  the  Dublin  and  Drogheda  Bailway.  On  a  core  of 
sand  and  mud  clay  puddle  8  feet  thick  was  laid;  on  the 
clay  he  laid  quarry  chips,  upon  which  the  pitching  was  laid. 
The  upper  side  of  the  pitching  extended  2  feet  below  the 
surface.  The  pitching  consisted  of  stones  not  less  than 
2  feet  deep  at  the  base,  and  18  inches  upwards.  The  slopes 
have  stood  well ;  though  the  middle  has  subsided  considerably. 
For  another  embankment  on  the  same  railway,  crossing 
the  Malahide  Estuary,  nearly  one  mile  in  width,  the  section 

♦  See  Mr.  Bmnlee's  paper  on  Sea  Embankments,  in  the  Proceedings 
of  the  Imtitution  of  CivU  Engineers,  vol.  xiv.  p.  239. 

E 
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shown  in  Fig.  203  wae  adopted,  in  whioh  the  sea-&ce  is  of  an 

ogee    form,  having    reverse    corves. 

This  form  was  certainly  not  so  good 

as  that  of  a  straight  slope.   The  action 

of  the  waves  tended  to  beat  down  the     ^ 

atones,  resting  only  on  their  edges,  on     j 


the  most  newly  level  portion  between 
A  and  B,  and  to  work  up  tha  clay 
tbrongh  the  joints.  The  stones  began 
to  sink,  the  concave  portion  becnme 
dangerously  hollowed,  and  the  parapet 
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wall  neceBHarily  soflered.     GrolitB  ate  placed  at  intervals  on 
the  sea  side  of  the  bank  ;  they  have  proved  of  utility. 

Dymcharch  wall,  dyke,  or  sea  embank- 
ment, on  the  coast  of  Kent,  S|  miles  long, 
was  erected  for  the  defence  of  Eomney 
Marsh.  It  is  shown  in  section,  in  Fig.  204, 
aa  remodelled  by  Mr,  Walker,  It  has  an 
uniform  elope  of  6  or  7  to  1,  with  a  carved 
summit,  to  a  radios  of  7  feet,  in  order  to 
throw  off  the  water  irom  the  top  of  the  wall. 
Paving-atones  of  Kentish  rag  are  bedded 
on  clay.  Previously,  the  slopes  were  too 
steep,  and  the  clay  was  washed  away  hy  S 

the  receding  waves  penetrating  through  the  X 

joints.    By  the  flatter  slope,  the  power  of  j 

the  ascending  waves  is  gradually  spent.  ^ 

Plank  sheet-piling  was  driven  along  the  s£ 

toQ  of  the  bank,  and  rows  of  the  same  f 

were  driven  down  the  face  of  the  work  <i 

transversely.      By  the  transverse  sheet-  4 

■  piling,  breaches,   where   they  occur,  are  & 

limited  in  extent.  The  crown  of  the  dyke 
is  20  feet  wide,  and  the  land  slope  is 
4i  to  1. 

In  the  estuary  of  the  Thames,  the  sea- 
banks  are  formed  like  the  Dymchurch  wall, 
bat  lighter  and  steeper,  as  exemplified  at 
St.  Mary's,  Kent,  Fig,  205,  where  the  sea 
slope  is  6  to  1,  and  the  land  slope 
4J  to  1.* 

Vertical   walls,   constructed  as  sea-de- 

'  fences   in  shallow  water,  are,  as  before 

;  remarked,  more  tronblesome  to  keep  in 
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good  order  than  doped  work.   Hr.  B.  Ste|4)eiiB«n  constnolad 
Ma-indlB  on  the  line  of  the  Chester  aod  Holyhead  Bulway, 
near  Conway.    These  ■walla,  H  mile  in  length,  extend  over 
portioiia  of  the  line  which  form 
the  terrace  beneath  the  steep  slope 
of  Fenniaenmawr.     The  average 
1  eecUon  of  the  main  eca-tvall,  as 
actually  constrneted,  is  shown  in 
Fig.  206 ;  5^  feet  thick  at  the  top, 
and    14    feet    above    high-water 
spring-tides.      The   parapet  was 
carried  8  feet  hi|;h  above  the  level 
of  the  rails,  with  a  carved  over- 
hanging foee,  to  a  radius  of  25 
feet,  so  as  to  throw  off  the  waves. 

£te.K>a.-B.i-«ii,iH»rc«i«r.  ^^  ^™''  ™"'  for  *>»lf  the  *!"<*- 
ness,  of  dressed   ashlar,  tba  re- 
mainder  of  eonrsed   mbble.     As  the  beach   was   fonnd 
serionsly  to  subside  at  the  base  of  the  wall,  a  low  terrace  of 
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large  stones  and  a.  breakwater,  Figs.  207  were  formed  in  fi-ont 
of  the  wall,  to  preserve  the  fooudations,  and,  at  the  same 
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time,  to  break  the  waves  and  prevent  the  projection  of  solid 
water  over  the  parapet.  The  breakwater  consisted  of  a  zig- 
zag row  of  piles,  2  feet  clear  apart,  in  right-angled  bays,  four 
piles  to  each  bay,  the  inner  angles  being  from  12  to  15  feet 
from  the  face  of  the  wall.  The  piles  were  backed  with 
8-inch  planks. 

Bat  though  slopes  are  better  than  vertical,  or  nearly  verti- 
cal faces,  in  shallow  water,  the  vertical  face  is  preferable  in 
deep  water.  The  preference  is  clearly  established  in  the 
practice  of  construction  of  piers  and  breakwaters.] 


CHAPTER  YI. 

HABBOTJBS. 

The  eonsiraciion  of  piers,  jetties,  and  breakwaters  is  much 
inflaenced  by  tbe  considerations  of  the  effects  of  winds, 
tides,  and  currents,  above  described. '  The  objects  they  are 
proposed  to  effect  are  to  procure  tranquillity  in  the  interior  of 
ports,  and  at  the  same  time  to  facilitate  the  manoeuvres  of 
shipping  entering  or  leaving  them.  To  explain  the  details 
connected  with  such  works,  it  becomes,  therefore,  necessary 
to  dwell  somewhat  at  length  upon  the  general  character  and 
description  of  ports  to  which  they  form  such  important 
adjuncts. 

It  is  usual  to  designate  by  the  term  <<  port"  a  space  of  water 
in  connection  with  the  sea,  of  variable  dimensions,  and  of 
depths  either  constant  or  variable,  in  which  ships  may  obtain 
shelter  from  tempests  or  from  an  enemy,  repair  any  damage 
they  may  have  received,  or  discharge  and  replace  their 
cargoes.  Such  ports  may  be  either  upon  the  immediate  sea- 
coast,  or  at  some  distance  from  the  mouth  of  a  river.  The 
former,  again,  may  either  possess  a  broad  expanse  of  sheltered 
sea,  or,  as  they  are  called,  roads ;  or  they  may  be  placed 
upon  unprotected  open  shores.  Beads  also  may  be  natural 
or  artificial,  open  or  sheltered,  according  to  the  configuration 
of  the  coast  and  of  the  bed  of  the  sea  in  the  particular 
direction  under  consideration.  But  of  whatever  description 
they  may  be,  their  utility  mainly  depends  upon  their  possess- 
ing a  sufficient  depth  of  water  for  a  vessel  to  ride  at  anchor 
at  any  time  of  the  tides ;  whilst  the  bottom  must  be  sufi- 
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cienily  firm  to  allow  the  anchors  to  hold  in  a  storm.  If  such 
roads  have  convenient  access,  they  facilitate  commerce  hy 
forming  calling  stations  where  vessels  may  wait  for  orders, 
or  where  they  may  wait  for  the  winds  or  tides  requisite  to 
carry  them  into  harbour. 

Both  roads  and  ports  may  be  farther  sub-classified  into 
those  without  tides  and  those  with  tides,  according  as  they 
may  be  situated  upon  waters  affected  or  not  by  that  semi- 
diurnal inequality.  The  ports  upon  the  Mediterranean,  the 
Gulf  of  Mexico,  the  Caspian,  and  the  great  fresh- water  lakes, 
may  be  considered  as  of  the  former  class ;  those  upon  the 
shores  of  the  ocean  as  of  the  latter.  Practically,  also,  the 
usages  to  which  roads  and  ports  are  specially  appropriated 
give  rise  to  a  further  separation  into  the  respective  classes  of 
commercial  and  military. 

The  variable  degree  in  which  harbours  are  afiected  by  the 
tides  produces  a  marked  difference  in  the  influence  of  roads 
upon  their  utility.  For  if  the  interior  of  the  harbours  should 
not  possess  a  sufficient  depth  of  water  at  low  tides  to  allow 
vessels  to  enter,  evidently  it  will  be  necessary  that  these 
should  wait  until  a  favourable  moment  should  arrive,  and 
this  could  only  be  effected  in  a  road  close  to  the  mouth  of 
the  harbour.  As  the  larger  class  of  vessels  are  not  con- 
etructed  to  take  the  ground,  as  it  is  called,  or  to  lie  high  and 
dry  between  the  intervals  of  the  tides,  it  becomes  necessary 
to  construct  floating  docks  to  receive  them  in  all  ports  so 
circumstanced. 

The  utility  of  roads,  whether  open  or  sheltered,  must  of 
course  depend  upon  the  number  of  vessels  they  are  able  to 
accommodate.  Sufficient  space  must  be  left  round  each 
vessel  to  allow  of  its  swinging  upon  its  anchor,  according  to 
the  changes  of  the  winds  or  the  tides,  without  its  being  ex- 
posed to  foul  any  other  vessel.  It  is  usual  to  calculate  upon 
a  radius  of  two  cables'  length  for  ships  of  war,  and  of  about 
half  that  radius  for  merchant  vessels. 
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On  acconnt  of  the  great  space  thns  required,  roads  cannot 
be  entirely  formed  by  artificial  means;  they  must  exist 
naturally,  in  a  more  or  less  perfect  state.  It  is,  however, 
possible  to  improve  such  as  may  exist  by  the  constraction  of 
breakwaters  or  of  jetties,  so  as  to  shelter  any  portion  ex- 
posed to  the  violent  action  of  storms ;  or  by  dredging  any 
shoals  to  increase  the  available  surface  for  anchorage.  The 
roads  of  Plymouth,  Cherbourg,  Cette,  and  at  the  mouth  of 
the  Delaware  in  the  United  States,  may  be  cited  as  illustra- 
tions of  what  has  been  done  to  create  an  artificial  shelter ; 
whilst  the  port  of  Nieuwe  Diep,  on  the  Zuiderzee,  and  of 
Lorient,  may  illustrate  the  methods  employed  to  clear  an 
already  existing  roadstead.  There  were,  however,  some 
peculiarities  attached  to  the  amelioration  of  the  port  of 
Nieuwe  Diep  which  require  to  be  noticed  hereafter  a  little 
in  detail. 

The  most  advantageous  situation  for  a  port  is  at  the  ex- 
tremity of  a  roadstead,  especially  if  the  channel  of  communi- 
cation assumes  a  tortuous  form.  Should  this  not  be  the  case, 
it  will  be  necessary  to  construct  piers,  jetties,  or  moles,  to 
destroy  the  undulations  communicated  by  the  open  sea.  It 
is  also  of  vital  importance  for  the  security  of  a  port  that  it 
should  be  surrounded  by  high  lands  on  the  in-shore,  to 
guarantee  vessels  from  the  effects  of  the  winds  blowing  from 
that  direction. 

As  the  piers  at  the  mouths  of  harbours  are  constructed 
with  a  view  to  facilitate  the  manoeuvres  of  vessels,  it  is 
found  preferable  to  make  greater  provisions  to  assist  their 
entry  than  their  departure.  A  vessel  in  harbour  can  always 
wait  for  favourablCr weather ;  whilst  those  coming  in  from  the 
open  sea  may  often  be  driven  in  by  stress  of  weather.  In  all 
tidal  harbours,  also,  it  is  necessary  to  place  the  piers  so  that 
they  may  coincide  with  the  direction  of  the  currents,  and  in 
such  a  manner  that  the  ships  should  not  be  carried  against 
them  whilst  passing  to  the  interior.     Of  course  this  pre- 
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caution  will  require  to  be  observed  in  tidelegs  harbours,  if 
any  decidedly  marked  littoral  current  should  exist ;  but  it  is 
of  more  serious  importance  where  the  currents  flow  in  alter- 
nate directions  than  where  they  are  permanent.  It  is  to  be 
observed,  however,  that  the  manner  in  which  vessels  are 
towed  out  from  the  interior  of  a  port  will  influence  the  form 
of  the  piers  to  a  certain  extent.  Because  if  the  vessels  are 
towed  in  by  men,  or  warped  in  by  a  rope,  the  piers  must  be 
carried  out  so  far  that  they  should  be  able  to  make  their  first 
tack  without  falling  on  the  opposite  side;  whilst  if  the 
vessels  be  towed  out  by  steamers,  the  extension  of  the  piers 
need  only  be  regulated  by  the  necessity  for  protecting  the 
entry  of  the  harbour  from  the  effects  of  the  currents. 

Beyond  the  jetties,  in  all  seaports  of  importance,  it  is  usual 
to  construct  an  outer  harbour,  surrounded  by  quays,  at  the 
bottom  of  which  are  placed  the  docks  intended  to  receive 
vessels  of  large  tonnage,  and  to  retain  the  water  entering  at 
high  tide,  so  as  to  allow  the  operation  of  unloading  to  be 
performed  whilst  the  vessels  are  afloat.  Small  vessels  and 
fishing  craft  generally  remain  in  the  outer  harbour,  as  do  also 
the  coasters  or  other  craft  able  to  depart  at  half-tide.  The 
sluice-gates,  and  the  leading  chaonels  from  the  back-water, 
whether  it  be  natural  or  artificial,  are  also  placed  upon  some 
portion  of  the  outer  harbour. 

The  length  to  be  given  to  this  part  of  a  port  will  depend 
very  much  upon  the  facilities  it  may  possess,  with  respect 
to  the  entrance  or  departure  of  vessels.  It  frequently  happens 
that  during  windy  weather  these  may  retain  a  very  consider- 
able portion  of  the  momentum  derived  from  the  velocity  they 
had  whilst  under  sail;  sufficient  space  must  therefore  be 
allowed  for  the  destruction  of  this  momentum  before  the 
vessels  arrive  at  the  locks  giving  access  to  the  inner  harbour. 
On  this  account,  also,  it  is  preferable  to  direct  the  entrance 
between  the  jetties  a  little  out  of  the  line  of  the  prevailing 
winds,  and  to  place  the  lock-gates  somewhat  out  of  the  direct 

B  3 
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path  followed  by  the  vessels  entering.  Generally  speaking, 
it  will  be  found  sufficient  to  make  the  length  of  the  onter 
harbour  about  700  yards. 

The  width  usually  given  to  the  channel  between  the  jetties 
at  the  entrance  of  a  harbour  is  that  which  shall  be  sufficient 
to  allow  the  passage  of  three  of  the  largest  ships  frequenting 
it,  under  sail,  and  at  the  same  time.  The  minimum  may 
vary  between  100  and  240  feet,  according  to  the  size  of  the 
ships  and  to  the  power  of  the  sluices.  At  the  extremities 
the  width  should  be  increased,  because  the  ships  require 
more  room  to  perform  their  evolutions  whilst  under  the  influ- 
ence of  the  way  they  carry  in  from  the  open  sea  than  when 
they  have  followed  the  narrow  channel  for  some  time.  The 
introduction  of  steam-tugs  has  called  for  a  greater  width  of 
channel  than  was  required  under  the  old  system. 

The  dimensions  and  dispositions  of  the  inner  harbour  will 
be  regulated  by  the  nature  of  the  vessels  frequenting  it,  and 
the  depth  must  be  such  as  at  all  times  to  exceed  the  draught 
of  water  of  the  largest  vessel  it  is  likely  to  receive.    This 
excess  of  depth  is  required,  firstly,  to  compensate  for  any  loss 
of  water  which  may  take  place  between  two  consecutive  tides, 
whether  it  arise  from  evaporation  or  leakage ;  secondly,  to 
allow  of  the  abstraction  of  a  certain  quantity  of  water  for  the 
purpose  of  scouring  the  passage  in  front  of  the  lock-gates ; 
thirdly,  to  prevent  the  possibility  of  the  vessels  grounding, 
should  any  agitation  either  be  transmitted  from  the  outer 
harbour,  or  be  produced  in  any  manner  in  the  inner  one ; 
fourthly,  to  allow  of  the  gates  being  opened  a  little  before  the 
period  of  the  highest  tide  so  as  to  permit  vessels  of  light 
draught  to  leave  at  an  early  period ;  and  fifthly,  to  provide 
against  the  gradual  silting  up  of  the  inner  harbour.     In 
order  to  provide  against  all  these  sources  of  possible  annoy- 
ance, and  to  secure  the  eventual  advantages,  it  is  usual  to 
make  the  depth  of  inner  harbours  2  to  8  feet  in   excess 
of  what  is  absolutely  required  to  receive  the  vessels  fre- 
quenting it. 
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As  an  economical  question,  we  may  consider  that  the 
dimensions  of  length  and  breadth  should  be  decided  upon  the 
principle  that  the  greatest  number  of  vessels  should  be  able  to 
lie  alongside  the  quays,  with  the  smallest  amount  of  expense 
in  the  excavation  of  the  water  surface.  At  the  same  time  it 
is  necessary  to  leave  between  the  different  tiers  of  vessels  a 
space  sufficient  for  the  evolutions  of  those  about  to  enter  or 
depart.  In  some  of  the  most  convenient  modern  ports, 
intended  to  receive  commercial  vessels  only,  the  length  is 
made  about  five  times  the  width,  and  in  these  instances 
vessels  often  lie  in  three  tiers  on  either  side.  In  military 
ports,  however,  it  is  necessary  to  bring  every  vessel  close  to 
the  quay,  and  therefore  the  proportionate  length  may  be  less 
than  that  above  stated.  At  Cherbourg,  where  the  expense  of 
excavating  the  basins  in  the  solid  rock  was  enormous,  their 
dimensions  were  reduced  to  the  minimum ;  one  of  them  was 
therefore  made  nearly  square,  or  754  feet  wide  by  852  feet 
long ;  whilst  the  second  was  made  656  feet  wide  by  1,812  feet 
long,  or  in  the  proportion  of  1  in  width  to  2  in  length. 

The  gates  closing  the  inner  harbour  should  be  constructed 
with  a  view  to  secure  the  most  rapid  operations  in  opening 
and  shutting,  and  to  render  the  leakage  at  the  several  joints 
as  small  as  possible.  Their  width  must  be  regulated  by  the 
class  of  vessels  entering.  Barques  and  sailing  vessels  under 
500  tons  burthen  do  not  require  a  greater  width  than  50  feet ; 
a  first-class  frigate  does  not  require  more  than  52  feet ;  nor 
does  a  first-class  sail  of  the  line  require  more  than  60  feet. 
But  the  colossal  dimensions  of  some  of  the  modern  steamers 
render  it  necessary  to  make  the  gates  through  which  they 
are  to  pass  not  less  than  from  70  to  80  feet  wide.  It  is 
customary  to  place  sluices  at  the  bottom  of  the  lock-gates  to 
assist  in  scouring  the  platform  at  the  entry. 

The  depth  of  the  floor  of  the  passage  will  be  regulated  by 
the  draught  of  water  of  the  vessels  entering.  A  500-ton 
vessel  will  draw  about  16  feet,  a  first-class  frigate  about 
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22  feet,  and  a  first-class  man-of-war  about  27  feet,  sup- 
posing them  to  be  under  full  load.  As  the  draught  of 
steamboats  is  in  nowise  commensurate  with  their  width, 
they  may  be  considered  to  be  comprised  within  these 
dimensions. 

Unless  there  be  very  great  inequalities  of  the  tide,  one  set  of 
gates  will  be  sufficient  to  retain  the  water  during  the  period 
of  the  ebb ;  but  it  frequently  happens  that  it  is  indispensable 
to  place  a  set  of  gates  to  exclude  the  flood-tide,  especially 
when  repairs  are  likely  to  be  required  to  the  flooring  of  the 
gate  passage  or  the  inner  harbour.  It  appears,  therefore,  a 
very  necessary  precaution  to  construct  the  chamber  and  pas- 
sage so  as  to  admit  of  placing  two  pairs  of  gates,  respectively 
to  provide  against  the  ebb  and  the  flood  tides ;  and  in  many 
commercial  ports  it  may  even  be  advisable  to  place  a  second 
pair  of  ebb  gates  in  order  to  allow  the  intermediate  space  to 
become  a  species  of  lock  to  facilitate  the  departure  of  small 
craft  at  the  half  tides.  A  provision  should  also  be  made  for 
the  insertion  of  a  coffer-dam ;  and  in  almost  all  cases  it  will 
be  necessary  to  construct  a  turning  bridge  for  the  purpose  of 
connecting  the  roads  or  quays  on  either  side  of  the  passage. 
In  the  side  walls  of  the  lock  chambers  it  is  also  customary 
to  construct  culverts,  provided  with  gates  and  raising  ma- 
chinery, for  the  purpose  of  assisting  the  scouring  action  of 
the  sluices  in  the  gates  themselves  upon  the  passage  leading 
up  to  the  latter.  It  follows,  therefore,  from  the  necessity  for 
these  several  works,  that  the  length  to  be  given  to  the 
entrance  from  the  outer  to  the  inner  harbours  of  any  port 
must  vary  according  to  the  local  conditions  of  tide,  or  of 
the  communications  between  the  two  banks  of  the  inner 
harbour. 

[Harbours  admit  of  classiflcation,  as  havens  for  the  pro- 
tection of  ships  during  storms,  or  **  harbours  of  refuge  ; " 
and  as  ports  adapted  for  commercial  purposes. 
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Harbours  of  refuge  consist  of  one  or  more  breakwaters,  iso 
placed  as  to  form  a  safe  ancborage-ground,  easily  accessible 
to  tbe  largest  vessels  in  all  states  of  tbe  weatber  and  at  all 
times  of  tbe  tide.  A  breakwater  acts  as  a  barrier  to  tbe  pro- 
gress of  waves,  and  tbas  secures  comparatively  quiet 
water  landward  of  it.  Breakwaters  are  not  used  for  com- 
mercial traffic,  and  tbey  present  notbing  more  tban  a  mass  of 
sufficient  weigbt  and  solidity  to  break  tbe  force  of  tbe  waves. 
Tbe  old  breakwaters  offer  many  instances  of  tbis  kind.  But 
tbe  more  modem  breakwaters  are  commonly  constructed 
wilb  a  parapet  wall,  wbicb,  besides  of  course  contributing  to 
prevent  tbe  waves  from  breaking  over  tbe  top,  also  operate 
usefully  as  a  protection  from  tbe  wind. 

Harbours  constructed  for  commercial  purposes  are  neces- 
sarily provided  witb  breakwaters,  piers,  quays,  or  docks, 
singly  or  in  combination,  by  wbicb  a  sbeet  of  water  is 
enclosed  and  tranquillised,  in  order  tbat  vessels  may  be 
moored  at  tbe  quay-walls  or  wbarves  forming  tbe  inner 
sides  of  piers  or  docks.  Mr.  Tbomas  Stevenson-^  illustrates 
tbe  varieties  of  commercial  barbours,  as  in  Figs.  208. 
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Figs.  208.— Commercial  Ilarbouis. 

Wbere  tbe  coast-line  lies  open  to  a  beavy  sea,  it  is  often 
necessary  to  make  a  double  barbour,  a  or  b,  wbere 
tbe    entrance  to  tbe  river    basin  is    situated  witbin  tbe 


♦  "The  Design  aod  Construction  of  Harbours,'*  1874,  p.  4. 
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sheltered  area  formed  by  the  outer  works.  The  kanted 
or  ctured  pier  c,  affords  shelter  to  vessels  lying  under  the 
lee  of  the  kant,  the  sheltered  side  of  the  pier  being 
finished  as  a  qnay.  Piers  may  be  formed  with  a  doable 
kant,  like  the  letter  T.  A  straight  pier,  d,  generally  pro- 
jects at  right  angles  to  the  coast-line,  and,  unless  when 
the  wind  blows  right  on  shore,  the  straight  pier  always 
affords  shelter  on  the  lee  side.  Both  sides  may  be  finished 
as  quay  walls,  and  the  parapet,  if  there  be  one,  is  built 
in  the  middle  of  the  roadway.  The  simple  quay,  or  wharf,  e, 
is  constructed  parallel  to  the  line  of  the  shore.  It  affords  no 
shelter;  it  simply  affords  facility  for  vessels  loading  and 
unloading  in  deep  water. 

The  width  of  the  entrance  of  harbours  varies  between  the 
limits  of  100  feet  and  1000  feet.  But  the  usual  variations 
range  between  200  feet  and  400  feet.  The  following  area 
few  instances  given  by  Mr.  Stevenson. 


Dover    • 

Newhaven 

Bamsgate 

Portland 

Ajnr 

Leith     . 

Yarxnonth. 

Sunderland 

Aberdeen 

Portsmouth 

Kingstown 

Calais     • 

Boulogne 


Width  of  entnnoe. 

120  feet. 

150 

»> 

190 

»» 

400 

99 

215 

i» 

240 

»l 

250 

if 

315  &  368  ft 

378  feet. 

700 

it 

960 

if 

328 

»» 
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CHAPTER  VII. 
BKEAEWATEBS. 

The  formation  of  a  breakwater  is  sometimes  necessary  to 
secnre  the  tranquillity  of  the  roads.  Plymouth,  Cherbonrg, 
Cette,  and  the  port  at  the  month  of  the  Delaware,  have  been 
cited  as  illustrations  of  this  species  of  construction,  and  they 
offer  sufficient  differences  of  principle  even  to  require  a  some- 
what detailed  examination.  A  notice  of  the  breakwater  of 
the  port  of  Buffalo,  on  Lake  Erie,  is  added,  for  the  purpose 
of  showing  the  methods  adopted  by  the  American  engineers 
in  what  may  really  be  called  their  fresh-water  seas. 

The  "  Digue "  of  Cherbourg,  the  first  in  chronological 
order  and  in  size,  is  unquestionably  one  of  the  boldest  and 
most  gigantic  works  executed  by  man.  Its  total  length  is 
about  4,120  yards,  and  it  consists  of  two  arms,  respectively 
2,441  and  1,679  yards  long,  forming  at  their  junction  an 
obtuse  salient  angle  towards  the  open  sea  of  about  169°, 
with  an  average  depth  of  water,  at  high  spring  tides,  of  about 
62  foot.  The  foundations  for  a  circular  battery,  100  feet  in 
diameter,  have  been  prepared  at  the  east  end,  and  at  the 
west  end  for  a  similar  fort  of  184  feet  in  diameter;  whilst  at 
the  point  of  junction  of  the  two  arms,  the  foundations  have 
been  laid  for  a  fort  of  about  640  feet  in  development.  The 
width  of  the  passes  between  the  extremities  of  the  digue  and 
the  main  land  at  the  points  where  fortifications  (crossing 
their  fires  with  those  of  the  intended  forts  on  the  digue)  are 
erected,  is  respectively  1,040  and  2,515  yards.    The  area 
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sheltered  by  this  work  is  about  equal  to  1,927  English  acres 
at  low  tides ;  but  of  this,  not  more  than  696  acres  have  a 
depth  of  27  feet  at  the  lowest  tides.  Of  this  deep-water 
surface  it  also  appears  that  nearly  two-thirds  are  exposed  to 
the  unbroken  violence  of  the  ocean  during  the  winter  months, 
so  that  really  the  roads  of  Cherbourg,  notwithstanding  the 
immense  cost  of  the  digue,  can  hardly  be  said  to  be  able  to 
shelter  more  than  from  25  to  80  sail  of  the  line,  inasmuch  as 
each  vessel  requires  from  about  8i  to  10  acres  superficial  to 
swing  freely  upon  its  anchors.  In  the  shallower  parts  of 
the  roads  an  equal  namber  of  frigates  could  be  made  to  ride 
in  safety. 

The  original  intention  in  constructing  the  digue  was,  that 
it  should  be  submersible  at  one-third  of  the  rising  tide.  This 
intention  was  subsequently  abandoned,  and  the  height  was 
proposed  to  be  at  different  periods,  firstly,  that  of  the  ordi- 
nary spring  tides,  then  10  feet  above  that  line,  and  finally 
the  actual  height  of  12  feet  6  inches  was  adopted.  The 
sketch.  Fig.  209,  opposite  will  represent  the  normal  section  of 
the  digue  ;  the  sketches.  Figs.  210,  211,  212,  are  introduced 
to  show  the  modifications  of  the  profile  superinduced  by  the 
action  of  the  sea  between  the  years  1788  and  1829.  As  will 
be  seen  upon  inspection  of  these  figures,  the  slope  of  the 
seaward  face  had  materially  changed ;  and  in  1829,  as  it  was 
found  that  the  tranquillity  of  the  roads  was  by  no  means 
secured,  and  that  the  small  blocks  were  constantly  swept 
over  from  the  sea  side  to  the  inner  face,  it  was  resolved, 
after  long  and  anxious  deliberation,  to  crown  the  top  of  tho 
sea  slope  with  a  vertical  wall,  as  shown.  The  original  diguo 
was  completed  to  the  line  of  the  low  spring  tides  in  small 
blocks,  and  after  the  materials  thus  added  had  been  allowed 
to  settle,  they  were  covered  with  a  bed  of  hydraulic  concrete 
5  feet  thick ;  and  upon  this  a  solid  wall  of  coursed  ashlar 
masonry,  the  external  and  internal  faces  of  which  were 
executed  in  granite,  with  rubble  hearting,  was  erected  as 
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sbown.  Th«  top  of  the  sea  dope  is  covered  with  large 
loose  blocks,  and  at  the  extremitdes  of  Uie  ninga  it  is  farther 
protected  by  immense  artificial  blocks  of  about  40  tons  weight 
each,  formed  of  rnbble  set  in  Boman  or  Portland  cement. 

The  breakwater  of  Flymoath  is  formed  in  a  bay  sbeltered 
on  three  sides  by  land  rising  to  a  considerable  height,  aad 
only  open  to  tbe  sonth.  Sereral  banks,  or  natural  reefs  of 
rocks,  exist,  between  which  and  the  shore  there  were  three 
principal  passes  towards  the  east,  the  west,  and  in  the  centre. 
Tbe  breakwater  is  erected  upon  the  banks  sitnated  the 
nearest  to  tbe  interior  of  the  harbour,  and  closes  tbo  centre 
passage ;  the  banks  situated  more  towards  tbe  open  sea  serve 
to  break  tbe  fury  of  the  waves  before  they  arrive  upon  the 
breakwater. 


Tig.  IIS.— FiTiiiontbBniiInniter. 

Ibe  main  body  of  the  breakwater  is  placed  perpendicn- 
larly  to  tbe  8.S.E.,  from  which  quarter  tbe  severest  storms 
assail  the  Plymouth  Roads.  The  total  length  is  1,700  yards, 
of  which  tbe  rectilineal  central  part  occupies  1,000  yards, 
and  tbe  two  arms,  forming  on  either  side  angles  of  about 
136°  with  the  centre,  occupy  respectively  S50  yards  eacb. 
A  surface  of  about  1,120  acres  is,  by  means  of  this  work, 
rendered  available  for  large  vessela. 

Originally  it  was  intended  to  make  the  width  of  the  top  of 
the  breakwater  only  11  yards,  and  that  of  the  bottom  about 
65  yards  ;  bnt  during  the  execution  of  the  works  the  width 
of  the  top  has  been  increased  to  16  yards,  and  that  of  the 
bottom  to  188  yards.  At  the  level  of  the  low  water  at  spring 
tides  a  set-off  22  yards  in  width  is  formed,  and  the  elopes 
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from  this  point  npwards,  on  the  sea  side,  are  paved  with 
large  stones,  4  feet  by  8  feet  6  inches,  by  abont  8  feet  thick, 
laid  with  an  inclination  of  5  base  to  1  height  and  bedded  in 
Eoman  cement ;  and  it  is  proposed  to  continue  this  paving 
below  the  lowest  water  line  by  means  of  the  diving-bell.  The 
height  of  the  crown  of  the  breakwater  is  only  2  feet  above 
the  level  of  high  spring  tides. 

It  appears  to  be  beyond  question  that  the  long  slope  of  the 
Plymouth  Breakwater  is  less  exposed  to  be  injured  by  the 
violent  shocks  of  the  sea  than  the  vertical  wall  of  the  Cher- 
bourg Digue ;  but  at  the  same  time  it  is  equally  beyond 
question  that  the  latter  destroys  far  more   effectually  the 
agitation  and  undulation  of  the  open  sea,  and  offers  a  greater 
resistance  to  their  transmission  into    the  inner  harbour, 
because  the  waves  in  Plymouth  Sound  during  violent  storms 
break  over  the  slopes,  whilst  at  Cherbourg  all  their  effect  is 
destroyed  by  the  wall.     In  the  latter  case,  however,  the 
descending  motion  of  the  return  wave  is  materially  interfered 
with.     The  vertical  wall  at  the  top  of  the  long  slope  trans- 
forms it,  in  fact,  into  a  horizontal  motion,  whose  velocity  is 
highly  dangerous  to  the  stability  of  the  foundation  of  the  wall. 
It  is  also  found  that  the  large  blocks  of  stone  detached  from 
the  outer  slopes  are  driven  against  the  outer  face  of  the 
wall    with    extraordinary    violence    during    great    storms, 
whilst  upon  the  long  paved  face  of  the  Plymouth  Breakwater 
the  waves,  not  meeting  with  any  abrupt  resistance,  break  in 
precisely  the  same  manner  upon  the  incline  that  they  would 
do  upon  a  natural  shore,  and  with  a  considerably  diminished 
degree  of  violence.     It  is  true  that,  in  consequence  of  this 
form,  they  acquire  an  increased  horizontal  velocity  in  their 
original  direction ;  but  as  the  top  of  the  slope  is  rendered  as 
smooth  as  possible,  there  are  no  salient  points  in  the  masonry 
able  to  attract,  as  it  were,  the  destructive  action  of  the 
waves.     Notwithstanding  the  precautions  observed  in  the 
execution  of  the  top  slope  of  the  breakwater,  it  is  by  no 
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means  of  rare  occurrence  that  blocks  weighing  from  2  to  5 
tons  are  carried  over  from  the  sea  to  the  land  side ;  and  in 
February,  1848|  considerable  damage  was  caused  to  the  npper 
parts. 

The  breakwater  in  Delaware  Bay  was  designed  not  only  to 
form  an  artificial  roadstead  sheltered  irom  the  effects  of  the 
prevailing  winds,  bat  also  from  the  drift  ice  brought  down 
occasionally  in  large  quantities  from  the  upper  parts  of  the 
Schuylkill  and  Delaware  Bivers.  It  was  also  contemplated 
that  the  port  thus  created  would  rather  be  a  place  of  refuge 
for  ships  bound  coastwise,  than  it  would  become  a  touching 
port  for  vessels  dropping  down  the  river.  In  consequence  of 
these  local  circumstances,  the  works  for  the  shelter  of  the 
roads  consist  of  a  breakwater  and  what  may  be  called  an 
ice-break.  The  breakwater  itself  is  in  a  straight  line,  in  a 
direction  W.N.W.  toE.S.E.,  and  of  a  total  length  of  1,000 
yards  measured  upon  the  line  of  high  water,  leaving  a 
channel  of  about  1,000  yards  in  width  between  its  E.S.E. 
extremity  and  the  main  land.  At  a  distance  of  555  yards 
from  the  W.N.W.  extremity,  the  prolongation  of  the  line  of 
the  inner  slope  of  the  breakwater  meets  the  line  of  the  inner 
slope  of  the  ice-break,  forming  with  it  an  angle,  towards  the 
shore,  of  146°  15'.  From  the  point  of  intersection,  the  line 
of  the  ice-break  is  carried  respectively  272  yards  W.  by  S.. 
and  228  yards  E.  by  N.,  making  a  total  length  of  about  500 
yards,  with  a  clear  passage  of  850  yards  between  it  and  the 
main  breakwater. 

The  space  thus  sheltered  has  an  area  of  about  Jth  of  a  mile, 
so  far  as  the  waves  raised  by  winds  from  the  N.W.  to  the  E., 
passing  by  the  N.,  are  concerned  ;  and  a  space  of  aVths  of  a 
square  mile  so  far  as  those  caused  by  winds  from  the  N.W.  to 
the  E.  (by  the  N.)  are  concerned ;  and  in  both  cases  the 
minimum  depth  so  sheltered  is  24  feet  The  area  of  sheltered 
road,  with  a  minimum  depth  of  18  feet,  is  about  iVths  of  a 
square  mile.     The  tides  in  this  locality  are  but  feeble,  for  the 
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average  range  of  the  neap  tides  is  abont  4  feet  8  inohes,  and 
that  of  the  equinoctial  Bpring  tides  about  7  feet  6  inches ; 
whilst  the  greatest  range  that  has  been  noticed  has  never 
exceeded  8  feet  10  inches  vertical. 

The  tranaverae  section  of  the  breakwater  was  made  as  fol- 
lows : — The  inner  slope,  towards  the  harbour,  waa  formed  at 
an  angle  of  45°  with  the  horizon ;  the  top  was  made  80  feet 
wide,  and  at  5  feet  4  inohes  above  the  level  of  the  highest 
spring  tides.  The  outer  slope  was  carried  down,  with  an 
inclination  of  8  base  to  1  in  height,  to  a  depth  of  about 
19  feet  from  the  highest  spring  tides,  and  from  thence  to  the 
hottom,  at  an  angle  of  45°.  The  mass  of  the  work  between 
Hie  sea  bottom  and  a  horizontal  plane  passing  at  6  feet  below 
tho  lowest  spring  tides  was  formed  of  etonea  weighing  fiom 


Fig.  SU.— 'Bna^ater,  Selaviue  Baj. 

^  to  2  tons,  and  the  slopes  covered  with  blocks  of  from 
2  to  8  tons  minimum  weight.  Between  this  point  and  the 
plane  corresponding  with  the  lowest  spring  tides,  the  body  of 
the  work  was  executed  in  stones  weighing  from  i  to  2|  tons, 
protected  externally  by  blocks  weighing  3  tons  each  at  least ; 
and  the  upper  portion  was  formed  exclusively  of  blocks 
weighing  from  4  to  5  tons,  laid  aa  regularly  as  possible,  the 
slopes  being  covered  with  the  largest  blocks,  laid  as  headers. 
The  breakwater  of  Cette,  Fig.  215,  is  principally  remarkable 
on  account  of  the  great  height  to  which  it  is  carried  above  the 
highest  water  hue ;  this  is  not  less  than  19  feet.  The  total 
length  is  about  514  yards,  ajid  the  outline  on  plan  is  convex 
towards  the  open  sea.  During  its  execation,  observations 
were  made  from  which  it  may  be  inferred  that  the  constant 
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nnJenniuiDg  of  the  sand  npon  which  this  breakwater  waa 
eoDBtocted,  so  longi  at  least,  as  the  tranaverBe  profile  was 
made  very  steep  towards  the 
open  sea,  would  indicate  a  danger 
of  Baperindnciog  a  gronnd-swell 
highly  inJariouB  to  the  permanent 
solidity  of  the  works,  mJess  the 
sea  slope  in  similar  cases  were 
carried  oat  at  once  to  the  full 
width.  It  is  also  serionsly  ques- 
tioned by  the  pilots  resorting  to 
this  harbonr,  whether  the  break- 
water does  not  materially  assist 
.  the  natural  tendency  to  silt  np 
^  which  so  strongly  marks  thia  and 
.  b'  several  other  ports  of  the  Medi- 
J  terraneau. 

I      The  breakwater  apon  Lake  Erie, 

7  Fig.  216,at  the  entrance  of  the  port 

S  I  of  Buffalo,  in  the  State  of  New 

S  -g  York,  is  constmcted  with  nearly 

as  much  solidity  as  similar  works 

npon  the  shores  of  the  ocean. 

Its    length   is  484   yards   in   a 

straight  line  ;  the  platform  at  the 

level  of  the  first  set-off  is  18  feet 

wide,  and  5  feet  above  the  vrater- 

line  in  the  interior.     A  wall  5  fee 

high  is  carried  ap  above  this  plat 

form,  and    beyond  this  a  gentle 

slope   of  about   3  base  to  1   in 

height  is  carried  down    to    the 

bottom  of  the  take.     Towards   the  port  the  face   of  the 

breakwater  is  perpendicnlar,  and  it  is  defended  from  being 

injured  by  vessels  lying  alongside  it  by  gnard-pilea  driven  in 
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every  6  feet  apart.  A  row  of  Bheeting  pilea  ia  driven  upon 
the  external  edge  to  protect  it  from  the  effects  of  the  groimd- 
Bwell ;  the  maes  of  the  breakwater  is  executed  in  loose  rabble 
masonry. 

In  addition  to  what  has  already  been  said  with  respect  to 
the  precautions  requisite  to  be  observed  in  the  constrnction 
of  piors  and  breakwaters,  it  ia  important  that  the  lower 
conrses  of  the  masonry  be  covered  by  the  auooeeding  courses 
as  rapidly  as  possible,  not  only  to  enable  them  to  resist  the 
direct  action  of  the  waves,  bat  also  the  ayphonic  action  of  tho 


Fig.  216.— Breakwater,  Lake  EiIs. 

water  driven  into  the  joints.  For  the  latter  reason  also  it  is 
important  that  the  joints  between  the  stones  be  execnted 
with  the  most  energetic  cements,  and  be  made  to  fit  very 
closely.  If  the  hearting  be  executed  with  small  stones,  the 
inequality  between  its  rate  and  degree  of  compression  is  likely 
to  give  rise  to  hollow  chambers,  which  facilitate  this  syphonio 
action ;  and  it  appears  therefore  indispensable  to  introduce  a 
greater  or  less  number  of  hprizontal  bond  courses,  according 
to  the  nature  of  the  materials  employed. 

Bxperience  also  appears  to  show  that  it  is  safer  to  raise  the 
masonry,  in  snob  positions,  to  its  full  height  partially  at  once, 
rather  than  to  endeavonr  to  carry  it  up  regularly  thonghout 
the  whole  length,  in  order  that  the  saperincnmbent  weight  of 
the  upper  courses  may  assist  in  maintaining  the  lower  ones  in 
their  places.  This  precaution  is  peculiarly  necessary  when  the 
walls  have  reached  the  mean  level  of  the  sea,  at  which  point 
the  waves  act  with  the  greatest  effect.     In  sohd  masonry  in 
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these  positions,  the  rapid  setting  of  the  cements  or  mortars  is 
a  condition  of  vital  importance  ;  and  it  is  also  necessary  that 
only  such  materials  of  either  of  these  classes  be  employed,  as 
allow  of  being  prepared  for  use  with  salt  or  fresh  water 
indifferently. 

[Breakwaters,  like  sea  defences,  are  to  bo  eonstrncted 
with  reference  to  the  conditions  of  the  site.    In  profile  and 
construction,  breakwaters  are  of  three  types : — ^A  mass  of 
small    rabble  with  varying  slopes,  and  paved  at  the  top, 
as  Plymouth  breakwater ;  a  rubble  mound,  with  a  built-up 
pier  founded  on  the  summit ;  a  wall  upright,  or  nearly  so, 
brought  up  from  the  bed  of  the  sea.    Engineers  have  been 
too  much  in  the  habit  of  ignoring  principles  in  the  designing 
of  breakwaters,  yielding  an  unqualified  obedience  to  ^'  cir- 
cumstances," according  to  what  Mr.  Hawkesley  calls  the  ^'role 
of  thumb  and  scowl  of  brow  "  system.    It  is  better  not  to 
affect  self-abasement  on  points  of  principle,  for  a  lack   of 
command  of    principle   signifies    a  lack  of    command   of 
practice.      Mr.  Abemethy  justly  remarks  that,   although 
local  circumstances  may  vary,  the  hydraulic  laws  which  regu- 
late the  motion  of  waves  are  fixed  and  immutable,  and  that  a 
definite  conclusion  can  be  arrived  at  as  io  the  best  form  of 
breakwater  for  the  deep-water  oscillating  wave  and  for  the 
shoal-water  wave  of  translation  or  percussion.     The  variety 
of  opinion  applies  mostly  to  the  degree  and  extent  of  slopes^ 
and  to  the  relative  merits   of  slopes  and   vertical   walls. 
Long  rubble  slopes,  say  of  7  to  1,  between  the  levels  of  high 
water  and  low  water,  which  convert  the  deep  water  oscilla- 
ting wave  into  a  wave  of  translation,  is  an  error  of  construction, 
not  only  with  respect  to  original  cost,  but  also  as  to  the  cost 
for  maintenance  in  the  future.    The  long  seaward  slope  is 
exposed,  not  only  to  the  percussive  action  of  the  waves  of 
translation,  but  also  to  the  recoil  of  the  sea,  or  back  draft, — 
what  sailors  call  the  *'  undertow  *'  of  the  wave.    The  effect 
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of  sach  constant  action  must  be  the  conversion  by  attrition  of 
the  face  on  the  seaward  side  into  a  mass  of  boulder  stones  • 
After  a  storm,  the  stones  would  be  disturbed  and  drawn  out, 
and  the  slope  lengthened.  To  preserve  this  portion  of  the 
work,  it  would  be  requisite  to  pave  it  with  massive  ashlar 
pitching ;  but  then,. again,  the  waves  would  by  such  facilities 
for  translation  retain  still  greater  force  for  advancing  upon 
the  vertical  superstructure*  These  are  simple  ruling 
principles. 

Mr.  John  Murray  discusses  and  compares  the  designs  and 
costs  of  breakwaters  constructed  on  different  systems*  It 
is  generally  admitted,  with  respect  to  work  under  low  water, 
that  rubble-stone,  used  as  pierre-perdu  (literally  '<  stone  at 
random  '*),  piled  up  from  the  bottom  of  the  sea,  remains 
stationary  until  it  arrives  at  a  level  of  12  feet  or  15  feet  under 
water ;  and  that  the  slopes  of  the  deposited  mass  of  broken 
stone  assume  an  angle  of  45^,  or  an  inclination  of  1  to  1. 
This  is  the  least  expensive  method  of  bringmg  up  the  works 
around  the  coast  to  that  level,  as  is  readily  proved  by  com- 
parative estimates.  Mr.  Murray  takes,  for  example,  a  simple 
form  for  the  transverse  section  of  a  mole,  brought  up  from 
the  bottom  in  a  depth  of  6  fathoms,  with  a  spring-tide  rise 
of  16  feet,  according  to  three  systems  of  construction.  Figs. 
217,  218,  and  219.  The  coping  is  taken  at  10  feet  above 
high  water,  without  any  parapet.  The  thickness  of  the 
outer  wall  at  the  top  is  7  feet,  with  a  batter  of  8  inches  to  a 
foot ;  and  that  of  the  inner  wall  is  6  feet,  with  a  batter  of 
1^  inches.     The  mole  is  40  feet  wide  at  the  top. 

To  bring  up  the  work  to  the  height  of  12  feet  below  low 
water,  as  shown  by  sectioning  in  Fig.  21 7>  in  freestone  set  in 
mortar,  by  means  of  the  diving-bell,  &o.,  there  would  be 
consumed  2,286  cubic  feet  of  freestone  work,  at,  say  2s.  6d., 
costing  £285  15s.,  and  57f  cubic  yards  of  rubble,  one-fifth 
being  deducted  for  interstices,  at  ds.  6d.,  costing  JglO  Is.  5d. ; 
making  together  £295  16s.  5d.    In  the  second  case,  where 

s 
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tb«  nbrtrnctitre  eonoBU  of  a  rimple  depomt  of  nibU»«loMj 
tllowiog  «  b«nn  10  feet  vide  «t  eseh  dde  of  the  toper- 
strnetnre,  u  in  Fig.  S18,  there  would  be  required  20di  cubit 


yards  of  tabble  filling,  deducting  one-fifth  for  interstices,  it' 
8b.  6d.,  costing  £86  18s.  5d.  per  lineal  yard.  These  esti- 
mates are  esclnsire  of  ^staging,  and  they  are  as  8  to  1.    The 
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cost  of  the  npright  mole  would  be  considerably  augmented 
if  the  facing  of  the  walls  be  of  granite,  and  the  interior  filled 
with  level  courses  of  concrete  blocks,  the  system  of  construe* 
tion  adopted  for  the  pier  at  Dover.  There  is,  therefore,  good 
ground  for  preferring  the  simple  rubble  deposit. 

Adding  the  cost  of  the  superstructure  of  the  simple  form 
shown  in  Fig.  218,  with  connecting  walls  from  low  water 
upwards,  6  feet  thick,  and  at  central  intervals  of  20  yards — 
estimated  as  £262  6s.  per  lineal  yard — the  total  cost  of  the 
mole  would  be^ 

£.    B.    d. 

Upright  from  the  bottom      .    •    ..    .    658    2    5  per  lineal  yard. 
On  a  rubble  stone  deposit  as  described    298  19    6  „ 

But  economy  may  be  still  further  promoted  in  the  con- 
struction of  breakwaters,  designed  as  such,  and  nothing  more : 
dispensing,  wherever  it  is  possible,  with  skilled  labour,  and 
defending  the  sea-face  solely  by  masses  deposited  to  find 
their  own  slope,  and  of  sufficient  gravity  to  withstand  the 
action  of  the  waves.    As  the  action  of  the  waves  is  a 
maximum  at  the  surface,   and    diminishes    as  the   depth 
increases,  the  smaller   stones   should  be  deposited  at  the 
bottom,  and  the  largest  stones,  or  blocks  of  concrete,  towards 
the  top.    Moreover,  the  large  and  the  small  stones  should 
not  be  mixed,  for  small  pieces  of  stone  mixed  with  large 
rubble,  far  from  consolidating  the  work,  very  often  have  the 
effect  of  facilitating  the  displacement  of  the  larger  masses. 
Stones  weighing  5  tons,  or  even  7  tons^  have  been  thrown 
out  of  place  in  consequence  of  small  stones  getting  under 
them  and  between  them,  and  keeping  them  in  motion  during 
storms.   Taking  a  minimum  depth  of  22  feet  under  low  water 
as  the  limit  of  the  injurious  action  of  waves,  the  nucleus, 
or  core  of  the  breakwater,  from   the  bottom  up  to  that 
level,  A,  Fig.  218a,  may  be  wholly  composed  of  third-class 
tubble,  compri^ing  stones  of  from  quarry  rubbish  up  to 

s2 
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blocks  of  half  a  ton  in  weight.  On  this  n  ay  be  laid  a  coat 
of  second-class  rubble,  b,  in  blocks  of  from  half  a  ton  to 
2  tons  in  weight,  which,  it  is  considered,  would  remain  sta- 
tionary up  to  a  level  12  feet  below  low  water.  Then  a 
stratum  of  first-class  rubble,  o,  from  2  tons  to  5  tons  in 
weight,  having  a  bench  or  berm  on  the  sea  side ;  to  receive 
the  upper  part  of  the  breakwater,  d,  consisting  of  blocks  of 
beton  or  concrete  of  from  20  to  25  tons  in  weight,  terminat- 
ing at  high  water,  capped  with  two  or  three  courses  of 
heavy  blocks,  to  a  height  of  10  or  12  feet  above  high  water, 
bonded  and  adjusted  by  manual  labour.  The  slopes  of  the 
section  Fig.  219,  proposed  by  Mr.  Murray,  are  1  to  1,  except 
for  the  seaward  side,  above  low  water,  which  is  2  to  1.  The 
quantities  and  cost  are  estimated  as  follows : — 

14d|  cubic  yards  third-class  rubble,  a  (deducting  J  for  interstices). 
121J     „        „    second    „        „       b  „        1  ** 

1  98f     „        „      first      „        „       c  »        i  f» 

'  '665i       .       •        .        .    at  4s.  6d.  .  £82    3s.  6d.  per  lineal  yard. 

2,568  cu.  ft.  concrete  blocks,  d, 
deducting  i  for  interstices,    at  8d. 
760         do.  do.       ]s,at9d. 


Use  and  waste  of  staging 
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This  sum  contrasts  favourably  with  the  estimate  costs  of 
the  other  structures.  Figs.  217  and  218. 

It  may  be  remarked  that  there  is  a  considerable  saving  of 
material  in  the  use  of  large  blocks  of  concrete  in  heaps,  by 
the  intersticial  vacancies  which  exist  between  them,  amount- 
mg  to  one-third  of  the  gross  volume  of  the  heap.  The 
mterstices,  besides,  are  useful  in  providing  a  passage  for  the 
waves,  and  at  the  same  time  breaking  their  force. 

French  engineers  have  highly  appreciated  the  advantages 
of  the  system  of  construction  above  noticed.    The  new  mole 

Algiers  was  at  first  constructed  wholly  of  large  blocks  of 
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concrete,  about  18  cnbic  yards  in  volume,  weighing  about 
2S  tons  each,  in  water  averaging  60  feet  deep.  Bnt,  in 
prolonging  the  mole,  since  1647,  a  lesa  coetly  syetem  was 
adopted,  according  to  Fig.  219.     Small  rubble  was  deposited 


Fiff.  £19.— Hole,  Algien. 

on  the  bottom,  up  to  a  level  8S  feet  below  the  water  line, 
to  the  natoral  slope  of  1  to  1 ;  so  economising,  to  a  great 
extent,  the  cost  for  the  snbstmctare.  Upon  this  base  the 
remainder  of  the  work,  consiBting  of  blocks  of  concrete,  was 
deposited  to  a  slope  of  1^  to  1  on  the  seaward  side,  and  of 
1  to  1  landwards,  finishing  at  the  water  line  at  a  width  of 
46  feet.  The  cost  of  the  mole  amounted  to  £866  per  lineal 
yard. 

The  mole  of  La  Joliette,  Marseilles,  in  85  feet  of  water, 
vta  constmcted  according  to  the  separate  system  of  mbble 
fonndation — separating  large  from  small  stones.  It  is  shown 
m  section  in  Fig.  220 ;  and  Fig.  221  is  a  diagram  showing  the 
method  of  constmction.  The  core  a  is  a  mass  of  small 
stones  ;  B  is  a  layer  of  larger  stones  of  11  cwt.  to  1^  tons  ; 
c  is  a  layer  of  stones  of  from  1^  to  3^  tons  ;  and  the  layer  n 
is  of  Btooes  of  from  8^  to  8  tons.  The  hearting,  b'  and  b' 
is  composed  entirely  of  small  atones.  The  enter  face  is 
covered  with  blocks  of  concrete,  which,  when  deposited  in 
the  sea,  asanmed  a  slope  of  1  to  1,  at  which  they  were  not 
disturbed  even  during  the  heaviest  gales.  Above  the  water 
line  the  blocks  were  laid  at  a  slope  of  2i  to  1.  The  blocks 
were  composed  of  hydraulic  lime  and  sand  as  mortar,  in  the 
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proportion  of  one  part  to  two  parts  of  stone,     Tbe  stone  for 
the  blocks  wfts  broken  into  fragments  of  2  inches  in  dla-  . 
meter.    They  cost,  in  masses  of  10  cabio  metres,  20  francs 
per  cubic  metre  deposited,  or  about  S^A.  per  cubic  foot. 
The  cost  per  block  of  26i  tons  weight  was  £8. 

Tbe  quay  of  La  Joliette  is  60  feet  in  width,  formed  on  tbc  I 
nibble  deposit  and  paved  on  a  bed  of  concrete.  The  inner  . 
wall  of  the  quay  was  bnilt  in  b^ton,  sunk  in  caissons,  which  | 


rested  on  the  berm  of  the  rubble  deposit.  The  cost  for  the 
rubble  deposit,  including  the  external  coating  of  blocks  of 
concrete,  amounted  to  nearly  J3154  per  lineal  yard.  Add  for 
the  parapet,  with  ashlar  stone  dressings,  £G1  10s.,  and  the 
sum,  say  £215  per  lineal  yard,  was  the  net  cost  of  the 
structure  as  a  breakwater  simply.  The  additional  cost  of 
making  the  inner  side  efiectlve  as  a  commercial  quay  was 
£44 ;  making  the  gross  cost  £259  per  lineal  yard. 
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Taken  broadly,  the  quay  of  La  Joliette  ha»  evidently  been 
maeh  less  costly  than  the  mole  of  Algiers.  The  difference 
is  attribatable  to  the  prevalence  of  rubble  work  in  La 
Joliette. 

The  only  instance  in  the  United  Kingdom,  so  far  as  thj 
writer  is  aware,  in  which  large  blocks  of  concrete  have  been 
employed  for  the  defence  of  breakwaters,  is  that  referred  to 
by  Mr.  B.  B.  Stoney,  who  has  deposited  blocks  of  140  tons 
in  weight  on  the  foreshore  of  a  breakwater  on  the  south  side 
of  Dublin  Harbour.  The  foreshore  had  previously  been  con- 
structed of  large  blocks  of  granite,  weighing  from  6  tons 
downwards,  which  had  to  a  great  extent  been  comminuted 
and  gradually  washed  away.  He  replaced  the  stone  blocks, 
in  1862,  by  blocks  of  concrete  50  tons  in  weight,  which  had 
lasted  twelve  years.  But  one  of  the  blocks  was,  in  the 
winter  of  1878,  moved  over  a  distance  of  80  feet,  and  turned 
upside  down;  and  Mr.  Stoney  proceeded  to  lay  blocks 
of  the  weight  of  140  tons,  to  prevent  the  chance  of  dis- 
placement. 

The  essential  value  of  large  blocks  as  a  covering  for  long- 
slope  breakwaters,  and  of  the  separation  of  small  rubble  from 
large  rubble,  has  been  demonstrated,  by  contrast,  in  the 
experience  of  long- slope  breakwaters  protected  by  ordinary 
rubble.  The  breakwater,  or  pier,  at  Alderney,  affords  an 
instructive  example  in  point.  It  was  commenced  in  1847, 
and  completed  in  the  end  of  1864.  The  rise  of  spring  tides 
is  17  feet,  and  the  depth  at  low  water  increases  from 
45  feet  near  the  shore  to  188  feet  at  the  head  of  the 
pier.  The  total  length  of  the  breakwater  is  4,700  feet.  On 
a  long-slope  base  of  pierre-perdii — hard  stone  from  Mannez 
quarry — large  and  small,  the  superstructure  for  the  most  part 
consists  of  a  sea-wall  and  a  harbour  wall,  with  filling  in 
the  intermediate  space,  surmounted  by  a  promenade.  It 
was  constructed  with  a  few  modifications  of  structure  as  the 
work  advanced^    The  last  2,000  feet  were  constructed  to. the 
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secUona,  Figa.  222  and  228,  to  the  second  of  which  the  final 
lenf^  of  66  feet  wss  constnicted,  coiistittitmg  the  head 
of  the  pier.  It  had  been  fonnd  that  the  rabble  stone  vaa 
not  difitnrbed  by  waves  at  a  greater  depth  than  12  feet  below 
low  walflr,  and  the  foandationa  of  the  EuperEtractiire  were 
carried  to  that  level.  The  qnay,  Fig.  222,  is  20  feet  wide, 
and  the  promenade  is  14  feet  -wide,  making  together  a  width 
of  84  feet.  The  &ceH  were  bnilt  with  a  batter  of  4  inches 
in  1  foot.    The  qnay  stood  6  feet  above  high-water  level, 


Silt-  SZI.— Aldeme;  Bieakmilei. 
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Fig.  Ka.— Aldemey  Bteokirj^er. 

and  the  promenade  was  10  feet  higher.  The  total  width  of 
the  foundation  was  69  feet.  The  lower  courses  of  the  walls 
were  composed  of  Portland-cement  concrete  blocks,  faced 
with  granite  on  the  seaward  side.  The  hearting  consisted  of 
solid  mbble  in  cement.  It  had  been  intended  to  make  the 
rubble  monnd  of  snch  a  form  on  each  side  of  the  saper* 
stmcture  as  should  remain  nndistnrbed  by  the  sea,  rising  at 
the  face  of  the  seaward  wall  to  the  level  of  low  water,  and  on 
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tbe  harbour  side  to  6  feet  below  low  water.  The  natural 
slopes  on  the  seaward  side  were  assumed  to  be  5  to  1,  from 
the  wall  to  a  depth  of  15  feet  below  low  water,changing  at 
that  depth  to  an  inclination  of  1^  to  1  carried  down  to  the 
bottom.  On  the  landward  side,  the  slopes  were  designed  to 
be  1^  to  1  to  the  bottom,  except  a  short  length  of  less  incli- 
nation next  the  wall,  to  a  depth  of  9  feet  below  low  water. 
The  slope  on  the  seaward  side  was  altered  by  the  action  of  the 
waves  and  flattened  to  7  to  1,  and  in  deep  water  the  flatter 
slope  extended  to  a  depth  of  20  feet  below  low  water,  where 
the  sea  ceased  to  act  on  the  mass,  and  the  change  of  slope 
takes  place  to  a  steeper  inclination.  It  was  found  impossible, 
moreover,  even  with  the  large  quantities  of  rubble  deposited 
for  the  renewal  of  the  foreshore,  to  maintain  the  level  of  the 
mound  close  to  the  sea-wall  at  the  level  of  low  water.  The 
depression  of  the  surface  is  exemplified  in  Fig.  222,  where  the 
dot-line  indicates  the  original  surface  of  the  mound.  The 
disturbance  extends  to  a  distance  as  much  as  80  or  90  feet 
from  the  seaward  wall,  at  the  maximum  depth,  20  feet. 
The  great  distance  and  depth  of  the  disturbing  action  are 
attributable,  no  doubt,  to  the  recoil  of  the  waves  from  the 
wall,  as  each  wave,  during  a  storm,  rises  to  a  great  height 
above  the  breakwater,  then  falls  and  rushes  down  the  slope 
to  the  mound,  opposing  an  overpowering  resistance  to  every- 
thing in  its  course,  till  it  rebounds  some  height  into  the  air 
on  meeting  the  next  wave,  at  a  distance  of  about  70  or  80 
feet  from  the  wall. 

Breaches  were  made  in  the  superstructure  at  various 
points — mostly  in  the  deeper  water.  The  rubble  was  dashed 
against  the  seaward  wall,  and,  no  doubt,  helped  to  open  the 
breaches.  The  superstructure  subsided  unequally  at  different 
portions,  longitudinally  as  well  as  transversely,  and  cracks 
and  openings  were  formed  in  the  interior ;  so  that  the  action 
of  the  water  entering  these  openings,  in  conjunction  with 
the  confined  air,  under  the  pressure  of  the  waves,  aided  in 

8  8 
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prodacing  cracks.  That  sabsidence,  in  a  considerable  de- 
gree, should  have  taken  place  under  the  weight  of  the 
superstructure,  on  such  an  unprecedentedly  deep  base  of 
rubble,  might  have  been  expected.  The  settlement  amounted 
to  about  one-twentieth  of  the  height  of  the  mound,  though 
it  was  not  uniform.  At  the  head  the  superstructure  settled 
at  least  six  feet.  The  nature  of  the  settlement  is  illustrated 
by  Fig.  224. 

The  head  of  the  pier.  Fig.  225,  built  in  1864,  was  designed 
with  a  view  to  obviate  the  defective  features  of  the  body  of 


Fig.  224.~Aldemey  Breakwater :  Settlement. 


the  structure,  brought  in  evidence  by  the  experience  of 
years  whilst  the  work  advanced,  and  to  bestow  additional 
security  on  this  exposed  portion  of  the  work.  The  founda- 
tions of  the  superstructure  were  carried  down  to  a  lower  level 
than  those  of  the  preceding  portions :  for  22  lineal  feet  at 
18  feet  below  low- water  level ;  for  2  feet  at  21  feet  below; 
and  for  the  terminal  42  feet  at  24  feet  below  low  water.  The 
foundations  were  also  carried  solidly  across  the  whole  width 
of  the  breakwater — ^a  width  of  65  feet  at  the  base — ^instead  of 
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being  cooBtracted  with  separate  walls,  front  and  back.  The 
Bides  were  formed  with  a  batter  of  4  inches  in  1  foot,  termi- 
nating at  a  widthof  81|  feet  at' the  quay  surface,  which  was 
finished  16  feet  above  high  water.  The  end  of  the  pier  is 
finished  eqaare,  a  form  which  waa  adopted,  in  preference 
to  the  CQBtomary  semicirclo,  for  greater  simpKcity  of  work- 
manHbip,  and  to  facilitate  a  junction  for  an  estenBion  at  any 
fntuie  time.  The  facing  of  the  Bides  and  the  end  cosBietB  of 
nine  conraes  of  granite  headers,  8  feet  thick,  of  which  the 
four  uppermost  coursee  were  joggled  and  dowelled  together. 
The  backing,  for  80  feet  in  height,  consisted  of  blocks  of 


Fig.  aaS.— Alderney  Breatwaler :  Head  ot  f  he  Pier. 

concrete  in  ten  courses.  The  upper  portion  of  the  pier  was 
built  of  Kannez  stone  in  cement,  carried  up  to  the  promenade 
level ;  the  face-stonea  of  the  seven  lowest  courses  being 
dowelled.  Twelve  conrses  of  the  corner  quoms  were 
farther  secured  by  iron  bars  and  diagonal  straps,  bolted  to 
the  masonry.  The  rnbble  mound  was  finished  against  the 
faces  of  the  head,  at  a  level  of  15  or  IG  feet  below  low  water, 
several  feet  lower  than  in  the  preceding  portions  of  the  pier. 
This  portion  of  the  work  has  stood  unshaken  on  the  mound. 
In  1872,  eight  years  after  it  was  built,  it  was  stated  that  the 
head  had  cost  nothing  for  maintenance,  whilst  the  length  of 
1,400  feet  immediately  preceding  had  been  the  most  expen* 
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live  to  maintain ;  and  it  was  estimated  that  at  least  25,000 
Ions  of  large  stone  would  be  required  to  be  deposited  each 
year  in  order  to  maintain  the  sea-slope  of  the  mound,  and 
obviate  the  danger  of  undermining  the  superstructure,  since 
the  foreshore  had  already,  in  1872,  been  removed  by  the 
action  of  the  sea  to  a  depth  of  12  feet  below  low  water  in 
many  places."^ 

The  total  cost  of  the  works  of  construction  and  main- 
tenance! extending  over  a  period  of  twenty-five  years, 
amounted  to  £1,274,200.  Of  this  sum,  £57,200  was  ex- 
pended in  repairs  of  damages  caused  by  the  sea  to  finished 
and  unfinished  work ;  leaving  the  net  cost,  £1,217,000,  at 
the  rate  of  £259  per  lineal  foot,  or  £777  per  lineal  yard, 
for  a  depth  averaging  probably  about  90  feet  below  low 
water. 

Another  instructive  example  of  the  characteristic  behaviour 
of  mixed  rubble  foundations  of  breakwaters  at  the  surface  of 
the  sea,  is  supplied  in  the  case  of  the  breakwater  at  Holyhead 
Harbour.  This  breakwater  consists,  like  that  of  Aldemey,  of 
a  mound  of  mixed  rubble  quartz- rock  from  an  adjoining  hill, 
upon  which  is  erected  a  substantial  stone  superstructure, 
finished  with  a  transverse  head,  carrying  a  lighthouse,  illus- 
trated by  the  frontispiece.  The  breakwater  is  7,860  feet  in 
length,  in  a  depth  of  water  averaging  40  feet  at  low  spring 
tides,  with  a  maximum  depth  of  55  feet.  Ordinary  spring 
tides  rise  17  feet;  equinoctial  tides,  20  feet.  The  slope  of 
the  foreshore,  according  to  the  section.  Fig.  226,  is  12  to  1 
above  low  water,  and  for  a  foot  or  two  below  it,  where  it 
assumes  a  slope  of  5  to  1,  to  a  depth  of  10  or  12  feet  below 
low  water,  and  thence  about  2  to  1  to  the  bottom.  Landwards, 
the  slope  is  1^  to  1.  The  width  of  the  mound  at  low  water 
level  is  at  least  250  feet.  In  50  feet  of  water  the  width  at 
the  bottom  is  about  450  feet.     The  weight  of  the  rubble 

•  Sfie  Mr.  Vernon-Harcourt's  paper  on  Aldemey  Harbour,  m  tbe 
Troceedingt  of  the  Irtttitution  of  Civil  Engineers^  vol.  xxxvii.  p.  60. 
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stone  in  balk  is  1  ton  per  20  cnbic  feet.    The  stone  was  de- 
posited from  a  temporary  wooden  staging. 

The  rabble  moand  having  been  formed  and  consolidated 
by  the  action  of  the  sea,  the  saperstractare  was  erected,  for 
the  fonndation  of  which  the  rabble  was  excavated  to  the 
level  of  low  water.  The  principal  object  of  the  saper- 
stractare was  to  shelter  the  interior  of  the  harboar  and  to 
prevent  the  loose  deposit  from  washing  into  the  harboar. 
The  oater  wall  has  a  total  thickness  of  17i  feet  at  the  npper 
part,  with  a  batter  to  the  base  which  is  28  feet  wide.  The 
total  height  to  the  top  of  the  parapet  is  25i  feet  above  high 
water.  The  inner  wall,  distinct  from  the  oater  wall,  is 
formed  with  a  vertical  face  to  the  harboar,  and  is  8  feet 


Fig.  226.— Holyhead  Breakwater. 

wide  at  the  base.  It  stands  10  feet  above  high- water  level. 
The  width  of  the  qaay-way  is  40  feet,  and  the  total  width  at 
the  base  of  the  saperstractare  is  64  feet.  The  hearting  con- 
sists of  rabble.  The  total  cost  of  the  breakwater  was  £163 
per  lineal  foot.* 

The  rabble  on  the  seaward  side  is  exposed  to  the  force  of 
the  waves  at  all  times  of  the  tide,  and  it  is  stated  that  it  is 
sabject  to  shifting  and  drifting,  and  to  be  redaced  to  the  con- 
dition of  shingle.  From  the  ascertained  resalts  of  the  action 
of  the  sea  at  Aldemey,  this  effect  is  what  might  have  been 
expected.  The  flatness  of  the  exterior  slope,  12  to  1,  is  no 
doubt  mach  below  the  angle  of  settlement  of  rabble  ander 
the  action  of  sea  waves ;  and  this  consideration  may  have 

*  See  Mr.  Harrison  Hayter's  paper  on  Holyhead  Harbotir:  FrO" 
cecdingt  of  the  Institution  of  Civil  BngineerSf  vol.  xliv.  p.  95. 
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formed  an  element  in  the  original  design,  in  the  anticipation 
that  therefore  the  rabhle  would  not  be  disturbed.  It  is  on 
record,  nevertheless,  that  as  a  matter  of  fact  the  rabble  fore- 
shore has  been  in  some  places  washed  away  from  the  lower 
part  of  the  snperstrnctare,  and  in  other  places  piled  up  to 
within  a  few  feet  of  the  parapet. 

Mr.  David  Stevenson  records  some  of  the  results  of  wave- 
action  on  the  superstructure  of  the  breakwater  at  Wick, 
where  it  was  exposed  to  the  force  of  the  waves  at  right 
angles  to  the  line  of  its  direction  in  about  80  feet  of  water. 
The  outer  or  exposed  part  of  the  breakwater  was  founded  on 
rubble  at  a  level  18  feet  below  low  water  of  spring  tides, 
and  was  carried  up  to  the  level  of  11  feet  above  high  water, 
where  it  was  48  feet  in  breadth.     The  upper  work  was  car- 
ried away  during  a  storm,  in  which  the  waves  were  esti- 
mated at  42  feet  depth  from  crest  to  hollow.     Stones  of 
8  tons  and  10  tons  weight  were  carried  over  the  parapet  and 
lodged  on  the  roadway  of  the  breakwater.     The  experience 
gamed  at  Wick  proved  beyond  question  that  these  waves  did 
not  affect  the  foundation  of  the  walls  at  18  feet  below  low 
water,  all  the  damage  having  been  confined  to  the  super- 
structure, and  extending  to  about  10  feet  under  low  water. 
Below  this  level  the  work  remained  unharmed.    As  a  pro- 
tection against  further  damage  to  the  end  of  the  breakwater, 
it  was  resolved,  in  1871,  to  construct  a  head  by  depositing 
cement  blocks  on  the  rubble  base  as  a  foundation  for  three 
courses  of  large  flat  stones,  surmounted  by  a  monolith  of 
cement  rubble  built  on  the  spot,  as  in  Fig.  227.     A  course, 
b  bt  of  100-ton  cement  blocks  was  laid  on  the  rubble ;  on 
these,  two  courses  of  80-ton  cement  blocks,  a  a,  were  laid. 
On  these,  three  courses  of  large  flat  stones  were  set  in  cement, 
surmounted  by  a  monolith  of  cement  rubble  26  feet  by 
45  feet  long,  by  11  feet  deep,  weighing,  at  16  cubic  feet 
per  ton,  about  800  tons.    It  was  attached  to  the  uppermost 
cement  blocks  by  8^-inch  ii*on  rods,  which  passed  through 
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holes  cat  in  the  flat  stones,  and  vera  embedded  in  Uie  con- 
crete at  each  end.  The  whole  of  this  united  maaHt  indicated 
in  the  figure  by  tintmg,  weighing  together  1,850  tons,  was 
carried  off  bodily  by  the  waves,  slewed  round  by  Bncceaaive 
strokes,  until  it  was  £nally  removed  and  deposited  at  the 
innerside  of  the  pier.  The  lower,  or  fonndation  course  of 
lOO-toQ  blocks,  bb,  laid  on  the  mbble,  remained  onmoved; 
but  the  second  course,  a  a,  was  swept  off  after  having  been 
relieved  of  the  superincumbent  weight.  The  head  was  restored 


Fig.  Zzr.— Wick  Breakwiitcr. 

by  the  conatrnetion  of  a  mass  of  united  concrete  masonry, 
weighing  2,600  tons.  "  Whether  or  not  the  billows,  known 
locally  as  the  '  wild  rollers '  of  Wick  Bay,"  said  Ut.  Steven- 
son in  1875,  "weald  leave  this  mass  of  masonry  nudis- 
tnrbed,  remains  to  be  seen."  The  huge  mass  did,  as  a  fact, 
remain  uudistorbed  for  three  years ;  bat  in  January,  1877, 
it  was  carried  bodily  away,  having  been  moved  to  within  the 
line  of  the  breakwater,  where  It  lies  in  two  pieces. 

Breakwaters  consisting  of  a  combination  of  timber  framing 


400 


THE  RUDIMENTS  OF   CIVIL  ENGINEERING. 


and  rubble  stone  have  been  constrneted  on  flat  sandy  shores. 
To  snch  situations  alone  they  appear  to  be  adapted,  as  they 
must  be  deficient  in  strength  or  durability  for  deep  water 
exposed  to  the  violent  action  of  waves.  Timber  is  a  con- 
venient material  for  making  barriers  against  the  sea  if  used 
in  suitable  situations.  The  Yarmouth  pier  is  protected  by 
the  sands  in  the  offing.  Most  of  the  Dutch  piers,  like  those 
of  Boulogne  and  Calais,  and  several  on  the  English  coast, 
are  timber  erections.  But  none  of  them  are  deep-water 
piers. 

Two  forms  of  breakwater  of  this  class.  Figs.  228  and  229, 
were  adopted  by  Mr.  Abemethy  for  the  protection  of  the  Port 


Fig.  228.     .    Breakwaters  with  timber  framing.        Fig.  229. 


of  BIy  th.  Frames,  consisting  of  a  sole  piece  and  two  uprights, 
one  of  which  is  strutted  with  crossbearers,  or  half  balks,  to 
carry  the  roadway,  are  placed  at  intervals  of  10  feet,  and 
tied  together  longitudinally  by  walings  and  by  open  planking. 
The  space  thus  comprehended  is  filled  with  rubble  stone. 
Crossbearers  at  the  upper  part  carry  the  roadway,  also  of 
planking.  The  second  design,  Fig.  229,  was  adopted  for  the 
further  and  more  exposed  portion  of  the  breakwater.  The 
timber  was  creosoted.  At  low  water  portions  of  the  site  are 
nearly  dry,  but  there  are  5  or  6  feet  of  water  at  the  head.  At 
high  water,  there  is  22  feet  depth  of  water.  The  cost,  in- 
cludiug  that  of  the  round  end  and  the  lighthouse,  amounted 
to  £11  per  lineal  fpot. 

Mr.  D.  Miller  recommended  a  framed  system  of  construe- 
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tion  for  piers  and  breakwaters.  The  framework  is  of  iron, 
formed  of  piles  or  standards,  and  ties ;  and  serves  as  the 
staging  for  all  the  constractive  operations,  and  remains  as 
an  essential  part  of  the  work.  It  binds  together  a  strong 
casing  of  stone  or  other  sufficiently  durable  material,  which 
encloses  and  forms  the  facing  of  the  breakwater,  the  interior 
being  filled  with  rubble  or  other  cheap  materials,  which  may 
be  cemented  into  a  solid  mass  by  means  of  liquid  concrete. 
This  system  was  adopted  in  the  construction  of  the  docks  and 
quay  walls  of  the  Albert  Harbour  at  Greenock.  By  forming 
the  walls  under  low  water,  by  a  combination  of  cast-iron 
piles  and  stone  facings,  slid  down  over  and  enclosing  the 
piles,  and  of  concrete  backings,  the  work  was  commenced 
without  the  use  of  coffer-dams.  The  cost  of  the  outer  or  sea 
piers,  1,200  feet  long  and  60  feet  wide,  was  estimated  at 
£68,000,  being  at  the  rate  of  £53  per  lineal  foot. 

Crib-work,  as  it  is  called,  is  much  practised  in  the  con- 
struction of  breakwaters  at  the  lake  harbours  in  America. 
Cribs,  Fig.  280,  are  frames  constructed  of  timber,  from 
80  feet  to  50  feet  in  length,  at  least  20  feet  wide  even  in 
the  shallowest  water,  and  never  less  in  width  than  the  total 
height  from  the  foundation  to  the  platform.  The  platform 
rises  at  least  5  feet  above  the  high- water  level  of  the  lake. 
The  bottom  is  grilled  or  grated,  of  timber.  The  timbers  are 
12  inches  square,  except  for  the  lowest  course,  in  which  they 
are  12  inches  by  18  inches.  The  cribs  are  built  in  stDl 
water  to  a  height  somewh(it  greater  than  the  depth  of  water 
on  the  intended  site  of  the  pier.  They  are  then  towed  to 
their  places  in  succession  on  the  line  of  the  pier,  from  the 
shore  outward,  joining  end  to  end.  When  a  crib  is  in  posi- 
tion, it  is  weighted  with  stone  until  it  touches  the  bottom, 
when  it  is  filled  level  with  the  top.  When  the  cribs  have 
settled  down,  the  framing  is  raised  to  a  height  of  5  or  6  feet 
above  high  water,  and  filled  up  with  stone.  The  bottom  is 
dredged  out  to  a  level,  when  levelling  is  necessary,  before 
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recsiving  the  cribs.  When  the  criba  have  finally  setUed 
they  are  levelled  np  by  the  application  of  wedge  pieces,  when 
loDgitttdinal  planking  is  laid  to  form  the  roadway.  It  is 
nsnal  to  place  a  crib  of  larger  sizei  SO  or  82  feet  aqnarei  at 
the  end  of  the  breakwater.    The  bdiavionr  of  the  oribs  ia 


Fig.  230.— BifalnraUt  of  Crib-woA  in  Ameriffin  lalca. 
occasionally  tronblesome/particnlarly  on  quicksands,  through  ' 
which  they  have  been  known  to  Bettle  down  till  they  reached 
a  hard  bottom..    When  placed  on  a  mound  of  rubble  in  the 
first  instance,  scouring  action  does  not  take  place,  and  they 
settle  in  the  positions  first  token  up.    The  eeUmated  cost 
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of  consirnciing  and  sinking  a  crib  50  feet  by  80  feet  by  80 
feet,  in  24  feet  of  water,  at  Chicago,  amounted  to  £81  10s. 
per  lineal  foot. 

The  elaborate  network  of  framing  employed  in  the  inland 
waters  of  America  for  holding  the  rabble-stone  hearting  of 
breakwaters,  contrasts  forcibly  with  the  widely  arranged 
framing  of  European  breakwaters  of  timber  and  stone,  typified 
at  Blyth  Harbour : — vindicating  two  things — plenty  of  timber, 
and  a  perception  of  the  necessity  for  greatly  subdividing 
loose  material  like  rubble,  in  order  thoroughly  to  fix  it  and 
hold  it  by  open  framework. 

It  has  been  seen  that  concrete  manufactured  into  blocks  of 
great  size  and  weight  has  been,  with  great  advantage,  em- 
ployed in  the  construction  of  the  substructure  of  breakwaters 
and  piers,  in  the  capacity  of  pierre-perdu  or  in  heaps.  In 
such  a  capacity  it  serves  in  an  admirable  manner,  by  its 
saliencies  and  irregularities,  to  break  up  the  masses  of  waves 
and  to  disperse  and  exhaust  their  energy.  It  has  also  been 
seen  that  blocks  of  concrete  have  been  employed  and  laid  in 
regular  courses,  in  the  construction  of  the  superstructure  of 
such  work!,  where  blocks  of  a  magnitude  and  weight  far 
exceeding  those  of  the  largest  blocks  of  stone  have  been  pre- 
pared and  deposited. 

The  use  of  concrete  in  the  construction  of  sea-walls  was 
resorted  to  centuries  ago,  as  may  be  seen  at  the  ports  of 
Genoa  and  Leghorn.  The  quay- wall  was  divided  into  com- 
partments, the  space  was  lined  with  canvas ;  and  white  lime, 
which  was  obtained  in  the  district,  was  mixed  with  puz- 
zuolana  only, — no  sand, — and  passed  through  water.  The 
first  announcement  in  modern  times  of  the  method  of  build- 
ing in  water  by  concrete  in  bags,  appears  to  have  been 
made  by  James  Frost,  of  Finchley,  who,  in  his  patent  of  the 
year  1822,  states  that  <*in  constructing  foundations,  and 
walls,  and  piers,  the  parts  of  which  may  be  under  water,  I 
mix  the  required  cement  with  the  before-mentioned  hard 
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•nd  dimUe  snbsUiiMS ;  I  endose  the  composition  io  bags 
lowered  by  Uekle  to  the  nufara  of  the  work,  and  there  dis- 
pose them  in  a  r^nlarly  stratified  manner,  while  the  com- 
pootion  ii  in  a  soft  state  and  will  take  the  impression  of  the 
Receding  layer  in  strata,  and  thus  form  conrsea  of  a  well- 
embedded  eoD^ometate  rock." 

Hr.  P.  J.  Hessent  commeneed  n^g  concrete  in  bags 
placed  by  divers  under  the  foundation  blocks  of  the  walls 
of  the  North  Pier,  at  Tynemonth,  in  1865 ;  and,  in  1867, 
he  used  bags  of  concrete  for  the  repair  of  the  piers.  But 
the  employment  of  the  system  of  depositing  concrete  in 
bags,  in  the  general  constniction  of  works  under  water, 
appears  to  have  been  initiated  contemporaneonaly  by  Ur. 
W.  D.  Cay,  of  Aberdeen,  and  Mr.  J.  Barton,  at  Greenore,  in 
1870. 


Fiff.  !3I.       BiHkinter,  Aberdeen.       iig.  2SS. 

Tbe  New  South  Breakwater  at  Aberdeen,  Figs.  231,  2S2,  in 
section,  is  an  instructive  example  of  Portland  cement  con- 
crete work  in  water,  tt  is  1,060  feet  in  length,  in  a  depth 
of  water  of  22  feet  8  inches  at  the  head,  low-water  spring 
tides.  The  total  height  at  the  head  is  46  feet,  and  the 
breakwater  stands  11  feet  above  high  water,  with  a.  rise  of 
tide  of  12  feet  9  inches.  At  the  section.  Fig.  231,  the  width 
at  the  top  is  80  feet,  and  at  tbe  section.  Fig.  232,  it  is 
85  feet ;  the  batter  of  the  sides  is  1^  inch  to  1  foot. 
The  foundations  rest  on  granite  rock,  on  boulders  and 
gravel,  and  on  clay  mixed  with  gravel.     Upon  the  groond, 


BREAKWATERS  405 

which  was  cleared  of  loose  stones  and  sand,  a  layer  of  bags 
of  concrete  was  deposited.  The  bags  of  concrete,  each 
holding  5  tons,  were  lowered  in  wroaght-iron  skips,  the 
bottoms  of  which  were  on  hinges,  and  were  opened  to  let  fall  the 
bags  when  they  were  brought  into  position.  Each  bag  was 
flattened  out,  and  when  it  stood  too  high  it  was  beaten  down ; 
or,  if  partially  set,  cut  down.  Small  holes  in  the  surface 
were  filled  with  bags  deposited  by  hand.  The  proportions 
of  this  concrete  were,  1  of  cement,  2^  of  sand,  and 
8^  of  gravel. 

For  a  length  of  868  feet,  extending  to  low  water  and  to 
the  outer  edge  of  the  rocky  foreshore,  the  breakwater  was 
built  of  liquid  concrete  deposited  in  place  in  frames  or  cases. 
The  upper  portion  of  the  breakwater,  for  a  depth  of  18  feet, 
was  likewise  constructed  of  liquid  concrete  to  the  head  of 
the  breakwater.  Each  piece  of  concrete,  as  laid,  extended 
completely  across  the  breakwater,  and  the  lengths  of  pieces 
were  from  8  feet  to  81  feet,  making  pieces  weighing  from 
885  tons  to  1,800  tons.  In  the  construction  of  the  larger 
pieces,  blocks  of  concrete  were  thrown  into  the  mass.  The 
concrete  was  composed  of  4  of  sand,  and  5  of  gravel,  to  1  of 
cement. 

From  the  bag-work  in  the  foundations  up  to  1  foot  above 
low  water  of  neap  tides,  where  the  liquid  concrete  work  just 
described  was  commenced,  the  work  was  composed  of  blocks 
of  concrete  4  feet  high  and  usually  6  feet  wide,  weighing 
from  10^  tons  to  24  tons.  The  composition  of  these  blocks 
was  the  same  as  that  of  the  cement  just  described.  Large 
rough  pieces  of  broken  stone  were  incorporated. 

An  apron  of  concrete  was  placed  along  the  seaward  side 
of  the  foundations,  consisting  of  15  bags  of  concrete,  contain- 
ing 100  tons  each,  to  obviate  the  chance  of  damage  from 
undermining  by  the  sea. 

The  work  was  commenced  in  1869,  and  completed,  with 
a   lighthouse,  in  1878.     The  net  total  cost,  including  the 
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chftTge  for  plant  and  sea-stagmg,  amoanted  to  £68,000,  being 
at  the  rate  of  £65  per  lineal  foot.* 

For  the  proposed  exiension  of  the  north  pier  at  Aberdeen, 
shown  in  section,  Fig.  233,  the  foundation  is  of  sand,  with 
solid  ground  at  a  depth  of  7  feet.  The  portion  under  water 
np  to  S  feet  above  low  water  was  to  be  formed  of  bags  of 
liquid  concrete,  each  holding  50  tons.  A  wide  platform  of 
these  bags  was  first  to  be  laid  as  a  foundation,  and  left  to 
settle  in  the  sand.  On  this  platform  bags  were  to  be  de- 
posited BO  as  to  bring  the  surface  above  low  water.     On  this 


Fig.  2aa,— Breakwater,  Aberdeen:  Pnipo»ed  Extenaion. 

surface  liquid  concrete  was  to  be  deposited  in  irames  in  pieces 
of  700  tons  each. 

The  apron,  consisting  of  heavy  masses  of  concrete  in  bags, 
forms  an  excellent  protection  for  breakwaters  in  shallow 
water,  where  there  is  not  depth  enough  for  ordinary  rubble 
stones  to  rest  in  security. 

In  the  breakwater  at  Kurrachee,  extending  from  Manora 
Point,  on  the  west  side  of  the  entrance  of  the  harbour,  de- 
signed by  Mr.  W.  Parkes,  is  to  be  found  a  novel  mode  of 
employing  large  blocks  of  concrete,  superposed,  in  a  lougi- 
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iadinally  inclined  position,  for  the  construction  of  vertical- 
sided  breakwaters.  The  breakwater  is  1,603  feet  in  length, 
and  terminates  in  a  depth  of  80  feet  at  low  water.  The  style 
and  construction  of  the  breakwater  are  indicated  in  Fig. 
234.  The  base  is  a  bank  of  rubble  stone  laid  on  the 
natural  bottom,  levelled  off  for  the  most  part  to  15  feet  below 
low  water  ;  but,  near  the  shore,  where  the  original  depth  is 
less  than  15  feet,  the  bank  is  levelled  to  10  feet  below  low 
water.  It  was  found  on  trial  that,  in  the  shallow  portions, 
where  the  rubble  was  heaped  up  to  the  level  of  low  water, 
it  was  lowered  by  the  waves  to  a  depth  of  from  7  to  9  feet. 
The  bank  was  formed  to  a  width  of  100  feet  at  the  level  of 
the  foundation,  two-thirds  seawards  ahd  one-tlurd  towards 
the  harbour.  The  superstructure  was  composed  entirely  of 
blocks  of  concrete,  16  cubic  yards  in  bulk,  weighing  27  tons, 
consisting  of  sand,  shingle,  quarry  lumps,  and  Portland 
cement.  The  blocks  were  12  feet  by  8  feet,  by  4J  feet 
thick.  The  attachment  for  lifting  the  blocks  was  made  by 
means  of  two  lewises  passing  vertically  through  the  blocks. 
They  were  lifted  by  the  "  Goliath,"  a  steam  hydraulic  travel- 
ling crane  of  50  feet  span ;  the  traverse  of  the  crane  was  40 
feet,  and  the  lift  was  8  feet  2  inches,  worked  by  an  8  horse- 
power steam-engine.  Each  block  was  transported  by  a  rail- 
way on  a  truck  drawn  by  a  tank  locomotive  to  its  place 
in  the  structure.  The  blocks  were  set  by  a  crane  called 
the  '*  Titan,*'  the  end  of  which  was  overhung  so  as  to 
carry  the  blocks  of  three  tiers  in  advance  to  their  places. 
The  blocks  were  placed  on  end  in  an  inclined  position ;  they 
are  three  deep  vertically,  and,  as  shown  in  cross  section, 
there  are  two  independent  rows  of  blocks  side  by  side,  mak- 
ing the  width  of  the  breakwater  24  feet.  The  lower  ends  of 
the  lowermost  blocks  were  bevilled  so  as  to  rest  with  level 
surfaces  on  the  mound.  The  work  was  commenced  in 
November,  1870,  and  completed  in  February,  1873.  The 
total  cost  of  the  breakwater  amounted  to  £93,5G5,  being 
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at  the  nte  of  £63  per  lineal  fiwt,  eiclnave  trf  geneiai 
duurgea. 


L_.  1H.0I... 

^~  mo'^i 

The  breakwater  is  constmcted  as  two  iDdepeudenl;  halves, 
divided  loDgitudinally,  and-it  might  have  been  expected  that 
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signs  of  weakness  would  be  manifested ,  more  pariicalarly  as  the 
outer  half  rests  on  quicksand  and  the  inner  half  on  quicksand 
diversified  by  unyielding  masses  of  rock.  It  has  subsided  as 
much  as  3  feet  into  the  sand,  and  at  high  water  there  is  a 
depth  of  4  feet  of  water  over  the  breakwater,  yet  it  is  said  to 
be  perfectly  effectual  as  a  breakwater.  Such  a  structure  is 
scarcely  fitted  to  withstand  the  shocks  of  heavy  waves  of 
translation.  Its  weakness  has  been  demonstrated  by  the 
repeated  removal  of  blocks  during  storms,  and  the  necessity 
for  binding  together  the  blocks  at  the  head  by  chain-ties. 
Though  the  seas  at  Eurrachee  are  not  nearly  so  violent  as 
on  many  parts  of  the  coast  of  Great  Britain,  the  concrete 
blocks  appear  to  be  scai*cely  sufficient  without  bond  to  with- 
stand the  force  of  the  waves  at  Kurrachee.  Nevertheless, 
by  the  absence  of  bond  horizontally  and  the  inclination  of 
the  blocks,  a  settlement  of  8  feet  was  admitted  without  dis- 
location of  the  superstructure.'*' 

Mr.  Parkes  has  adopted  a  similar  design  for  the  construc- 
tion of  the  breakwater  piers  of  the  harbour  at  Madras,  in 
which  there  is  from  24  feet  to  42  feet  of  water.  A  base  of 
mbble  stone  is  formed  up  to  a  level  22  feet  below  low  water. 
From  this  level  to  8^  feet  above  high  water,  the  superstruc- 
ture is  built  of  blocks  of  concrete,  27  tons  weight,  regularly 
placed  by  means  of  a  Titan  crane,  in  the  same  manner  as 
was  adopted  by  Mr^  Parkes  in  the  formation  of  the  Manora 
Breakwater. 

The  extension  of  the  South  Jetty  at  Kustendjie  in  Turkey, 
designed  by  Mr.  Liddell,  was  constructed  of  inclmed  blocks 
of  concrete  like  the  Kurrachee  Beakwater,  but  each  block 
extended  across  the  jetty  from  side  to  side,  and  the  blocks 
broke  bond,  as  shown  in  Figs.  285.  The  original  jetty, 
which  had  a  length  of  450  feet,  was  protected  by  a  mole 
of  pierre-perdu  and  blocks  of  concrete.      The  extension, 

*  See  Mr.  W.  H.  Price's  paper  on  the  Manora  Breakwater,  in  the 
Froeeedinffs  of  the  JnstUution  of  Civil  Engineers^  vol.  xliii.  p.  1. 
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258^  feat  loDg,  was  constriicted,  as  a  breakwater,  of  large 
blocks  of  concrete,  weighing  &om  26  tons  to  84  tons  each, 
on  a  base  of  nibble  stone.    Tbe  blocks  are  in  inclined  tiera 
of  fooT  blocks,  at  an   angle  of  48°,     By   the   inclination 
adopted,  which  was  determined  experimentally  by  means  of 
a  model,  the  centre  of  gravity  of  each  block  was  thrown  in 
advance  of  its  base  in  the  direction  of  the  inclination,  and  so 
obviated  any  tendency  of  the  blocks  that  might  otherwise 
have  existed  to  tip  forward  during  settlement.     The  gnpor-    < 
stroctore  is  18  feet  wide  at  the  base,  and  12  feet  wide  at 
tbe  top,  with  a  batter  on  each  side.    All  the  blocks  are    ' 
6  feet  high  and  6  feet  wide.    The  work  is  laid  in  16  feet   i 
of  water,  ftnd   rests  On  3  feet  of  rabble.     The  mbble  ia    I 
heaped  on  each  side  of  the  breakwater.  The  top  of  the  work 


FlgH.  !39.— Santb  Jetty  ExteiuloD,  Eueteudjis. 

is  11  feet  above  water.  The  blocks  were  made  of  1  part 
of  cement  to  H  of  sand,  and  6i  of  broken  stone.  When 
two  or  three  days  old,  the  top  of  each  block  was  ronghly 
dressed  to  a  straight  edge,  to  afford  a  fair  seat  for  the  one 
abov«  it.  The  blocks  were  lowered  when  twelve  or  fourteen 
days  old.  The  topping  of  the  blocks,  which  bronght  the 
jetty  np  to  the  11  feet  level,  was  done  in  lengths  of  28  feet, 
covering  foar  tiers.  The  concrete  for  this  pnrpose  consisted 
of  6}  broken  stone,  2^  sand,  and  1  cement,  and  stones  of 
from  ^  to  1  cahie  foot  in  volume.  Each  length  of  topping 
weighs  200  tons. 

To  prove  the  stability  of  the  blocks  alone,  without  any 
superincumbent  load,  five    tiers  were  left  uutopped   for  a 
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whole  winter  exposed  to  heavy  seas.  None  of  them  was 
disturbed  or  moved  except  by  ordinary  settlement.  To 
secure  the  end  of  the  jetty  from  excessive  settlement,  the 
soft  bottom  at  the  last  seven  tiers  was  removed  by  dredging 
to  a  depth  of  from  8  feet  to  4  feet,  and  blocks  were  placed 
as  a  footing.  The  end  of  the  jetty  is  simply  rounded.  The 
natural  bottom  is  a  mixture  of  sand  and  mud  overlying  stiff 
yellow  clay,  and  the  weight  of  concrete  presses  down  the 
loose  stone  base.  The  blocks  have,  in  every  instance,  settled 
vertically  without  disturbing  the  line  of  direction ;  the  only 
effect  of  settlement  having  been  to  open  the  joints  of  the 
concrete  cap,  which  has  nowhere  given  way.  The  work 
was  conmienced  in  1870,  and  finished  in  September,  1878.* 
The  two  structures  just  described  may  fairly  be  contrasted, 
and  it  is  easy  to  discern  what  should  be  avoided  and  what 
should  be  imitated. 

Another  like  meritorious  work  was  designed  and  executed 
by  Sir  John  Hawkshaw,  with  upright  walls — the  North  Sea 
piers  for  the  Amsterdam  Canal,  Fig.  286.  The  piers  were 
built  of  blocks  of  concrete,  in  horizontal  courses,  on  a  very 
unfavourable  foundation  consisting  of  quicksand.  It  was 
attempted  at  first  to  erect  these  piers  by  means  of  a  timber 
staging  on  screw  piles,  but  slight  disturbances  of  the  sea  had 
the  effect  of  excavating  holes  round  the  piles,  laying  them 
bare  and  deranging  the  staging.  It  was  next  attempted  to 
deposit  the  blocks  by  means  of  a  '^  Titan,"  after  having  par- 
tially excavated  the  sand,  when  the  blocks  should  have 
made  a  bed  for  themselves,  which  could  be  levelled  to 
receive  the  superstructure.  This  mode  of  procedure  having 
proved  also  unsatisfactory,  a  layer  of  basalt  rubble  was 
thrown  down,  having  a  width  of  about  three  times  that  of 
the  base  of  the  pier.  When  the  usual  excavation  by  the 
action  of  the  sea  took  place  at  the  sides  of  the  deposit,  the 

*  See  Mr.  G.  L.  Boff's  paper  on  the  South  Jetty,  in  the  Froceedinys 
of  the  Imtituiion  of  Civil  Engineet^a,  vol.  xzzix.  p.  142. 
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Btones  dropped  into  the  hollows  untS  they  found  their  natnial 
slope,  as  indicated  hy  the  dotted  lines  in  the  figure,  leaving 
stationary  the  central  horizontal  portion  on  which  to  hnild 
the  pier.  By  this  means  a  good  and  permanent  foundation 
was  obtained,  and  it  was  found  as  the  work  advanced  that 
the  trenches,  which  in  places  had  been  no  less  than  20  feet  in 
depth,  gradually  filled  up.  The  pier  was  built  in  courses  of 
concrete  blocks  8  feet  thick,  with  a  topping  of  concrete  for 
the  whole  width.  It  is  82  feet  wide  at  the  base,  and  22  feet 
wide  at  the  top.  It  is  84  feet  in  total  height,  of  which 
18  feet  is  above  low-water  line.  The  rubble  stone  against  the 
sides  of  the  pier  is  18  feet  below  low  water. 


/  Ecmo  ...?.... o 


so  rCLT 


Fig.  236.^AixutercIaixi  Canal :  North  Sea  Piers. 

Mr.  B.  B.  Stoney,  in  1874/  advocated  the  application  of 
his  sysfem  of  constructing  large  and  heavy  concrete  blocks 
on  shore  and  floating  them  to  their  destination,  to  be  after- 
wards described,  for  the  construction  of  deep-water  piers  and 
breakwaters  with  vertical  walls.  Comparing  his  system  vdtb 
the  constiniction  of  the  upright-sided  pier  at  Dover,  block 
by  block,  by  means  of  diving-bells,  he  maintains  that  by  his 
system  the  time  as  well  as  the  cost  of  construction  would  be 
much  diminished.     "  Where  the  depth  at  low  water  exceeds 
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from  80  to  40  feet,  it  may  bo  desirable  to  use  two  blocks,  one 
above  the  other,  or  to  raise  the  foundation  by  a  mound  of 
rubble  stone,  extending  to  within  25  or  80  feet  under  low 
water ;  that  is,  to  a  depth  below  that  at  which  the  action  of 
the  waves  is  sufficient  to  move  the  stones  forming  the  mound, 
A  single,  double,  or  triple  row  of  blocks  might  be  laid  on 
the  axis  of  such  a  mound  after  it  has  been  allowed  to  con- 
solidate, and  even  supposing  that  local  settlement  of  tho 
mound  takes  place,  this  will  not  affect  the  cohesion  of 
individual  blocks,  nor  will  it  in  any  way  injure  the  adjoining 
blocks ;  and  if  a  wide  roadway  is  required  on  the  top  of 
the  breakwater,  rubble  filling  can  be  thrown  in  between  a 
double  row  of  blocks  so  as  to  obtain  any  desired  width 
of  pier,"  * 

Whatever  may  be  the  ultimate  depth  at  which  sea-waves 
cease  to  be  felt,  it  appears  evident  that  they  are  practically 
harmless  to  rubble  mounds  at  depths,  varying  according  to 
the  circumstances,  of  from  12  feet  to  16  feet.  And,  as  between 
sloped  work  and  vertical  walls  in  deep  water,  it  is  admitted 
that,  in  the  case  of  a  wave  of  oscillation,  the  upright  wall 
receives  the  least  amount  of  actual  impact,  and  the  only  pres- 
sure is  that  due  to  the  difference  between  the  extreme  height 
to  which  the  wave  rises  on  one  side,  and  the  depression 
formed  by  a  similar  wave  on  the  other  side.  As  a  matter  of 
observation  and  of  theory,  it  is  found  that  a  pure  wave  of 
oscillation,  whatever  surface  it  impinges  upon,  is  reflected 
from  that  surface  at  an  angle  corresponding  to  that  at  which 
it  impinges.  When  the  wave  becomes  a  wave  of  translation, 
the  upright  wall  founded  at  low  water  is  the  worst  form  that 
can  be  opposed  to  the  wave,  as  it  strikes  the  wall  with  the 
utmost  accumulated  force  of  the  sea.  An  upright  wall  founded 
upon  rubble  work  12  feet  below  low-water  mark,  would,  it 

♦  See  Mr.  Stoney's  paper  "  On  the  Construction  of  Harbour  and 
Marine  Works  with  Artificial  Blocks  of  large  size,"  in  the  Proceedings 
of  the  Institution  of  Civil  Engineere^  yoI.  zxxyu.  p.  3f32. 
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is  belieTed,  be  properly  applied,  as  it  is  very  milikely  that  the 
wave  would  act  upon  the  wall  as  a  wave  of  traii8latio&.  The 
proper  altemative,  if  the  foree  of  the  waves,  as  waves  of 
translation,  is  to  be  exhausted  before  they  reach  the  vertical 
wall,  is  to  provide  concrete  masses  of  weight  sufficient  to 
resist  unmoved  the  action  of  the  waves,  on  a  system  shnilar 
to  that  which  has  been  sketched  by  Mr.  Mniray,  and  adopted 
in  the  eonstraction  of  breakwaters  and  piors  abroad.*] 

•  See  p.  386  mttU. 


CHAPTER  Vni, 

TIERS 

The  disposition  of  piers,  in  plan,  is  a  point  npon  which 
grieat  diversity  of  opinion  exists  amongst  engineers.  For  > 
some  reasons  it  appears  desirable  to  construct  them  on  two 
cnrved  parallel  lines,  until  near  the  extremity,  with  the  con- 
vex side  turned  towards  the  direction  of  the  progress  of  the 
alluvions.  In  this  case  the  scouring  action  of  the  water 
from  the  inner  harbour,  whether  produced  by  sluices  or 
simply  by  the  tidal  action,  wUl  be  more  effectual  against 
the  bar  which  usually  forms  at  the  head  of  the  inner  pier, 
by  the  centrifagal  force  of  the  water  deflected  from  the  outer 
side.  Moreover,  this  disposition  is  more  favourable  for  the 
protection  of  the  interior  of  the  harbour  from  the  effects  of 
the  wind. 

But  if  the  piers  be  executed  in  smooth-dressed  masonry, 
the  transmission  of  the  waves  takes  place  with  undiminished 
intensity.  The  Romans  appear  to  have  noticed  this  effect, 
for  all  the  old  ports  of  the  Mediterranean  have  a  polygonal 
form,  and  it  has  evidently  been  an  object  with  their  engineers 
to  avoid  joining  the  several  straight  lines  by  curves  filling  in 
the  angles.  On  the  other  hand,  it  was  noticed  in  the  port  of 
Havre  that  the  waves  were  reflected  from  the  opposite  faces 
of  the  piers,  which  were  constructed  of  this  polygonal  form ; 
and  the  manoeuvres  of  the  vessels  were  much'  impeded  by  the 
constant  changes  in  the  direction  of  the  waves  thus  produced. 

The  roadway  of  the  piers  should  be  finished  off  at  a  height 
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sufficient  to  guarantee  the  men  employed  upon  them  from 
the  effects  of  the  sea  in  ordinary  states  of  the  weather.  From 
7  to  9  feet  ahove  high  water  spring  tides  will  be  sufficient ; 
but  the  extremity,  or  the  head,  mnst  be  raised  about  2  feet 
higher  than  the  remaining  portion.  The  heads,  or  extreme 
ends,  may  be  erected  with  a  width  at  the  crown  of  from  27 
to  86  or  40  feet ;  whilst  the  intermediate  parts  may  vary 
from  7  to  20  feet,  according  to  the  materials  employed. 
When  the  piers  are  in  wood,  the  smaller  dimensions  are 
employed;  stone  piers  are  very  rarely  made  less  than  12  feet 
wide  upon  the  line  of  the  pavement. 

The  form  to  be  given  to  the  transverse  sections  of  a  pier 
is  regulated  by  the  nature  of  the  materials  employed  in  its 
construction,  as  much  as  by  the  djrnamical  effect  of  the  waves. 
The  materials  may  be  either  wood,  loose  rubble  stone,  or 
solid  masonry  bedded  in  mortar. 


Tig.  237.— Wooden  Pier. 

Wooden  piers  may  be  entirely  open,  or  filled  in  with  rubble 
cither  entirely  or  partially ;  or  occasionally  they  are  placed 
upon  the  crown  of  a  subsidiary  pier,  finishing  at  a  point 
below  the  high-water  line,  which  is  executed  in  rubble 
masonry  or  loose  stones.  The  lower  part  of  the  majority  of 
wooden  piers  is,  however,  covered  either  by  a  mass  of  con- 
crete, of  loose  stones,  or  of  fascines,  dressed  with  slopes  both 
to  the  seaward  and  the  inside  of  the  harbour,  forming  a  kind 
of  ledge  which  serves  to  defend  the  foundations. 
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Tho  frames  of  snch  piers  are  placed  at  distances  apart  of 
from  6  to  10  feet,  according,  to  the  depth  of  water  and  the 
habitual  agitation  of  the  position  in  which  they  are  to  be 
placed.  They  are  made  in  the  form  of  a  trapezium,  the 
inclined  sides  being  respectively  turned  towards  the  channel 
and  the  open  sea,  and  forming  with  the  vertical  line  an  angle 
of  from  18°  to  83^.  The  timbers  consist  of  two  or  three 
posts,  tied  together  by  horizontal  clipping  pieces,  with  rakinj; 
struts  or  braces,  forming  with  the  horizontal  ties  a  s^em 
of  triangles.  Wales,  sills,  and  heads  tie  these  separate  frames 
together  longitudinally.  In  the  best  works  of  this  description, 
all  the  joints  are  made  by  halving  and  bolting,  for  it  is  found 
that  the  continual  motion  of  the  waves  causes  the  tenons  to 
work  in  the  mortices  wherever  this  style  of  joint  is  used,  and 
that  there  is  no  effectual  way  of  remedying  the  loosening 
thus  produced ;  whilst,  if  the  joints  be  halved  and  bolted,  they 
may  be  tightened  up  by  screwing  the  bolts,  should  they  have 
worn.  All  the  wood- work  should  be  tarred,  and  precautions 
must  be  taken  to  defend  it  from  the  attacks  of  the  boring 
worms,  whose  ravages  will  be  noticed  hereafter. 

The  upper  sills  carry  joists,  upon  which  is  laid  a  planking, 
usually  from  4  to  5  inches  thick,  and  with  spaces  of  about  1 
to  1^  inch  wide  between  each  plank,  to  allow  of  the  escape 
of  any  water  breaking  over  them.  The  planks  are  spiked 
down  to  the  joists,  and  a  species  of  bridging  or  tying-down 
joist  is  bolted  upon  their  extremities  to  the  sill  resting  imme- 
diately upon  the  framework. 

When  the  piers  are  filled  in  with  rubble  stone,  the  cases 
to  retain  the  latter  are  formed  by  close  boards,  laid  horizon- 
tally  against  the  upright  posts.  The  interior  is  filled  in 
sometimes  with  shingle,  sand,  or  clay,  as  well  as  with  stone, 
and  the  recent  application  of  Portland  cement  concrete  in  the 
execution  of  such  works  appears  likely  to  exercise  important 
effects  upon  this  branch  of  construction.  The  best  position 
for  the  horizontal  planking  appears  to  be  upon  the  outside 
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of  the  posts,  because,  although  "when  it  is  placed  upon  the 
inside  it  resists  the  thrust  of  the  materials  inclosed  more 
effectually,  it  will,  on  the  contrary,  when  on  the  outside, 
destroy  the  action  of  the  waves  upon  the  framing  to  a  greater 
extent.  In  the  latter  position  also  the  planking  can  be  more 
easily  repaired,  and  no  asperities  are  offered  able  to  affect  or 
be  affected  by  any  vessels  which  may  rub  against  the  jetties 
in  passing.  It  is  a  very  important  rule  to  be  observed  in 
all  constructions  connected  with  piers  or  quays,  that  no 
essential  parts  of  the  framing  be  exposed  to  the  abrasion  of 
vessels  either  passing  or  stationary ;  wherever  there  is  a  pos- 
sibility of  any  occurrence  of  this  description,  it  is  advisable  to 
place  a  firring  to  protect  the  permanent  work. 

In  modem  piers  the  frames  are  made  distinct  from  the 
piles  or  other  portions  of  the  woodwork  in  or  near  the 
ground.  There  is  great  difficulty,  in  fact,  in  driving  with 
regularity  such  long  piles  as  would  be  able  to  receive  the 
flooring ;  and  it  is  very  easy  to  place  the  whole  of  one  of 
the  previously-prepared  frames  of  the  upper  structure  upon 
its  foundations  during  the  interval  between  two  consecutive 
tides.  The  supposed  advantage  to  the  solidity  of  the  struc- 
ture in  consequence  of  the  posts  being  identical  with  the 
piles,  it  may  also  be  observed,  soon  ceases  to  exist;  for  in  a 
short  time  the  destruction  of  the  wood  from  the  alternations 
of  dryness  and  wetness,  or  from  the  attacks  of  the  worm, 
render  it  necessary  to  replace  portions  of  the  work. 

It  has  been  observed  that  piles  driven  into  the  sea-shore 
are  rapidly  laid  bare  by  the  shock  of  the  waves.  The  ground- 
swell  acts  upon  the  bed  of  the  sea,  and  in  time  produces  a 
conical  depression  round  the  head  of  the  pile,  whose  depth 
may  sometimes  become  as  much  as  from  2  to  3  feet  in  a  tide. 
These  depressions  extend  on  all  sides,  so  that  the  piles  are 
often  laid  bare  for  a  considerable  length ;  and  to  obviate  this 
danger  it  is  usual  either  to  fill  in  between  the  pile-heads  with 
concrete  or  with  stone  rubble,  or,  in  Holland,  to  place  a  mat- 
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ting  of  fascioes  loaded  ^vitk  rubble,  tbrougb  vbich  tbe  piles 
are  eabseqaenUy  driven. 

Tbe  adTHotages  oflfered  by  wooden  piers  may  bo  atated  to 
consist  in  the  fact  tbat  tbey  are  rapidly  and  economically 
coDstnicted ;  tlie  disadvantages  they  present  consist  in  the 
&eqnency  and  cost  of  tbeii  repairs,  and  also  that  they  do  not 
effectually  gaarantee  the  interior  of  tbe  harbonr  from  littoral 
earrents  if  totally  or  partially  open,  nor  do  they  destroy  the 
station  of  tbe  waves.  It  is  for  this  reason  tbat  in  many 
ports  the  system  of  partially  filling  has  been  resorted  to,  and 
tbe  practice  osnally  followed  is,  to  carry  op  tbe  filling  to  the 
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level  of  high  spring  tides  in  very  exposed  sitnations,  or  only 
to  that  of  the  high  neap  tides  in  others. 

Stone  piers  are  ezecnted  either  with  a  hearting  of  rabble 
masonry  or  of  concrete  cased  witb  ashlar,  or  with  an  em- 
buikment  of  earthwork  cased  by  external  walls  tied  together 
by  cross  walls,  which  form,  in  fact,  so  many  separate  com- 
partments, or  even  occasionally  of  loose  rubble.  In  tbe. 
latter  case,  however,  tbe  inner  face  towards  the  passage, 
of  the  harbonr  is  executed  in  coarsed  masonry  with  a  ver- 
tical or  nearly  vertical  face,  in  order  not  to  interfere  more 
than  is  absolutely  necessary  with  the  water-way.  Telford 
adopted  innamerable  varieties  in  the  miethods  of  bedding 
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and  bonding  the  masonry  for  these  varions  descriptions  of 
piers,  bat  there  does  not  appear  to  exist  any  necessity  for 
observing  other  roles  in  their  construction  than  will  be  found 
enumerated  hereafter. 

In  positions  where  it  is  easy  to  obtain  large  stones  of  a 
nature  to  resist  the  action  of  sea  water,  it  is  preferable  to 
execute  piers  with  ashlar  fjAcings,  and,  generally  speaking, 
to  fill  in  between  them  with  rabble  masonry  or  concrete. 
A  vertical  face,  we  have  already  seen,  destroys  the  violence 
of  the  waves  with  greater  rapidity  and  more  effectually  than 
a  long  slope,  such  as  every  loose  rubble  jetty  must  assume, 
provided  that  it  be  constructed  of  a  sufficient  dimension; 
and  with  the  requisite  conditions  of  bonding  together  the 
several  parts,  a  wall  of  such  a  profile  will  require  less  repair 
than  a  mere  heap  of  small  materials,  each  of  which  is  sus- 
ceptible of  being  displaced  in  a  storm.  The  largest  stones 
which  can  be  obtained  ought  to  be  used,  especially  at  the 
height  corresponding  with  the  greatest  agitation  of  the 
waves,  and  for  the  upper  courses:  horizontal  bonding 
courses  should  be  introduced  at  regular  intervals,  with  plugs 
or  dowels  connecting  the  several  stones,  and  the  upper  sur- 
face of  the  filling  in  must  be  carefully  paved  so  as  to  throw 
off  any  rain  or  sea  water  falling  upon  it.  The  example 
given  on  the  next  page  will  illustrate  the  most  theoretically 
perfect  mode  of  executing  such  works  ;  it  is  copied  from  the 
southern  pier  of  the  port  of  Havre,  which  is  exposed  to  very 
violent  storms  in  winter,  and  in  all  times  to  a  powerful  lit- 
toral current. 

When  the  interior  of  the  pier  is  filled  with  earthwork,  as  in 
Fig.  241,  it  is  necessary  to  place  the  counterforts  tying  the 
walls  together  at  distances  varying  from  16  to  45  feet  in  the 
clear,  making  the  counterforts  from  6  to  10  feet  wide.  The 
thickness  of  the  retaining  wall  must  exceed  that  absolutely 
required,  to  insure  a  resistance  to  the  thrust  of  the  embank- 
ment under  ordinary  circumstances,  because  the  action  of  the 
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waves  cfaaDgeB  very  materially  their  conditions  of  stability. 
Tlie  most  important  precantion  to  be  taken  is  to  pave  the  top 
BO  M  effectually  to  remove  any  water  falling  upon  it.  The 
inclination  to  be  given  to  the  walla  may  vary  from  1  in  4  to 
1  in  8 ;  petbaps  the  ktter  is  preferable  as  a  general  role. 

In  some  positions  the  progress  of  the  shingle  is  fonnd  Ut 
exercise  an  important  and  very  destractive  effect  npou  tlie 
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piers  projecting  within  its  line,  in  consequence  of  its  friction 
apon  the  stonework,  De  Cessart  recommended  that  a  casing 
of  planks  from  8  to  4  inches  thick  be  placed  ronnd  the  por- 
tions exposed  to  this  abrasion,  and  that  they  should  be  nailed 
to  horizontal  wdings  let  into  the  stonework.  If  the  ose  of 
Bocb  boarding  be  objected  to,  it  will  be  necessary  to  execnte 
the  portion  thus  tabbed  by  the  shingle  in  granite,  and  under 
any  cirnmstances  to  avoid  the  use  of  sofl:  argiUnceous  or 
cat  careens  stones. 
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The  fonndftlionB  of  jetties  shonM  be  executed  id  the  most 
sabstantial  mannet  possible,  and  either  npou  a  general  bed  of 
concrete,  or  upon  a  platform  laid  upon  piles  and  Burronnded 
by  sheet  piliog ;  if  the  Babsoil  he  of  a  nature  easily  removed 
by  tiie  repercDBsion  of  the  'waves  or  the  action  of  the  car- 
rent,  it  may  also  be  necessaiy  to  constmct  a  vide  apron,  in 
a  similar  manner  to  the  one  execated  at  Havre,  represented 
in  the  Fig.  at  page  421.    These  aprons  are  more  peculiarly 
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reqaired  at  the  head  of  the  jetties,  where  the  ground  swell 
is  the  greatest ;  and  they  should  be  carried  down  as  low  as 
possible,  the  npper  snrfacti  having  either  a  slope  or  a  carva- 
tore  towards  the  open  sea,  so  as  to  decompose  the  shock  of 
any  waves  breaking  on  it. 

If  the  extremity  of  the  pier  bo  carried  out  far  into  the 
sea,  so  that  tbo  fonndatious  be  below  the  lowest  tides,  it 
will  be  found  almost  impossible  to  execute  them  in  a  coffer- 
dam. The  modes  hitherto  employed  nuder  such  circum- 
stances have  been  to  construct  them  of  loose  rubble  stone 
up  to  the  low-water  mark,  as  in  the  cases  of  the  piers  at 
Aberdeen  erected  by  Telford,  or  of  those  at  Honfleur ;  or  to 
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execute  that  portion  i^ith  concrete,  or  with  masonry  sank  in 
caissons. 

The  loose  rubble  foundations  answer  in  positions  where 
there  is  no  danger  of  the  substrata  on  which  they  repose 
being  removed,  and  when  the  passing  current  carries  a 
sufficient  quantity  of  mud  or  sand  to  fill  up  the  interstices  of 
the  stones.  Works  of  this  description,  if  executed  in  toler- 
ably deep  water,  assume  the  profile  upon  a  line  of  direction 
of  the  prevailing  wind,  which  may  be  thus  described  : — On 
the  outside,  and  in  the  part  situated  below  the  usual  action 
of  the  waves,  the  slope  of  the  materials,  as  they  arrange 
themselves  naturally,  will  be  tolerably  steep,  and  about  1^ 
to  2.  In  the  zone  exposed  to  the  action  of  the  waves  it 
becomes  about  6  to  11;  and  the  inner  slope,  which  is  of 
course  protected  by  the  other,  assumes  the  proportion  of  1 
to  2.  The  lower  slope,  or  the  one  beneath  the  action  of  the 
waves,  is,  however,  the  only  one  which  has  any  fixity,  so  to 
speak ;  and  it  is  also  to  be  observed,  that  in  shallow  water 
the  ground-swell  appears  to  destroy  it  even  in  this  portion, 
and  to  give  rise  to  constant  changes  ia  the  outline.  For 
instance,  a  rubble  jetty  executed  upon  a  ledge,  called  the 
Boyard,  in  the  roads  of  Aix,  on  the  western  shores  of  France, 
was  continually  undermined  at  the  foot,  although  the  founda- 
tions were  placed  at  14  feet  below  low-water  line.  It  is 
therefore  necessary  to  cover  the  smaller  stones,  of  which  the 
body  of  such  jetties  is  composed,  with  blocks  of  considerable 
dimensions  at  the  feet,  and  also  in  the  zones  exposed  to  the 
action  of  the  waves.  The  immediate  position  of  the  intended 
jetty  should  also  be  covered  entirely  by  a  bed  of  concrete, 
executed  after  a  sufficient  time  has  been  given  to  allow  the 
subsidence  of  the  rubble  to  take  its  full  effect,  and  the 
masonry  elevated  upon  this  concrete.  The  sketch  on  the  pre- 
ceding page,  representing  the  jetty  of  Honfieur,  at  the  mouth 
of  the  Seine,  will  illustrate  this  construction. 

When  the   oundations  are  executed  in  concrete,  the  ex- 
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temal  edges  Bhonld  be  protected  by  sheet-piling,  and  pre- 
cantioDS  most  be  taken  to  prevent  their  being  nndermined. 
The  Borlace  of  the  place  intended  to  receive  the  concrete 
maBt  be  cleared  of  any  alluvial  mud 
or  peat,  and  as  fnr  aa  possible  of 
any    compi'easible  Bubatratum.     But 
the    moat    important    condition  for 
insDTicg  the  permanence  of  this  de- 
scription of  work  is,  that  the  lime  or 
cement  used  be  of  a  nature  able  to 
Teflist  the  cbemioal  effects  of  the  aea 
water. 

Smeaton  executed  the  foundations 
of  the  Bamsgate  Harbour  in  caissons,  ^ 

BoiLk    afterwards     upon    beds    pre-  J 

vionsly  prepared  to  receive  them  by  fi 

means  of  the  diving-bell.     The  piers  | 

are  carried  out  about  800  feet  upon  % 

a  chalky  bottom,  at  a  depth  varying  g 

from  8  to  10  feet  below  low-water  | 

mark  of  spring  tides.    The  caissons  S 

were  about  10  feet  wide  and  84  feet  i 

long,   measured  perpendicularly   to  i^ 

the  axis  of   the  pier.     The  heavy  " 

storms  which  blow  upon  this  part  of  ! 
the  coast  from  the  S.E.  moved  the 
caissons,  nntil  they  were  weighted  by 
the  superincumbent  maaonry. 

Jetties  entirely  in  loose  nibble 
work  are  principally  constructed  for 
the  pnrpoae  of  destroying  the  force 
of  the  waves  without  its  being  In- 
tended to  make  them  serve  for  the 
purpose  of  assisting  the  mancenvres 
of  vessels  entering  or  deparlLag.    Such  a  mode  of  constntc- 
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iion  may  be  advisable  when  the  rough  materials  are  easily 
procured,  and  when  skilled  labour  is  exorbitantly  dear ;  but,  aff 
a  general  rule,  it  will  be  found  that  the  ultimate  ezpei»e  of  the 
maintenance  of  such  works  will  more  than  counterbalance  any 
economy  in  the  original  outlay.  Telford  has,  however,  exe- 
cuted several  jetties  in  this  manner,  of  which  an  illustration^ 
Fig.  248,  from  the  eastern  arm  of  the  Kingston  Harbour,  is 
selected.  In  other  cases,  as  at  Peterhead,  he  made  the  inner 
side  with  a  vertical  face  of  dressed  masonry;  but  it  is  to  be 
remarked  that  the  occasions  on  which  that  eminent  engineer 
resorted  to  this  mode  of  construction  were  decidedly  excep- 
tions from  his  usual  course,  and  that  wherever  it.  was 
economically  possible  to  execute  jetties  in  coursed  masonry 
he  resorted  to  that  system. 

In  addition  to  the  interference  with  the  translation  of 
W£^ves  into  the  interior  of  harbours  offered  by  the  form  and 
disposition  of  the  jetties,  or  by  the  breakwaters  before 
described,  that  object  is  sometimes  effected  by  means  of 
spurs  projecting  from  the  inner  face  of  the  jetties  into  the  har- 
bours. This  is  a  system  only  to  be  resorted  to  upon  extra- 
ordinary occasions ;  for,  as  the  spurs  project  into  the  direct 
line  of  the  channel,  vessels  entering  the  harbour  must  occa- 
sionally be  forced  to  go  through  manoeuvres  attended  with 
considerable  danger.  The  practice  of  engineers,  of  late 
years,  has  certainly  been  to  avoid  any  kind  of  deviation 
from  the  regularity  of  outline  of  harbours  for  this  reason. 
The  submersible  jetties,  formerly  constructed  in  prolongation 
of  the  principal  ones,  or  more  frequently  of  the  leeward 
jetties,  have  also  been  abandoned.  Indeed  it  was  found  that, 
as  they  were  covered  at  high  tide,  they  became  little  else 
than  sunken  reefs  in  the  course  of  vessels  entering,  and  gave 
rise  frequently  to  serious  complications  of  the  tides  and 
currents  of  the  port. 

[The  distinction  between  piors  and  breakwaters  is  rather 
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shadowy.  A  piet  carried  into  deep  water  beoomes  a  break- 
water. A  breakwater  joined  to  the  ahore,  and  formed  with 
a  roadway  or  a  promenade  on  the  top,  becomes  a  pier. 

Several  illastrations  of  pier-work  have  been  prodaced  in 
the  pteoeding  disonsBioa  on  brei^waters.  It  remains  to 
notice  a  few  characteristic  piers,  designed  specially  as  piers, 
though  at  the  same  time  acting  designedly  or  incidentally  as 
breakwaters. 

The  most  cosBpicnona  instance  of  a  pier,  which  also 
operates  as  a  breakwater,  and  furthermore  as  s  groin  in 
Arresting  the  flow  of  shingle  on  the  Bonth  coast,  is  the  pier 
at  Dover,  Fig.  244,  which  has  been  constmcted  with  nearly 


lig.  M*.-Km  at  Dover. 

npright  sides  irom  the  bottom.  The  choice  of  this  form  was,  it 
is  said,  induced  by  the  want  of  snitable  stone  in  the  district. 
The  material  below  low  water  was  pnt  in  place  with  the  aid 
of  diving  apparatus,  and  the  work  was  of  conrse  expensive, 
costing  £290  per  Hneal  foot  for  the  first  contract  of  800 
lineal  feet;  and  for  the  Becond  contract,  let  in  1864,  £415 
per  lineal  foot.  It  is  constmcted  with  granite  iacings  and 
a  breasting  of  rectangalar  blocks  of  Portland  cement  and 
Bhingle  concrete  np  to  a  little  above  half-tide  level ;  above 
this  the  fillmg  consisted  of  liquid  concrete.   7he  pier,  tbongh 
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at  present  it  is  essentially  a  landing-pier,  is  intended  nlti- 
mately  to  be  extended  so  as  to  form  a  harbour  of  refuge.  It 
is  formed  with  a  uniform  batter  on  eaoh  side,  and  is  in  section 
about  80  feet  wide  at  the  base  and  42  feet  at  the  top,  com- 
prising a  roadway  80  feet  vide,  and  a  heavy  parapet  on  the 
seaward  side.  It  ia  founded  45  feet  below  low-water  mark. 
The  south  or  west  pier  at  Whitehaven,  Fig.  246,  designed 
by  Sir  John  Bennie,  and  conatmcted  in  18S4,  was  boilt  on  a 
foundation  of  sand.  The  pier  was  built  of  the  soft  sandstone 
of  the  district.  It  is  61  feet  wide  on  the  platform.  The  outer 
wall,  or  sea  wall,  has  a  carved  face  battering  one-b^  its 


Tig.  £15.— Wert  Pier,  THiIteharai. 

height.  It  is  18  feet  thick  at  the  base,  and  14  feet  at  the  top, 
The  inner,  or  quay  wall,  is  curved  ioBide  and  outside,  with  a 
batter  of  one-fifth  of  its  height.  It  is  8  feet  thick  at  the 
bottom,  and  7  feet  at  the  top.  Both  walls  are  strengthened 
by  counterforts.  The  total  width  acroBS  the  top  amounts  to 
76  feet,  and  at  the  base  to  100  feet.  The  parapet  of  masonry 
on  the  top  is  12  feet  high,  10  feet  thick  at  the  bottom,  and 
7  feet  thick  under  the  coping.  The  coping  ia  11  feet  wide, 
formed  of  large  stones,  resting  on  a  broad  cavetto  moulding, 
curving  over  both  on  the  inside  and  the  outside.  The  top  is 
slightly  rounded,  and  forms  a  promenade  fully  8  feet  wide. 
The  walls  are  constmcted  of  ashlar  masonry  filled  in  with 


mbUe,  lolidly  bedded  and  grouted  together.  The  roadway 
was  paved  with  Urge  blocks  of  ashlar  for  a  depth  of  S  feet, 
and  bedded  in  hydraulic  mortar.  The  parapet  is  composed 
of  finely  droBsed  stones,  dowelled  and  bonded  vettioally  and 
horizontally.  By  means  of  the  peculiar  form  of  the  exterior 
and  interior  of  the  parapet,  the  waves,  in  heavy  weather,  are 
in  a  great  degree  reflected  and  prevented  from  breaking  over 
the  wall ;  bo  that,  except  in  extraordinary  gales,  scarcely  any 
-water  is  thrown  on  to  the  pier.  Even  then,  the  inner  pro- 
jecting coping  aflbrds  a  shelter. 

The  base  of  the  outer  wall  is  protected  hy  an  apron  ol 
large  stones,  bedded  in  the  sand,  and  covered  with  a  mass 
of  large  rubble  up  to  the  level  of  low  water,  The  rise  of 
spring  tides  is  25  feet. 


rig.  !<S.— New  North  Fier,  Wlut«tiiiTeii. 

The  north  pier  was  designed  like  the  south  pier,  but  of 
smaller  dimensions. 

The  new  north  pier,  Fig.  246,  a  spur  of  the  old  north 
pier,  separating  the  onter  harbour  from  the  north  harboor, 
was  constrocted  a  few  years  since.  It  was  a  part  of 
other  works  constructed  to  the  designs  of  Ur.  Bmnlees  for 
the  improvement  of  the  harbour.  It  is  50  feet  wide  at  the 
quay  level.  The  outer  wall,  next  the  outer  harbour,  la 
16  feet  wide  at  the  base,  on  a  foundation  of  concrete  19  feet 
■wide  and  S  feet  deep.  The  wall  is  double,  strengthened  by 
cross  walls,  and  filled,  in  the  "  pockets,"  with  concrete.  The 


430  THE   RUDIMENTS  OF  CIVIL  ENGINEERING. 

wall  is  bnilt  of  red  sandstone,  &ced  iivith  ashlar  block-in* 
conrse,  with  a  batter  of  1  in  12,  and  carries  a  parapet. 
The  inner  wall,  against  which  vessels  lie,  is  similarly  con- 
structed, but  the  pier  is  of  hammer-dressed  rabble  laid  in 
broken  courses,  or  '^snecked."  The  coping  is  of  sand- 
stone ashlar,  8  feet  wide  and  18  inches  tiiick,  dowelled  at 
the  joints  and  gronted  with  cement.  The  filling  is  of 
rabble,  and  the  roadway  is  ballasted,  and  carries  two  lines 
of  railway.  .     . 

The  contrast  between  this  .recently  designed  pier  and  the 
older  south  or  west  pier.  Fig.  245,  is  to  be  remarked.  The 
leading  features  in  contrast  are  the  inclinations  of  the  walls ; 
of  which  the  total  batter  in  th^  older  pier  is  1  in  2,  and  in 
the  recent  pier  only  1  in  12.  The  relative  efficiencies  of  these 
forms  respectively  are  marked  by  the  fact  that,  during  an  on- 
shore gale,  very  little  sea  rises  over  the  vertical  wall,  whilst 
the  other  piers  are  enveloped  in  spray. 

A  pier  of   a  very  different  character,   the  new  north 
pier  at  Sunderland  harbour,  was  constructed  by  Mr.    J. 
Murray  in  1848.    The  harbour  wall  is  of  ashlar  masonry 
of  freestone,  curved'  and  battered  like  that  at  Whitehaven, 
and  built  on  piles.    It  is  6  feet  thick  at  the  top  and  about 
11  feet  at  the  base,  with  counterforts.    The  foundation  was 
laid  5  feet  4  inches  below  low  water ;  the  rise  of  the  spring 
tide  is  14^  feet,  and  the  top  of  the  wall  stands  10  feet 
9  inches  above  high  water ;  the  top  is  paved  for  a  width  of 
nearly  40  feet,  divided  into  two  parts,  of  which  one  is  raised 
2  feet  above  the  other,  with  a  parapet  wall  2  feet  8  inches 
thick.    A  rubble  backing,  18  feet  wide,  next  the  parapet  on 
the  seaward  side,  led  to  a  long  glacis  of  ashlar  pitching  to  a 
slope  of  4^  to  1,  making  the  total  width  of  the  pier,  from  the 
face  of  the  harbour  wall  to  the  footing  of  the  glacis,  about 
250  feet.    The  action  of  heavy  seas  on  the  pitched  glacis  was 
such  that  receding  waves  tore  out  the  stones,  which  had  been 
previously  loosened  by  the  impact  of  the  advancing  waves. 
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or  had  been  blown  np  by  the  air  between  the  joints  saiirjected 
to  hydrostatic  pressure. 

By  experience  of  three  years  of  the  north  breakwater, 
Mr.  Murray  was  induced  to  construct,  the  south  pier,  in 
1846,  with  a  glacis  to  the  seaward  side,  entirely  of  loose 
rubble  stone,  leaving  the  Action  of  the  sea  to  adjust  the  slope. 
It  vi&B  finished  at  a  lower  level  than  that  of  the  north  pier. 


Fig.  247.— Timber  Pier,  Great  Grimsby  Dooks; 

with  a  levelberm  about  3  feet  above  high  water,  and  a  slope 
of  6  to  1.  By  this  depression  of  the  level  of  the  backing,  a 
substantial  sea  wall  was  demanded  for  the  back  of  the  pier  as 
well  as  for  the  harbour  side.  This  pier  is  less  exposed  to 
the  action  of  the  sea  than  the  north  pier.* 

A  simple  timber  pier  is  represented  by  Fig.  247.    Two 
piers  of  this  form  are  erected  at  Great  Grimsby  docks, 

*  See  Mr.  Murray's  paper  on  "  Sunderland  Harbour,"  in  the  Pro* 
feedings  of  the  Institution  of  Civil  Engineerif  vol.  vi.  p.  266. 
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bounding  the  tidal  basin.  The  construction  is  of  open  timber, 
in  bays  of  piles  in  claeters,  25  feet  apart.  The  front  piles 
average  60  feet  in  length  and  14  inches  B^nare,  with  a  batter 
of  i  inch  to  1  foot.  The  interior  or  abntting  piles  average  < 
86  feet  long  and  14  inches  square.  Each  pile  carries  a 
WTOnght-iron  shoe  of  28  lbs,  weight.  The  piles  are  anpported 
and  shored  by  walings  and  diagonal  braces.  The  onteide  of 
the  pieis,  facmg  the  sea,  is  protected  by  half-timber  fender- 
pieces,  spiked  to  the  walings,  which  answer  the  double  pur- 
pose of  keeping  the  heavy  seas  from  injuring  the  lock-gatM,    ' 


Fig.  Sie.— Bonth  Flei,  Botletdun. 

and  of  checking  the  rush  of  the  tides  through  the  basin. 
The  planking  for  the  floor  is  laid  with  j-inch  spaces,  and 
wiought-iron  mooring  rings  are  fixed  at  intervals  of  100  feet 
along  the  inside  of  the  piers.  The  whole  of  the  timber  was 
creoBoted. 

Dutch  engineers,  since  the  year  1860,  have  made  trial 
piers  on  the  system  of  fascine  embankments  in  vogue  in 
Holland.  Two  piers  or  moles  have  been  in  contee  of  con- 
strnotion,  since  1868,  to  form  an  approach  to  Rotterdam. 
They  arc  formed  chiefly  of  fascines.  The  south  pier,  Fig.  248, 
1,258  yards  in  length,  is  finished,  and  ends  in  IS  feet  5  inches 
of  water,  at  low  water.  The  northern  pier  was,  in  1875, 
completed  to  a  length  of  2,078  yards  from  the  shore.  The 
piers  are  constructed  of  succeBsive  layers  of  "  zinkstukken," 
or  fascine  mattresBea,  15  inches  thick,  weighted  with  10  cwt. 
of  stone  per  square  yard.  For  the  body  of  the  pier,  there  are 
requii'ed  from  6  to  6  mattreaaes,  averaging,  with  the  stones, 
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89  inches  thick.  They  are  further  held  in  place  hy  five  rows 
of  piles  driven  ahont  11  or  12  feet  through  this  mass  into  the 
sand  below.  The  outer  slopes  and  edges  of  the  mattresses 
are  covered  with  a  coating  of  stone  averaging  850  cubic  feet 
per  lineal  foot  of  pier.  The  part  above  water  is  covered  with 
larger  stones  retained  by  rows  of  small  oak  piles,  the  ends 
of  which  project  above  the  level  of  the  work  with  *the  view  of 
breaking  the  force  of  the  waves.  The  crown  of  the  southern 
pier  is  26^^  feet  wide,  rounded  on  the  upper  surface,  which 
attains  the  level  of  ordinary  high  water.  The  base  of 
the  work  is  124j^  feet  wide.  The  piles  connecting  the 
mattresses  are  carried  to  a  height  of  9  feet  10  inches  above 
the  top  of  the  piers.  A  roadway  is  fixed  to  the  piles, 
carrying  lines  of  rails  for  the  conveyance  of  materials  for  the 
construction  of  the  pier.  The  height  of  the  pier  is  from 
18  feet  to  16^  feet.  The  cost  of  the  south  pier  was  £145,000, 
being  about  £88  9s.  per  lineal  foot.  The  theory  of  this  kind 
of  breakwater-pier  is  that — 1st.  As  it  is  to  a  certain  degree 
elastic,  the  shocks  from  waves  produce  less  injury  to  it  than 
they  would  do  upon  a  rigid  and  divided  mass.  2nd.  That, 
in  a  short  time,  the  internal  interstices  will  be  completely 
closed  witii  sand,  whilst  the  exposed  surface  will  be  coated, 
and,  so  to  speak,  agglomerated  with  sea  shells,  weed,  &c.,  so 
as  to  become  eventually  a  solid  mass.* 

A  pier,  simply  and  solely  for  the  purposes  of  landing  and 
embarking,  may  be  constructed  very  differently  from  the 
solid  and  substantial  structures  which  have  been  described. 
In  principle  it  may  be  made  so  that  it  shall  not  at  all  inter- 
fere with  the  movements  of  the  sea— erected  on  piles.  One 
recent  example  of  open  pier- work  is  supplied  by  the  pier 
constructed  at  the  seaport  of  Huelva,  in  Spain,  for  the  Bio 
Tinto  Mining  Company,  to  the  designs  of  Mr.  G.  B.  Bruce. 

*  See  Mr.  T.  C.  Watson's  paper  on  "  The  Use  of  Fascines  in  Public 
Works  of  Holland,"  in  the  Froceedings  of  the  Institution  of  CivU 
Engineers^  vol.  xli.  p.  158. 
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Xhe  design  of  tlus  pier  Eupplies  an  excellent  inBtanee  of 
opporttmities  seized  and  applied  in  the  arr&ngementa  for 
WOTking  the  nilway  traffic  on  the  pier  by  gniTitation.  The 
pier.  Fig.  349,  is  eiMistmctcd  on  caet-iron  screw-piles  and 
colnmns,  bnced  togetber  with  wrought-iion  struts,  stays, 


■    51^.  MB,— Pier,  Kio  Tinlo  Mining  Comptmy. 

and  tie-rodfl.  The  piles  are  acrew-pilea  arranged  in  groups 
of  eight  piles,  in  two  rows  of  fonr.  At  the  shore-end  their 
distances  apart,  transversely,  are  7i  feet,  12  feet,  and  7i  feet 
successively.  Longitudinally  they  are  15  feet  apart  between 
centres.     In  the  deep-water  portion,  the  piles  are  all  12  feet 


PIER9.  435 

apart  tranBTersely.     The  Bcrew-piles  fornuDg  the  base  of  tha 
pier  are  16  inches  in  diameter  and  1^  inches  thick.     The 
screw-blade  oa  the  lower  end  of  each  pile.  Fig.  260,  is  6  feet 
in  diameter,  with  a  pitch  of  6  inches,  and  is  held  in  plaoe  by 
two  boltB,  though  it  takes  its  bear- 
ing on  a  cellar  cast  on  the  piles. 
The  screws  were   cast   separately 
from  the  piles,  for  convenience  of 

transit  from  England  to  Spain.     In  '  "'* 

case  any  of  the  piles  should  work 
oat  of  position  daring  the  operation 
of  fixing  them,  a  radial  joint  of 

.  ,     ,       °  .  J      ,    ,L  Pin-  a60.-8orsw-pile. 

4  feet  radina  was  arranged  at  the 

snrface  of  the  ground  at  the  shore-end,  and  in  the  deep- 
water  portion  at  low-water  level,  for  a4jastment  of  the 
upper  lengths  of  the  piles.  The  piles  were  screwed  to  depths 
varying  irom  15  feet  to  82  feet  below  the  surface  of  the 
groand.  They  were  tamed  by  means  of  a  capstan-head 
fixed  on  the  upper  end,  with  eight  arms  of  from  8  feet  to 
15  feet  in  length,  worked  at  the  shore-end  by  16  men, 
though  in  deep  water  from  46  to  110  men  were  employed, 
where  two  capstans  worked  from  two  stagings  were  attached 
to  the  pile.  The  screws  descended  by  amounts  varying 
according  to  the  nature  of  the  soil  traversed.  Whilst  the 
pitch  of  the  screws  was  6  inches,  they  descended,  for  one 
torn,  4^,  5,  6,  8,  or  9  inches,  according  as  the  soil  was  solid 
or  light.  It  was  necessary  at  some  places  to  clear  each  pile 
of  its  core,  and  to  loosen  the  sand  into  which  it  was  screwed. 
This  was  effected  mostly  by  forcing  water  down  through 
the  piles. 

It  was  proved  byrepeated  trials,  at  the  shore-end,  that  the 
ground  was  incapable  of  supporting  more  than  700  lbs.  per 
superficial  foot.  The  bearing  of  the  piles  was,  therefore, 
supplemented  by  that  of  timber  platforms  composed  of 
12-iiich  square  balks,  placed  round  each  group  of  piles  traus- 
xr  2 


of  tiM  |ier  and  snppoztiiig  the 

^  cas^-iraB  discB  ibr  the  purpose 

lIs  Iftii  loBgitediBally.     The  discs 

K>  «5  to  take  tiieir  bearing  on 

igillfd  down  under  a  proof- 

plalfam  and  the  group  of 

smno^ii  w^:^iGr  to  abcat  l.CXM)  aqnare  feet  at  the 
sacw-aLo.  aaii  l.»:  irt  is  ^ecy  water,  oo  that  the  gross 
^j*s  soTQcraM  Mr  stem  i^t  of  bearing  soz&ee  were  re- 
^^lecv^y  <5?1 1^  aasi  71$  Iha.  p^  s^naie  fix*t. 

IW  «:cz3cxs  w^-^  z«t  on  ife  serew-pileB  are  15  inches 
ift  MawQf r.  gc  ckc  3Ciu  1  iach  thick,  npon  which  a^  and 
^its>^>hs  &K  Mss.   X^  coccsn^s  aio  U  feet  from  centre  to 

lei^ths  with  ex- 

bohed  together, 

<nw  <cttr3:zn?^  kc^^  from  the  screw  to  the  cap  on 

1^  M3flUL.    T^  l^iLJas  aac  covizsns  eonstituting  a  bay  are 

$C[*«Baii«i  afti    ^rawhi  ic^-i^ier  by  iongitndinal   and    cross 

^ftritfcsv  aa^  ^^'cLscafeally  ^x  chans«l  irons.     Diagonal  tie- 

jxsl»  I^  V  I  j  iac2iia$  is  <m3DiS«^^  and  an^e-inm  stays,  are 

cji^l^^2«hl«     X!t«f  Ttr.iirt  ^usa^t-«\i£is  OTer  the  15-feet  openings 

AJT^  ^  i^<  i^^«     XBber«  aK  ikrae  doors  or  stages  for  lines  of 

iijui  *»  ^iuJV^  I^v^Is.     Us*  iMdway  of  the  first  floor  is  snp- 

|K^€»Ni  by  ct^Ass^li^iatiKcs  c£  jhv^h  psne,  11  inches  sqnare  at 

^  ic<  4  c*m»»^  rive$«^i  »  two  T«r«ieai  an^e-irons  forming  a 

i^vXv4*     ^^  ;2hf:?»>  ta«j  Icii^lsqcviisad  bearers  for  the  rails,  12 

ti4<^>*.  1>Y  ;>  uivo^  i^^  ^j^  ijj£4^     Xhe  roadways  of  the 

itk<^v  ;M^  Vvtf  :$.Ks^  .rf;^Hxfe  fi^the  sh^ment  of  ores,  two 

,Ki4  ^w^  ^.vk  vH  4>h^  ^i^  h^O.    They  am  constructed  to  meet 

i.*wv  x*^>^^  ^^^^^  iit  Ufc*  ^is^  *iia  fiOIof  the  tide,  and  the  dif- 

-  -  -  *^^  ^^^^*^  ^^  ^^^^^     K^iich  ^  or  spouts  has  four  fixed 

..•x  ---^^     ^^  *i^^  i.^  t^iuij^  gc  lowwid  by  side  chains 

^v  .--  X.-*^^^s^vvv^  v^  %  c*v^-W  kindle  under  the  imier 
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than  this  admits  of  a  too  rapid  descent  of  the  ore.  At  a 
less  inclination,  the  ore  does  not  readily  clear  itself  from  the 
spout.  The  quadrant  and  pinion,  with  hand-gear,  fitted  to 
the  derrick  frame  for  moving  the  spout  horizontally  over  the 
ship's  hold,  are  most  useful  in  trimming  the  ship  during  the 
operation  offloading.  The  flow  of  the  mineral  from  the 
shoot  is  regulated  hy  a  door  at  its  lower  end,  as  is  usually 
done  in  the  shipment  of  coal.  The  door  is  controlled  by 
means  of  two  side  chains,  one  on  each  side  of  the  shoot, 
worked  from  two  oak  drums  fixed  on  one  spindle  working  in 
two  carriages  in  the  derrick  frame.] 


4 


CHAPTER  IX. 

QUAY  WALLS.— DOCK  WALLS. 

The  qnay  walls  of  a  harbonr  are  required  to  fulfil  the  same 
conditions  as  the  walls  of  river  wharfs,  that  is  to  say,  to  re- 
sist the  lateral  thrnst  of  the  ground,  and  to  facilitate  the  dis- 
charge of  vessels.  For  the  attainment  of  the  latter  condition, 
it  is  important  that  they  be  as  nearly  vertical  as  possible  ; 
but  in  proportion  as  this  object  is  attained,  the  stability  of 
the  wall  itself  is  diminished.    The  late  estimable  Mr.  Bennie, 
and  after  him  the  majority  of  English  engineers,  endeavoured 
to  reconcile  the  two  conditions  by  building  their  quay  walls 
with  a  curvilinear  batter  on  both  sides,  laying  the  courses  nor- 
mally to  the  curve  as  in  Fig.  251.    By  this  means  the  stability 
of  the  wall  for  the  same  cubical  quantity  of  masonry  is  cer- 
tainly increased,  and  the  face  stones — being,  in  fact,  voussoirs 
— connect  the  masonry  intimately  throughout.     At  the  same 
time  the  mechanical  difficulty  of  execution  is  greater  than  in  a 
wall  with  horizontal  masonry,  and  this  mode  of  construction 
entails  the  necessity  of  using  inclined  piles,  which  should  be 
avoided  as  much  as  possible.     The  Dutch  engineers  occa- 
sionally incline   the  two  faces  of  the  wall   in   a  direction 
parallel  one  to  the  other,  and  so  that  they  overhang  on  the 
inner  side  at  the  top.     The  radiating  joints  in  such  cases  are 
dispensed  with ;  but  the  stability  of  such  walls,  especially 
when  constructed  upon  soft  mud,  is  never  satisfactory,  for 
the  overhanging  portion  of  the  masonry  adds  to  the  lateral 
thrust  of  the  earth  upon  that  portion  of  the  foundations  and 
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wall  below  the  centre  of  gravity.  Walls  of  this  description 
may  almost  always  be  noticed  to  have  yielded  at  the  feet.  In 
the  French  ports  npon  the  Channel  it  is  cuBtomary  to  build 
the  walla  nearly  vertical  in  the  manner  represented  in  Fig.  262, 


Fig. !«.— Quay  Wall.  Hg.  SSZ.-QiiBy  Wall,  HsTn. 

which  is  taken  from  the  qnay  wall  of  the  onter  harbour  at 
Havre.  The  mean  thickness  adopted  in  these  porta  is  not 
less  than  0-40  of  the  total  height  considered  as  noity ;  and, 
strange  as  it  may  appear  to  our  ideas  upon  the  subject,  it  is 
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foand  practically  that  this  great  thickness  is  not  sufficient  to 
insnre  the  stability  of  the  walls  in  many  oases,  for  many  of. 
them  have  yielded. 

The  rounded  outline  of  the  bottom  of  ships  admits  of  the 
formation  of  a  set-off,  or  of  an  apron,  to  protect  the  founda- 
tions. In  the  case  of  the  docks  at  Antwerp,  as  the  rock  in 
which  they  were  excavated  was  sufficiently  solid  to  dispense 
with  the  necessity  of  a  fiiciug  of  masonry,  the  set-off  was 
formed  iu  the  rock  itself.  This  is,  however,  a  course  of  pro- 
ceeding which  should  only  be  resorted  to  when  there  can  be 
no  danger  of  the  underminmg  of  the  walls. 

The  thickness  to  be  given  to  the  quay  walls,  and  the  pre- 
cise mode  of  construction  to  be  adopted,  must  evidently,  from. 
what  has  been  said  above,  depend  upon  local  considerations 
of  the  cost  of  materials  and  of  labour.  The  most  important 
theoretical  consideration  affecting  them  is  to  be  found  in  the 
fact  that  the  earth  behind  them  is  exposed  to  be  alternately 
wet  and  dry  twice  a  day,  and  that  the  capillary  action  of  the 
ground  causes  this  action  to  rise  to  a  greater  height  than  the 
limits  of  the  tidal  range.  The  earth  in  this  condition  must 
be  considered  to  be  a  semifluid  mass  assuming  naturally  a 
slope  forming  an  acute  angle  with  the  horizontal  line.  But 
the  most  serious  difficulty  attending  the  construction  of  the 
quay  walls  of  ports  arises  from  the  yielding  of  the  mud  under 
the  foundations.  If  the  mud  lie  upon  a  solid  substratum 
which  can  be  reached  by  piles,  it  is  possible  to  found  the 
wall  in  such  a  manner  as  to  guarantee  it  from  any  danger 
arising  exclusively  from  the  vertical  pressure.  But  it  fre- 
quently happens  that  the  mud  moves  laterally  under  the  com- 
pression of  the  earthwork  behind  the  walls,  driving  out  their 
foundations,  and  forcing  up  the  bed  of  the  harbour.  Accidents 
of  this  description  occurred  at  Southampton,  Lorient,  and 
Bochefort ;  and  it  appears  that  if  the  stratum  of  mud  be  of 
great  thickness,  the  only  effectual  mode  of  combating  the 
danger  is  to  lighten  the  vertical  pressure  of  the  filling  behind 
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the  walls  by  means  of  fascines,  timber  platforms,  or  by  hollow 
vaulting.  The  quay  at  Lorient  is  erected  upon  a  bed  of  mud 
of  unfathomable  depth,  and  in  this  case  both  the  wall  and 
the  platform  behind  it  are  carried  upon  piles  driven  with  the 
broad  end  downwards. 

Guard  piles  ought  to  be  placed  in  front  of  quay  walls  to 
protect  them  from  the  abrasion  of  the  vessels  moored  along- 
side as  they  rise  and  fall  with  the  tide,  or  from  the  shocks  of 
vessels  driven  against  the  walls,  occasionally  with  consider- 
able violence.  These  piles  need  not  descend  below  low-water 
mark  of  neap  tides ;  they  are  usually  bolted  to  the  masonry, 
and  covered  with  an  iron  cap.  In  the  angles  of  harbours, 
staircases  or  inclined  roads  may  be  placed,  to  assist  in  un- 
loading small  boats.  The  only  important  precautions  to  be 
observed  in  their  formation  are,  that  all  external  arrises  be 
rounded  off,  and  every  description  of  projection  likely  to 
injure  the  bottoms  of  vessels  studiously  avoided.  The  same 
remarks  apply  to  all  ladders,  mooring  rings,  or  other  facilities 
for  the  manoeuvres  of  the  port. 

[The  lock  walls  of  the  Victoria  (London)  Docks  afford  an 
instance  of  iron  framework,  and  masses  of  concrete  in  com- 
bination, similar  to  that  employed  in  the  construction  of  the 
Brunswick  Wharf,  Blackwall.  The  piles  are  arranged  in  bays 
87  feet  8  inches  in  length,  7  feet  1  inch  from  centre  to  centre  ' 
of  the  main  piles.  The  intervening  space  is  occupied  for  a 
depth  of  15  feet  from  the  top  by  three  cast-iron  plates,  re- 
tained laterally  by  the  edges  of  the  main  piles.  The  lower 
intervening  space  is  occupied  by  cast-iron  sheet  piles  20  feet 
long,  three  in  each  bay.  In  the  rear  of  each  main  pile, 
18  feet  distant  from  it,  a  timber  land-tie  20  feet  long  is  driven. 
It  is  connected  by  tie-bolts  to  the  main  pile,  and  the  inter- 
space is  occupied  by  concrete  walling. 

To  Mr.  B.  B.  Stoney  must  be  assigned  the  merit  of  develop- 
ing to  the  fullest  extent  the  capacities  of  the  system  of  con- 

u  8 
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Crete  work  for  the  constmction  of  large  stmctnres  in  the 
sea.  In  1861  he  designed  and  proceeded  with  the  execution 
of  quay  walls  forming  a  portion  of  a  large  tidal  basin  and 
other  works  at  the  port  of  Dublin,  with  artificial  blocks  of 
large  size,  containing  nearly  5,000  cubic  feet  of  material, 
weighing  850  tons.  The  blocks,  when  laid  in  place,  reach 
from  a  depth  of  24  feet  below  equinoctial  low  water  to  8  feet 
above  that  level,  being  27  feet  high.  They  are  21  feet 
4  inches  wide  at  the  base,  and  12  feet  long  in  the  direction  of 
the  wall ;  and,  when  set  in  place,  a  length  of  12  lineal  feet  of 
the  quay  is  laid,  at  one  operation,  up  to  ordinary  low- water 
level.  The  upper  portion  of  the  wall,  15  feet  10  inches  in 
height  above  low- water  level,  is  built  of  concrete  in  the  usual 
manner  by  tidal  work,  and  is  faced  with  granite  ashlar  to 
offer  a  smooth  bearing  for  ships.  It  is  coped  with  granite 
in  blocks  of  from  2  tons  to  4  tons.  The  total  height  of  the 
wall  is  42  feet  10  inches.  Vertical  grooves,  8  feet  wide  and 
18  inches  deep,  are  made  in  the  sides  of  each  block,  so  as  to 
form  a  well  8  feet  square  between  every  two  blocks.  This 
well  is  filled  with  coucrete  which  acts  as  a  dowel,  and  effec- 
tually closes  up  the  blocks.  The  concrete  consists  of  1  part 
of  Portland  cement  to  7  of  harbour  ballast.  The  outer  face 
of  each  block  is  formed  of  calp  limestone  quarried  near 
Dublin,  having  smooth  joints,  easily  squared.  The  form  for 
the  sides  and  back  of  the  block  is  moulded  in  planking,  and 
the  hearting  consists  of  rough  stones  weighing  from  2  tons 
downwards,  about  which  the  concrete  is  packed  by  means  of 
tamping  irons.  The  blocks  were  manufactured  on  a  side 
stage,  and  were  removed  and  placed  by  means  of  floating 
shears  constructed  for  the  purpose.  The  cost  of  the  quay 
wall  so  constructed,  48  feet  high,  amounts  to  £S4:  per  lineal 
foot,  or  to  £40  per  foot  including  £6  for  interest  on  plant. 
Mr.  Stoney  estimates  that  the  cost,  if  built  in  the  ordinary 
manner  by  coffer-dam,  would  be  more  than  twice  this  sum. 
Contrasting  with  Mr.  Stoney's  monolithic  system,  the  con- 
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stmotionof  Mr.Bmnlees'  dockwallBatAvoumouth,  Fig.  258, 
nay  be  referred  to.     The  walla  were  built  in  a  trench,  on 


Fig.  ass.— Bock  Wsa,  AronmoQth. 

each  Bide  of  which  piles  were  driven.    Stretchera  were  intro- 
duced as  the  excavated  material  was  removed.     The  fouada- 
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tioDS  were  of  bine  lias  concrete  laid  to  a  depth  generally  of 
6  feet  below  the  level  of  the  floor  of  the  docks,  and  4  feet 
thick.  At  other  places,  where  the  ground  was  a  weak  clay, 
the  foundation  of  concrete  was  carried  down  to  the  sand  to 
various  depths  down  to  17  feet  below  the  floor,  as  indicated 
by  dot  lines  in  the  figure.  On  the  blue  lias  concrete,  2  feet 
below  the  floor  of  the  dock,  the  wall  was  built  of  Portland 
cement  concrete  mixed  with  rough  blocks,  faced  with  ashlar 
work  in  Pennant  stone,  to  a  height  of  18  feet  above  the  floor. 
The  concrete  was  tipped  into  the  excavation  from  the  sur^^ce, 
out  of  barrows,  and  at  the  back  it  was  rammed  against  the 
piles  and  poling  boards.  The  front  of  the  wall  was  carried 
up  in  ashlar,  averaging  2  feet  in  thickness,  at  the  same  rate 
at  which  the  cement  concrete  was  put  in.  The  upper  part 
of  the  wall  was  backed  with  coursed  rubble  of  the  ordinary 
description.  By  building  the  lower  part  oi  the  wall  in  con- 
crete, and  the  upper  in  rubble,  time  was  saved  as  well  as  cost. 
The  concrete  set  more  quickly  than  rubble,  and  in  ground 
easily  affected  by  wet  weather  and  liable  to  settlement  that 
was  a  matter  of  great  importance.  The  total  height  of  the 
wall  above  the  foundation  is  42  feet.  The  thickness  at  the 
base  is  17  feet,  and  that  at  the  top  is  7  feet.  The  foundation 
is  20  feet  wide. 

The  quay  walls  of  the  Albert  Docks,  Hull,  opened  in  1869, 
were  constructed  of  sandstone  masonry.    The  foreshore  near 
the  quay  is  covered  with  a  deposit  of  Humber  silt,  or,  as  it 
is  locally  called,  warp,  in  some  places  30  feet  thick.     This 
deposit  thins  out  towards  the  water-line,  and  is  succeeded 
by  a  bed  of  peat  of  from  2  feet  to  8  feet  thick.     Beneath  the 
peat  there  are  two  beds  of  clay,  separated  by  a  bed  of  sand. 
The  western  wall,  Fig.  254,  was  founded  in  the  sand  at  a 
depth  of  3  feet  below  the  bottom  of  the  dock,  on  a  bed  of 
concrete,  defended  by  sheet  piling  in  front.     On  the  north 
side,  where  the  sand  thinned  out,  the  masonry  was  placed 
on  the  clay  direct,  without  concrete  or  sheet  piling.     The 
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Bfiction  adopted  for  the  aonth  vail,  after  a  failnre  of  the 
bank  bad  taken  place  there,  are  shown  iuFig.  266.  For  the 
west  end,  where  the  sand  extended  to  19  feet  below  the 
bottom  of  the  dock,  two  rows  of  close  sheet  piles  were 
driven  20  feet  9  inches  apart,  the  back  tow  being  25  feet 
long,  and  the  front  row  16  feet  long.  The  aand  was  exca- 
vated to  a  depth  of  8  feet  below  the  bottom  of  the  dock,  and 
was  replaced  bjr  concrete  np  to  a  level  of  4  feet  below  the 
bottom.  At  other  places,  where  the  wall  leats  direct  on  olay, 
eheet  piling  is  only  driven  at  the  back  of  the  foondation  into 
the  Hand. 


Fig,  2M.-Boii  WaJl,  HnlL  Hg.  !BS.-Ilook  Wall,  HoH. 

The  foundations  of  the  walla  of  Janction  Dock,  at  Hnll, 
opened  in  1829,  were  laid  entirely  on  pilee  driven  into  loose 
soil,  ae  sketched  in  Fig.  26,  page  44.  The  modem  practice 
of  diatribnted  fonndationa  on  concrete,  in  anbetitntion  for 
tronblesome  and  costly  rows  of  piles,  aa  exemplified  in  the 
most  recent  dockwork  at  Hull,  affords  a  pleasing  contrast. 

In  the  constmctiou  of  the  Marseilles  docks.  Fig.  256,  the 
qnay  walls  were  bnilt  of  blocks  of  concrete  on  a  mbble  base. 
At  a  depth  of  19  feet  8  inches  below  low  water  a  rabble  em- 
bankment is  formed,  having  a  base  about  28  feet  in  width, 
with  slopea  of  2  to  1.  On  tbia  fonndation  a  wall,  conaiating 
of  four  courses  of  blocks  of  concrete,  is  btiilt.   Each  course  is 
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about  6  feet  deep,  and  the  fonr  conraes  make  a  total  height 
of  19  feet  8  inches  to  the  water  level.  These  conrBea  were 
loaded  with  two  loose  coursea  of  similar  blocks  for  six  montha 
in  order  to  settle  the  bank ;  after  which  they  were  removed, 
and  the  wall  was  built  up  about  8  feet  more,  to  the  level  of 
the  quay.  The  width  of  these  blocks  is  about  11  feet.  The 
bank  of  rabble  is  carried  up  behind  the  wall  to  the  level  of 
the  upper  blocks  of  concrete.  In  several  places  the  embank- 
ment beneath  the  wall  moved  by  slipping  forward  and  cansing 
the  walls  to  lean  over  into  the  docks.  The  heap  of  stones 
piled  np  on  the  back  of  the  wall  appears  to  be  well  adapted 
for  thrusting  the  wall  outwards. 


Tig.  SSe.— Qoar  Wall,  UntBelUes  Tlocki. 

The  quality  of  a  dock  wall  is  of  little  importance  compared 
with  the  quantity.  It  mnst  have  weight  to  enable  it  to 
resist  the  chafing  and  bumping  of  large  vessels,  and  it  shonld 
be  sufficiently  strong  not  only  to  hold  any  amount  of  any 
kind  of  backing  laid  against  it,  bnt  to  carry  a  head  of  water 
eqnal  to  its  height  if  it  were  left  dry  on  the  other  side.  The 
eection,  as  a  section,  may  be  amply  strong,  and  yet  there 
may  he  a  fault  in  the  foundation.  Mr.  Alfred  Giles  mentions 
a  dock  wall  erected  by  him,  which  had  a  width  of  26  feet  at 
the  base  resting  on  gravel,  and  a  height  of  forty  feet  above 
the  bottom  of  the  tideway  to  the  coping.  That  wall  moved, 
though  not  seriously,  but  enough  to  show  that  a  base  of 
25  feet  was  not  sufficient  for  a  wall  of  that  height.  Foauded 
on  gravel  5  or  6  feet  deep,  the  wall  did  not  move  ;  but  when 
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there  was  only  8  feet  of  gravel  on  a  substratum  of  clay  the 
clay  moved,  and  the  wall  slid  forward  some  inches.  The 
walls  of  locks,  fortified  by  inverts,  do  not  slide.  The  in- 
ference is  that  if  a  mass  of  concrete  or  other  heavy  deposit 
were  laid  in  front  of  the  wall  at  the  base  the  wall  would  not 
move ;  or  if  a  wall  be  well  founded  on  a  wide  base  of  rubble, 
like  the  wall  at  Marseilles,  to  provide  a  non-sUpping  founda- 
tion, wanting  the  pile  of  rubble  backing  thus  applied,  the 
conditions  of  stability  would  be  met. 

This  argument  leads  to  the  consideration  of  two  illustrative 
instances  in  points  Mr.  James  Barton's  quay  at  Greenore, 
Fig.  257,  has  a  total  height  of  47  feet  6  inches  ;  it  is  15  feet 
VTide  at  the  base  and  7  feet  9  inches  wide  at  the  top,  with  a 
batter  of  1  in  9.  It  is  founded  21^  feet  below  low  water; 
there  is  a  rise  of  tide  of  16  feet,  and  the  top  of  the  wall 
stands  10  feet  above  high  water.  The  bottom  generally 
consists  of  sand  and  gravel,  but  there  is  a  short  length  of 
rock.  The  ground  was  dredged  to  a  depth  of  about  4^  feet, 
and  the  bottom  was  levelled  by  divers  as  the  work  pro- 
ceeded. The  wall  was  faced  with  concrete  blocks,  weighing 
8^  tons,  laid  header  and  stretcher.  The  blocks  were  8^  feet 
deep  for  the  two  lowermost  courses,  and  8  feet  deep  upwards ; 
the  width  of  the  wall  was  alternately  4  feet  2  inches  and 
2  feet  10  inches.  The  back  of  the  wall  wa&  built  of  soft 
concrete  in  bags,  each  containing  a  cubic  yard ;  the  use  of 
which  was  initiated  in  September,  1870.  The  bags  were 
dropped  from  skips  through  the  bottom,  which  was  opened 
for  the  purpose,  and  adjusted  by  divers.  The  bags  fitted  to 
each  other  and  to  the  hearting  of  soft  concrete  which  was 
deposited  from  skips  without  bags.  At  the  toe  of  the  wall,  a 
protecting  body  of  blue  clay  puddle  is  bedded,  2^  feet  deep, 
to  prevent  the  escape  of  sand,  covered  by  a  layer  of  rubble 
stones  2  feet  deep,  extending  15  feet  in  width  from  the  face 
of  the  wall.  Mr.  Barton  considers  that  the  face  of  the  wall 
might  very  well  have  been  constructed  of  bags  of  concrete, 
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like  tlie  back,  instead  of 
regnlar  falooke  of  concrete, 
which  demanded  exact  ad- 
justmeDt. 

The  last  section  of  the 
qoay  wall,  200  feet  long, 
including  the  retnm  Trail 
which  faced  the  littoral  cur- 
rent, was,  under  low  water, 
formed  of  blocks  of  con- 
crete, weighing  100  tons 
each,  08  Bhown  m  Fig.  268. 
They  were  formed  in  moulds 
conBtmcted  of  S-incb  planks, 
just  above  low  water,  and 
their  size  was  regnlated  by 
the  fact  that  they  were  to 
be  lifted  by  flotation  before 
high  water.  Each  block 
was  of  the  entire  thickness, 
and  was  10  feet  long  in  the 
face  of  the  wall.  The  coet 
of  the  quay  wall,  840  feet 
long,  averaging  45  feet  In 
height,  inclading  fendere, 
esclading  the  dredging  of 
the  site,  was  at  the  rate  of 
£21  8b.  per  lineal  yard.  - 

With  respect  to  the  nae 
of  bagB  of  concrete  for  sub- 
marine constrnction,  there 
is  no  difficulty  in  effecting 
a  good  jointing  between  the 
bags.    They  are  easily  ad- 

A^^a^KM.d.,»^BMu    i"^^''^  ^y  ^'^"^  so  as  to  he 
J.M8.— aiiBTWini,  Grteno™.         packed  together,  and  make 
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very  eolid  work.  A  cnrioos  iUneiration  occurred  on  the  coaBt 
of  Holland,  where  a  sailing  vessel  laden  with  bags  of  Portland 
cement  fonndered  close  to  the  coast.  When,  two  or  three 
weeks  later,  the  bags  were  recovered  and  bronght  on  shore, 
the  cement  in  every  bag  had  become  solid,  and  the  solid  had 
aasnmed  the  preoiae  form  of  the  bag,  even  to  the  weft  and 
woof.  It  had  to  be  broken  np  and  nsed  ae  macadam. 
The  water,  of  coarse,  had  penetrated  into  the  body  of  the 


The  second  illnstrative  inetabce  of  a  qnay  wall  stably 


Fig.  t».— QnT  WaU,  St.  Lonia  CuuL 

fonndedis  tbeqnaywall.  Fig.  259,  at  themonthofthe  Rhone, 
facing  the  entrance  to  the  St.  Lonis  Canal.  The  wall,  11  feet 
thick,  is  composed  of  fonr  blocks  of  concrete,  each  11  feet 
long,  8  feet  7  inches  wide,  and  4  feet  1  inch  deep,  on  a  base 
of  rnbble  6J  feet  deep  and  26  feet  wide.  The  concrete  wall 
was  provisionally  loaded  with  tiera  of  blocks  before  the 
snperBtractore  was  added,  a  precantion  generally  practised 
by  French  engineers  to  prevent  nndne  settlement.  The  wall 
is  snrmonnted  by  a  enperstmctnTe  of  rubble  iaced  with  ashlar 
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8^  feet  high  and  9^  feet  wide.  The  cost  of  the  wall  amounted 
to  iS48  per  lineal  yard,  including  dredging,  staging,  and 
loading. 

From  the  foregoing  discussions,  it  is  apparent  that,  in  many 
situations,  foundations  are  laid  and  constructed  without  the 
aid  of  coffer-dams.  The  French  engineers  resorted  to  the 
system  introduced  by  M.  Yicat  so  long  since  as  1813.  This 
system  consists  in  forming  enclosures  of  sheet-piling  up  to 
low-water  level  and  filling  in  with  hydraulic  concrete,  on 
which  the  piers  are  built  in  the  usual  manner.  Messrs.  Bell 
and  Miller,  it  has  been  noticed,*  constructed,  about  the  year 
1862,  sea  walls  and  quays  in  deep  water  without  the  aid  of 
coffer-dams :  forming  the  walls  under  low  water  of  a  com- 
bination of  cast-iron  guide-piles  in  the  front,  with  a  con- 
tinuous stone  facing,  which  is  slid  down  and  over  the  piles, 
enclosing  them,  and  of  concrete  backing  deposited  in  a  soft 
state. 

Mr.  T.  E.  Harrison,  in  1870,  adopted  the  plan  of  building 
a  quay  wall,  where  there  was  30  feet  depth  of  water  at  low 
water,  upon  cylinders,  and  arches  between  the  cylinders, 
with  sheet-piling  of  cast  iron  at  the  back. 

Mr.  J.  F.  Bateman  adopted  the  system  of  brick-cylinder 
foundations  for  the  Plantation  Quay  at  Glasgow,  where  there 
was  a  depth  of  from  50  to  80  feet  of  quicksand.  A  coffer- 
dam to  get  down  to  the  rock  was  out  of  the  question.  The 
cylinders  he  employed  were  12  feet  in  diameter  externally, 
built  in  a  succession  of  rings  of  brick  and  Portland  cement, 
the  rings  being  each  2^  feet  deep  and  2jt  feet  in  width  of 
rim.  The  cylinders  are  grooved  and  tongued  into  each 
other,  and  are  straight  and  vertical.  The  average  depth  to 
which  they  were  sunk  is  52  feet  4  inches  below  the  surface. 
Each  ring  of  which  the  cylinder  was  composed  was  9  tons 
in  weight,  and  the  rings  were  placed  one  above  the  other  to 
weight  the  cylinder  and  send  it  down.     When  extra  weight 

•  Ante,  p.  401. 
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was  reqnired,  iron  rings  5  inches  thick  and  of  5  or  6  tons 
weight  were  added.  The  excavation  was  accomplishad  by 
means  of  Mr.  Milroy's  excavator. 

Wharves  or  qaays  of  timber  are  exemplified  in  Fig.  260. 
It  forms  the  &ce  of  a  part  of  the  embankment  near  the 


Fig.  S60.— Timber  WhsrC  Albeit  Dooke,  Bull. 

Albert  Docks,  Hull,  fronting  the  Humber.  It  is  16  feet 
wide,  and  the  floor  stands  5  feet  above  high  water.  It  is 
constracted  on  two  rows  of  piles,  with  sheet-piling  behind 
the  front  row.  The  back  row  of  piles  is  tied  back  to  a  third 
row.] 


CHAPTER  X. 

DOCKS. 

[A  DOCK  is  a  receptacle  for  ships.  There  are  wet  docks,  in 
which  the  ships  float  at  all  times  of  the  tide,  for  loading 
cargo  or  unloading  it.  They  have  heen  called  '^  floating 
docks"  also,  hat  ''wet  docks"  is  the  better  designation. 
There  are  dry  docks,  graving  docks,  or  repairing  docks,  for 
the  cleaning  and  the  repair  of  ships.  There  are  also  floating 
dry  docks,  commonly  called  floating  docks,  an  expressioa  now 
employed  to  signify  a  dopk  which  floats,  and  carries  a  ship 
in  it  or  upon  it.  Here  it  may  be  noted  that  the  expression 
''  floating  dock  "  has  drifted  from  its  original  signiflcation. 

The  port  of  Liverpool  is  now  the  chief  port  in  the  empire. 
The  power  to  construct  the  first  dock  in  Liverpool  was  given 
by  the  Dock  Act  of  1709.  Subsequently  it  was  known  as 
the  Old  Dock,  and  the  level  of  its  sill  was  adopted,  and  has 
been  used  ever  since,  as  the  established  datum  of  the  port. 
It  was  a  very  humble  beginning,  not  more  than  3^  acres  in 
extent ;  but  it  is  worthy  of  observation,  from  the  fact  that  it 
is  one  of  the  first  recorded  instances  of  the  application  of 
gates  to  a  dock  for  the  retention  of  water  within  it  at  all 
times  at  a  nearly  uniform  level,  to  complete  it  as  a  wet  dock. 
To  the  engineer  of  the  dock,  Mr.  Thomas  Steers,  is  due  the 
honour  of  being  one  of  the  first  to  introduce  dock  gates. 
During  the  first  hundred  years  from  the  opening  of  the  Old 
Dock,  little  progress  was  made  at  Liverpool  in  dock  works. 
In  1816,  the  total  wet- dock  area  was  only  84  acres.     In 
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1825,  nine  years  later,  it  was  extended  to  47  acres ;  in  1846, 
to  108  acres ;  in  1861,  to  220  acres.  The  new  works  now 
in  course  of  construction  at  the  northern  and  southern  ends 
of  the  Dock  estate  comprise,  at  the  north  end,  a  half-tide 
dock  of  18  acres,  having  two  look  entrances,  with  an  open 
basin  direct  from  the  Mersey;  a  great  dock  with  three 
branches  leading  out  of  it,  of  an  aggregate  area  of  48  acres, 
and  specially  intended  for  the  use  of  the  large  ocean-going 
steamship  trade  ;  an  18-acre  dock  for  the  accommodation  of 
the  coal  trade ;  a  repairing  dock  of  8  acres ;  and  2  graving 
docks.  The  new  docks  at  the  south  end  will  include 
special  provision  for  the  local  carrying,  import,  and  other 
trades,  of  82  acres.  The  total  additions,  north  and  south, 
will  amount  to  114  acres  of  wet-dock  area,  with  nearly 
6  miles  of  quayage.  On  the  completion  of  these  great  works, 
the  area  of  the  wet  docks  in  Liverpool  will  amount  to  865 
acres,  with  24  miles  of  quayage.  The  Birkenhead  docks 
exhibit  a  total  of  160  acres,  with  9  miles  of  quayage. 
Taken  together,  the  total  wet- dock  area  in  the  es'at)  of 
the  Mersey  Docks  and  Harbour  Board  will  amount  to  525 
acres,  or  upwards  of  four-fifths  of  a  square  mile,  with  a 
lineal  quay  frontage  of  88  miles.  The  general  plan  of  the 
docks  at  Liverpool  and  Birkenhead  is  exhibited  in  Fig.  261 ; 
and  a  table  of  dimensions  and  proportions  of  the  Liverpool 
docks  is  added,  page  456.* 

*  The  Editor  is  indebted  for  this  historiccJ  information  about  Liver- 
pool Docks  to  the  Address  of  Mr.  J.  F.  Bateman,  President  of  the  In- 
stitution of  Civil  Engineers,  published  in  the  Proceedings^  vol.  lii.  p.  15  ; 
for  the  general  plan  to  Mr.  J.  N.  Shoolbred's  paper  on  the  "  River 
Mersey  and  its  Estuary/'  in  the  JProceedinps,  vol.  xlvi.  p.  21 ;  and  for 
the  tabulated  particulars  to  Mr.  J.  B.  Redman's  Chatham  Lectures  on 
Marine  Engineering. 
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Fig.  Ml.— LivetpoolDooka— MnKnusd/rim 
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DOCKS  AT  LIVERPOOL,  1876. 


Name  <rf  Doek. 


BronBwick 

Queen's    

King's 

Albert 

Oeorge's 

Prince's   

Trafalgar    

Clarence 

Bramley  Moore  . . 

London    

Huskisson    

Branch  No.  1  . . 

„      No.  2  . . 

Canada    

Docks  Extension. 

Upper  South  End, ) 

Herculaneum,   > 

and  Extension  ; 
Branch  to  ditto . . . . 

Combined    

Proposed      dock ) 

below    j 

Proposed  Lower  \ 

Dock j 

Proposed   North ) 

Brunswick    . .  | 
LowerNorthEnd, 

proposed  Half - 

tide  Dock 

Branch    Repair- ) 

ing  Dock j 

Wet  Dock  

South  Branch .... 

Centre 

North  

Sum  of  the  last ) 

four  Docks    . .  j 
Jetties  to  Branch ) 

Docks    / 

Mineral        Wet  \ 

Dock / 


i 


3 
4 

2 

It 
2 

5 

2 
1 
2 
2 
4 


to 

»> 
ti 
If 

yt 
ft  . 
»» 
»> 
i» 

»9 


ft 


l|v 


)) 


4f  „ 
18},, 


3 


„ 


1 
1 

1 
1 
1 


1}„  1 

Hff  1 


1 
1 
1 
1 


3i„  1 


Fe^t. 

1,260 

1,380 

840 

621 

690 

1,600 

780 

760 

1,060 

960 

1,680 

1,260 

1,200 

1,200 


760 
660 

1,330 
1,420 
1,120 

1,200 

840 

1,600 
1,300 
1,380 
1,160 

600 
1,600 


Feet. 

420 

336 

420 

460 

346 

300 

300 

406 

400 

420 

378) 

240} 

300  ) 

600 


440 
160 

300 

376 

60 

700 

160 

600 
300 
300 
300 


600 


Acres. 

12 

11 

8 

6i 
6 

10 

9f 

H 

29 
16} 


7J 

9| 
9 

12i 

H 

19i 


17 
9 


8 
43i 

18J 


II 


Feet. 

3,360 

3,432 

2,620 

2,142 

2,070 

3,600 

2,160 

2,310 

2,900 

2,760 

7,836 

3,600 


2,230 

1,470 
3,700 

3,260 
3,690 
2,360 

3,800 

1,980 

3,100 
2,900 
3,060 
2,600 

11,660 

14,660 

4,200 


p. 


Feet. 
280 
312 
816 
338 
414 
360 
406 
330 
301 
298 

270 

218 


297 

663 
379 


362 

t  B 

293 

•  • 

1,673 

•  • 

197 

•  • 

660 

•  ■ 

182 
322 
322 
326 

•  • 

•  • 

•  • 

•  • 

268 

■  • 

337 

•  • 

228 

•  • 
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The  form  of  the  enclosed  area  of  a  wet  dock  is  governed 
by  the  conditions  of  the  site.  The  square  dock  is  the 
least  costly,  requiring  the  shortest  length  of  wharfing  for  a 
given  area.  But*  it  presents  of  coarse  the  minimum  length 
of  quay  accommodation  for  the  area,  which  is  a  disadvan- 
tage. The  oblong  rectangle  is  more  serviceable.  The 
earliest  docks  in  the  metropolis — ^the  West  India  Docks — 
present  the  proportion  of  length  to  breadth  as  5  or  6  to  1, 
and  they  have  the  reputation  of  being  the  most  convenient 
docks  in  the  river. 

The  entrances  to  docks  are  amongst  the  earliest  subjects 
for  consideration  in  the  design  of  docks,  especially  on  a 
rapid  tideway.  Bespecting  the  best  form  and  direction  for 
the  entrance,  the  entrance  should  be  placed  at  such  an  angle 
to  the  course  of  the  tide  that  ships  may  be  docked  with 
facility — an  acute  angle  pointing  to  the  flood,  that  is,  point- 
ing  upwards.  But,  for  undocking  a  vessel,  she  is  brought 
out  head  first ;  and  if  the  entrance  point  up  stream,  she 
would  be  liable  to  kant  in  the  wrong  direction.  A  direction 
nearly  square  to  the  stream  is  recommended  as  the  best  for 
wet  docks ;  or  an  acute  angle  of  60°  with  the  flood.  The 
direction  is  of  less  importance  if  there  be  made  a  great  width 
at  the  entrance,  by  rounding  or  splaying  the  wings. 

The  next  question  affecting  the  approaches  is  the  design 
of  the  lock,  whether  it  should  be  single  or  double ;  that  is, 
whether  it  should  be  provided  with  two  pairs  of  gates  or 
three  pairs,  and  whether  there  should  be  an  outer  half-tide 
basin  for  the  accommodation  of  vessels  entering  and  de- 
parting in  one  tide,  so  that  the  operation  of  docking  and 
undocking  should  not  affect  the  level  of  water  in  the  docks. 

For  the  construction  of  the  dock,  the  excavation  is  to  be 
considered,  and  the  formation  of  the  quay  banks  beyond 
the  dock  walls ;  also  the  preliminary  borings  to  ascertain  the 
nature  of  the  strata  below  the  lowest  work ;  pumping  water 
from  the  excavation  whilst  in  progress ;  coffer*dams,  and  the 
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most  economical  mode  of  raising  the  excavated  material  to 
the  surfjEice ;  the  condition  of  the  floor  as  to  porosity  or 
lightness  ;  the  character  of  the  qaay  walls  and  the  backing ; 
entrance  locks,  and  bridges  across  them;  warehouse  and 
shed  accommodation. 

Steam-power  is  used  for  raising  the  material  excavated, 
by  winding  engines  or  by  locomotives.  For  them,  of  course, 
lines  of  contractors'  rails  are  laid.  Accurate  borings  must 
be  taken  at  both  extremities  of  the  proposed  site  and  at 
intervals  along  the  quay  walls,  and  at  entrances  or  connect- 
ing locks.  They  should  be  carried  down  below  the  level  of 
any  foundation  work.  It  is  possible,  nevertheless,  to  over- 
bore the  site.  Over-boring  may  happen  where  competitive 
designs  or  estimates  are  in  preparation,  when  the  bore-holes 
may  not  be  properly  plugged  up.  A  celebrated  instance  of 
this  kind  occurred  at  Hull  in  the  construction  of  the  Albert 
Dock.  A  dock  had  been  proposed  there  for  thirty  years 
prior  to  the  actual  commencement  of  the  dock,  and  borings 
had  been  made  at  various  times.  Now  the  alluvial  soil  of 
the  Humber  consists  of  a  bed  of  silt  80  feet  thick,  on  a  seam 
of  stiff  clay  and  pebbles  from  80  to  40  feet  thick,  succeeded 
by  a  stratum  of  quicksand  of  equal  depth  overlying  the 
chalk.  The  foundations  for  the  dock  were  in  some  parts 
carried  down  into  the  sand,  and  one  of  those  old  borings, 
made  as  far  back  as  1888  by  Mr.  Stead,  of  Hull,  had 
been  carried  down  more  than  120  feet,  to  the  chalk. 
When  the  excavations  were  in  progress  an  enormous  quan- 
tity of  water  and  sand  boiled  up  through  bore-holes,  and 
gave  so  much  trouble  as  to  cause  the  removal  of  the  site 
for  the  apron  of  the  entrance  lock  to  be  shifted  out  of 
their  way. 

Quay  walls  have  already  been  treated.  The  manner  in 
which  quay  walls  are  backed  is  a  point  of  importance.  The 
slope  of  the  excavations  behind  the  walls  should  be  benched 
in  horizontal  steps,  and  the  backing  behind  the  walls  should 
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be  laid  in  thin  oonrses  well  rammed.  When  gravel  is  ex- 
cavated a  backing  of  thin  concrete  relieves  the  walls  very 
much  of  undue  pressure  from  freshly  deposited  backing 
material. 

To  prevent  access  of  tidal  water  under  the  aprons  of  locks, 
where  arched  inverts  have  been  dispensed  with,  it  has  been 
customary  to  drive  rows  of  sheet-piling  at  the  outer  and 
inner  margins  of  the  apron,  and  across  the  apron  at  the 
pointing  sill,  down  to  the  solid  substratum.  Thus  the 
passage  laterally  of  subterranean  water  is  prevented.  But 
many  locks  and  docks  are  now  built  without  any  sheet- 
piling,  on  a  mass  of  concrete  stepped  down  lower  at  the 
pointing  sills,  to  effect  the  same  object  as  that  of  sheet-piling, 
namely,  to  do  away  with  a  straight  horizontal  joint  under 
the  work,  and  to  cut  off  the  water,  and  also  to  support  the 
weight  of  the  gates. 

The  application  of  hydraulic  power  for  moving  gates  and 
swing-bridges  at  docks  is  very  generally  resorted  to.  But 
it  is  not  to  be  taken  as  of  universal  application,  for  it  would 
be  quite  inexpedient  in  a  dock  where  the  trade  is  small  and 
the  opening  of  the  gates  infrequent,  or  in  the  case  of  a  swing- 
bridge  that  is  opened  only  once  or  twice  a  day.  Where 
there  is  a  large  traffic,  it  is  a  great  advantage  to  be  able  to 
open  the  gates  in  a  minute  and  a  half,  especially  in  spring 
tides,  when  the  tides  remain  only  for  a  short  time  on  a  level ; 
and  frequently,  from  there  being  a  pressure  of  shipping,  it  is 
of  the  greatest  importance  to  work  the  lock  to  the  latest 
moment.  Another  useful  application  of  hydraulic  power  is 
to  work  capstans  on  pier-heads.  A  capstan  may  require 
thirty  or  forty  men  to  work  it ;  the  confusion  and  labour  are 
avoided  by  the  substitution  of  hydraulic  machinery. 

An  excellent  typical  example  of  docks  designed  and  con- 
structed according  to  modern  practice  is  well  described  and 
illustrated  by  Mr.  L.  F.  Vernon  Harcourt — the  New  South 
Dock  in  the  Isle  of  Pogs,  forming  part  of  the  West  India 

X  2 
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Docks.*  From  thu  Meoont 
the  following  notice  and  Ulas- 
batjons  are  derived. 

Hie  New  Soath  Dock,  on 

the  Tliamefl,  was  constmoted 

aeoording  to  ibe  designs  of 

Sir  John  Hawkshaw.     The 

works  (Fig.  262)  consist  of  a 

dock  having  an  area  of  26f 

acres,  joined  to  a  basin  of 

5i  acres,  hy  a  passage  'with 

.  reverse    gates.        The    west 

J  entrance  to  the  City  Canal, 

.  on  the  site  <^  which  the  dock 

S  was     constmcted,    is      re- 

%  tained ;  bat  at   the   eastern 

f  extremity  a  new  entranco 
has  been  made,  leading  from 
^  tbe  river  to  the  basin.  On 
»  the  sonth  aide  of  the  dock, 
2  foundations  for  five  ware- 
^  houses  have  been  bnilt  and 
jj,  the  snperstnictare  erected 
«  (1872)  on  three  of  them,  with 
a  qnay  shed  in  front. 

The  main  dock  is  2,650  feet 
in  length,  and  460  feet 
broad ;  having  quay  walls  all 
Tonnd  it.  The  bottom  of 
the  dock  is  29  .feet  below 
Trinity  bigb-'water  mark,  and 

*  See  Mr.  Vemon  Harcomt'i 
paper  in  the  Fmtttdinffi  of  tkt  Jn* 
ttitittion  of  Civil  Enginteri,  vol. 
xzziT.  p.  161, 
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the  Eor&ee  of  the  quay  is  5  feet  lOj  inches  above  this 
level ;  making  a  total  faei^t  of  84  feet  10^  iocbes.  On 
the  north  side  of  the  dock  there  are  sixteen  jetties,  afford- 
ing accommodation  for  82  veBsels,  Down  the  centre  of  the 
dock  a  line  of  bnoys,  one  opposite  each  jetty,  is  laid  for 
the  pnrpoBO  of  mooring  the  vessels.  The  dock  walls, 
Figs.  268  and  264,  are  of  brick,  built  hollow,  and  filled  vith 


Fig.  no.    '    Hew  Bontb  Dock  WnU.       Big.  Ml. 

concrete.  They  are  bnilt  on  a  fonndation  of  concrete, 
varied  in  thickness  according  to  the  nature  of  the  soil. 
The  total  thickness  of  the  wall  at  the  base  ia  18  feet.  The 
front,  the  back,  and  the  cross  walls  are  of  brick,  bonded 
with  hoop-iron.  The  front  is  8^  feet  thick,  the  cross  walls 
2  feet  4  inches  thick,  and  10  feet  apart ;  and  the  back 
14  inches  thick,  its  function  being  chiefly  to  keep  the 
concrete  Ming  in  place  until  it  becomes  consolidated.  The 
faee-work  is  bnilt  of  best  picked  London  stock-bricks,  and 
the  rest  of  the  brickwork  of  ordinary  stock-bricks.  The 
wall  ia  coped  throughout  with  Bramley  Fall  Stone,  18  inches 
thick  and  6  feet  wide,  dowelled  with  slate  dowels,  4  inches 
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square,  run  in  with  Portland  cement.  Lias  lime  was  used 
in  the  concrete  and  the  mortar  np  to  a  level  of  6  feet  above 
the  foundations.  For  the  remainder  of  the  wall  greystone 
limestone  was  employed.  The  batter  of  the  walls  is  1  in  12. 
The  floor  of  the  dock  is  covered  throughout  with  a  layer  of 
puddle  18  inches  thick. 

The  jetties  are  180  feet  long  and  25  feet  wide,  and  are  of 
Baltic  timber.  They  are  formed  of  upright  timber  fixed  to 
longitudinal  sills,  strutted  diagonally,  with  lon^tudinal  joists 
at  the  top,  covered  with  4-inch  planks.  The  sides  and  ends 
of  the  jetties  are  protected  with  vertical  fenders  of  American 
white  rock-elm. 

As  the  sills  of  the  old  lock  of  the  City  Canal,  at  the  west 
entrance,  are  6  feet  higher  than  the  bottom  of  the  dock,  a 
row  of  sheet-piling  was  driven  across  the  end  of  the  old 
lock  where  it  joins  the  dock,  to  prevent  the  sills  being 
undermined.  The  ground  was  sloped  from  the  top  of  the 
sheet-piling,  at  the  level  of  the  bottom  of  the  lock,  down  to 
the  bottom  of  the  dock,  protected  by  Bramley  Fall  pitching. 

The  dock  is  separated  from  the  basm  by  a  passage,  176 
feet  long  and  55  feet  wide,  which  being  constructed  v^ith 
two  pairs  of  gates,  reversed,  admits  of  the  level  of  the  water 
in  the  dock  or  in  the  basin  to  be  raised  or  lowered  inde- 
pendently of  each  other — an  object  of  importance  for  the 
satisfactory  working  of  the  two  entrances,  for  high  water 
does  not  occur  at  both  ends  at  the  same  time.  The  founda- 
tions of  the  walls  and  the  floor  of  the  passage  are  of  concrete, 
carried  to  a  depth  of  18  feet  below  the  bottom,  under  the 
sills  and  walls  of  the  dock,  and  in  line  with  the  sills  for  a 
width  of  17  feet.  The  gate  floors  and  aprons  are  on  a  level 
with  the  bottom  of  the  dock  and  basin ;  and  the  level  of  the 
sills  is  2  feet  higher,  or  27  feet  below  Trinity  high-water 
mark.  The  floor  of  the  passage  is  a  pavement  of  asUar 
masonry,  2^  feet  thick  at  the  gates  and  2  feet  thick  else- 
where, except  at  each  end|  where  a  course  of  headers  and 


Btretchera,  9  feet  thick,  [ia  oarried  right 
across.  The  walls  of  the  paBsage  are  of 
Bolid  brickwork,  with  the  exception  of 
the  portion  forming  the  foandation  of 
the  Bwing-bridge,  over  the  centre  of  the 
passage,  where  concrete  haa  been  intro- 
doced.  The  heel-post  stones,  the  hollow 
quoins,  and  the  sills  are  of  granite ;  the 
remainder  of  the  stonework  is  Bramley 
Fall.  There  are  two  capstans  at  each 
end  of  the  passage  for  hauling  vessels 
through  it. 

The  gates  of  the  passage,  Fig.  265,  are 
of  iron,  with  the  exception  of  the  heel- 
posts,  meeting-posts,  and  sill -pieces, 
which  are  of  greenheart  timber.  The 
gates  are  cellolar,  having  two  plate-iron 
skins  separated  by  and  riveted  to  hori- 
zontal and  vertical  ribs.  The  skins  are 
formed  with  an  ontward  cnrvatnre,  bat 
the  sill-pieoe  ia  straight,  to  fit  the  side. 
The  sill  of  the  look  is  of  granite,  formed 
in  two  straight  lines  meeting  at  a  point 
in  the  centre  of  ttie  passage,  and  making 
together  an  angle  of  126°.  The  heel- 
post  works  on  a  steel  pivot  12  inches 
in  diameter,  let  into  the  heel-post  stone. 
Each  gate  ia  also  supported  by  a  roller, 
at  a  distance  of  26  feet  6  inches  from  the 
heel-poat,  mnning  on  a  cast-iron  roller- 
path.  The  gates  are  secured  at  the  top 
to  the  walls  by  strong  iron  anchors  let 
into  the  masonry.  After  having  been 
erected,  the  gates  were  so  far  filled  with 
water  as  to  coanterbalance  their  ten- 
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dency  to  float.  There  are  three  daices  at  the  lower  part 
of  each  gate,  for  adjusting  the  levels  of  the  water  in  the 
dock  and  in  the  hasin.  The  gates  are  opened  and  closed  hy 
means  of  chains  passing  over  cast-iron  rollers  fixed  in  roUer- 
hozes  at  the  bottom  of  the  chain-passages. 

The  passage  from  the  dock  leads  to  the  basin,  which  is 
600  feet  long  and  870  feet  wide,  and  is  sorronnded  by  a 
quay  wall,  like  that  of  the  dock.  It  is,  like  the  dock, 
paddled  at  the  bottom.  On  the  north  side,  the  basin  is  con- 
nected with  the.sonth  entrance  of  the  Junction  Sock, 
thereby  forming  a  means  of  commnnication  between  the  South 
Dock  and  the  others  of  the  West  India  Docks.  The  principal 
object  of  the  basin  is  to  serve  as  an  immense  lock  daring  a 
rising  tide.  The  water  level  is  lowered  to  that  of  the  river 
when  the  tide  has  risen  safficiently.  The  gates  between  the 
basin  and  the  river  are  then  opened,  and  the  vessels  are 
brought  into  the  basin  from  the  river,  or  vice  versa,  antil 
high  water,  when  the  gates  are  closed,  and  the  vessels  in  the 
basin  can  be  passed  into  the  dock  at  leisare.  By  this 
system  the  water  in  the  dock  can  be  kept  at  a  constant 
level. 

The  lock,  Fig.  266,  forming  the  east  entrance  from  the 
Thames,  near  Blackwall,  into  the  basin,  is  800  feet  long  be- 
tween the  gates,  and  the  width  is  65  feet.  The  bottom  of 
the  lock  between  the  gates  consists  of  a  segmental  brick  in- 
vert, 8  feet  thick,  laid  on  a  concrete  foandation,  with  springing 
stones  of  Bramley  FalL  The  gate  floors  and  the  aprons  oat- 
side  the  gates  consist  of  ashlar  masonry  of  Bramley  Fall, 
laid  on  foondations  of  concrete,  the  masonry  being  bedded 
in  lias  lime  and  grouted  with  Portland  cement.  The  founda- 
tions under  the  sills  are  like  those  under  the  sills  in  the 
passage.  The  north  wall  of  the  old  lock  was  left  standing, 
and  that  of  the  new  entrance  was  of  solid  brickwork  9  feet 
thick  in  front  of  it.  The  south  wall  is  like  the  dock  walls, 
except  that  outside  the  outer  gates  the  walls  are  built  of 
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solid  l^ekwork  to  16^  feet  above  the  EDondationB  to  iaoreaae 
Uie  strength  at  this  place,  where  the  pressnre  in  front  is 
constantly  varying  with  the  rise  and  iall  of  the  tide,  and 
vrhere  the  vails  are  not  supported,  as  they  are  between  the 
gates,  by  an  invert. 

For  the  purpose  of  emp^ng  and  filling  the  look,  and  also 
for  lowenng  the  level  of  the  water  in  the  basin,  there  are 
alnioes  is  the  walls  on  each  side,  at  both  pairs  of  gates,  in 
addition  to  the  slnices  in  the  gates  tbemselves.  The  inlets 
into  each  sluice-way  are  four  in  number,  placed  in  the  gate- 
recesses  and  on  a  level  with  the  gate-floors.  These  open  into 
the  main  sloice-ways,  which  are  6  feet  wide  and  7i  feet 
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high  and  are  over-arched ;  and  they  lead  to  the  two  outlets 
in  the  invert  on  each  side.  Beyond  the  entrance-gates,  there 
ate  four  ontlets  on  each  side,  distribated  along  the  walls, 
and  so  serving  to  clear  away  any  mnd  which  might  be 
deposited  on  the  apron.  The  main  sloice-ways  are  lined 
with  Stafibrdsbire  bine  bricks ;  the  sides  and  tops  of  the 
inlets  and  ontiete  are  of  Bramley  Fall  stone ;  the  bottoms  of 
the  sloice-ways  throngbont  ore  paved  with  this  stone ;  the 
grooves  for  the  shnttles,  of  which  there  are  two  in  each 
sluice-way,  are  also  lined  with  it.  The  gates,  biIIh,  hollow 
qnoins,  and  chain-pnssagea  are  the  same  as  those  fi>r  the 
paseagea  already  noticed. 

X  3 
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Two  timber  jetties,  on  piles,  one  at  each  side  of  the 
entrance,  are  carried  into  the  river  for  the  convenience  of 
incoming  and  outgoing  vessels.  Vessels  lie  alongside  the 
sonthem  jetty  awaiting  the  opportunity  to  enter.  Out- 
going vessels  are  assisted  by  the  northern  jetty  in  bending 
their  course  down  the  river,  which  is  at  right  angles  to  the 
entrance. 

A  railway  swing-bridge  crosses  the  passage,  and  a  road 
swing-bridge  crosses  the  lock. 

Accommodation  was  provided  for  the  gas-pipes  and  water- 
pipes  supplying  the  Isle  of  Dogs.  Two  grooves  were 
formed  in  the  invert,  and  a  shaft  in  each  wall,  to  receive  the 
pipes. 

There  is  a  capstan  at  each  side  of  the  entrance,  outside  the 
lock. 

All  the  swing-bridges,  gates,  capstans,  shuttles,  and  cranes 
are  worked  by  hydrauHo  machinery  supplied  by  Sir  W.  G. 
Armstrong  &  Co.  In  order  to  supply  the  increase  of 
power  required  for  working  this  machinery,  besides  the 
machinery  already  in  operation,  additional  engines  and 
boilers  were  erected  at  the  engine-house  at  the  West  India 
Docks.  A  second  accumulator  was  erected  at  the  same 
place,  and  another  at  the  south  side  of  the  new  dock.  The 
water  was  conveyed  to  the  dock  in  5-inch  pipes. 

The  works  were  commenced  in  October,  1866,  when  a 
coffer-dam  was  constructed  across  the  opening  between  the 
timber-pond  and  the  canal.  The  water  was  then  drawn 
off  from  the  timber-pond,  so  that  the  foundations  of  the 
warehouses  and  the  excavation  for  the  new  dock  could  be 
proceeded  with  before  the  water  was  excluded  from  the 
canal.  A  coffer-dam  was  begun  at  the  same  time  across  the 
canal,  between  the  entrance  to  the  Junction  Dock  and  the 
site  of  the  present  passage,  as  the  new  east  entrance  lock 
did  not  form  part  of  the  original  contract,  and  it  was  desir- 
able to  leave  the  portion  of  the  canal,  east  of  the  Junction 
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Dock  entrance,  open  for  a  time  so  as  to  have  water  accommo- 
dation for  unloading  materials  for  the  works.  In  July,  1867, 
the  foundations  of  the  warehouses  were  completed,  the  tide 
was  excluded  from  the  canal,  and  the  greater  part  of  the 
water  in  it  run  off  at  low  water,  through  sluices  in  a  coffer- 
dam constructed  across  the  west  entrance  lock ;  and,  at  the 
same  time,  the  foundations  for  the  south  wall  of  the  dock 
were  laid.  In  August,  the  coffer-dam  on  the  river-side  of 
the  old  eastern  entrance  lock  was  commenced.  It  formed  an 
arc  of  a  circle  of  150  feet  radius,  and  was  'composed  of 
a  double  row  of  piles  separated  by  an  interval  of  5  feet, 
which  was  filled  with  clay,  the  sides  of  the  coffer-dam  being 
strengthened  with  laminated  walings  composed  of  8-inch 
planks.  The  foundations  of  the  walls  rest  partly  on  gravel 
and  partly  on  stiff  blue  clay,  mixed  in  some  places  with  a  good 
deal  of  sand.  Along  the  site  of  a  portion  of  the  north  wall 
of  the  dock,  such  a  firm  and  thick  bed  of  conglomerate  was 
found  that  the  concrete  foundation  was  dispensed  with,  and 
the  wall  was  laid  on  the  conglomerate.  The  ground  through 
which  the  dock  excavations  were  carried  consisted  chiefly  of 
a  thick  bed  of  gravel  and  sand  in  varying  proportions,  and 
averaging  about  20  feet  in  thickness.  The  dock  was  opened 
on  the  5th  of  March,  1870. 
The  cost  of  the  work  was  as  follows : — 

Dock,  basin,  passage,  east  entrance  lock,  and  warebouse 

foundations £467,639 

^  Warehouses 60,000 

Blackwall  and  Millwall  Extension  Hallway,  portion  within 

East  and  West  India  Dock  Company's  boundaries       .      24,500 
Hydraulic  machinery 19,000 

Total  cost £571,139 

The  cost  of  the  dock  wall,  as  constructed,  was  only  £12  2s. 

^         per  lineal  foot.     The  lowness  of  the  cost  was  due,  in  a 

great  measure,  to  the  abundance  of  sand  and  gravel  in  the 
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ezeavations,  with  which  concrete  was  kigdy  made  and  em- 
^oyed,  makmg  the  work  less  costly  thm  brickwork  would 
have  been.  Thecoetper  cabie  yard  was  128.  6d.  The  east 
entrance  lock  cost  £95,000,  mcloslTe  of  excavation,  dredg- 
ing, and  eofbr-dam.  The  excavation  for  the  dock,  passage, 
basin,  and  fonndations  of  the  warehonses  amounted  to 
1,600,000  cubic  yards,  and  cost  £160,000.  The  gates  cost 
£4,000  per  pair ;  the  jetties,  £1,100  each.] 


CHAPTER  XI. 

GRAVING  DOCKS. 

Gbating  docks  (or  dry  docks)  are  docks  constructed  for  the 
reception  of  vessels  while  undergoing  repairs.  They  are 
usually  made  of  such  dimensions  as  to  contain  only  one 
vessel  at  a  time ;  their  sides  are  formed  in  steps,  so  that  the 
form  of  the  dock  is  somewhat  similar  to  that  of  the  vessel 
which  it  is  to  contain,  but  sufficient  space  is  left  around  it  to 
enable  the  workmen  to  get  at  every  part  of  the  bottom  of 
the  vessel,  and  to  afford  sufficient  light  for  the  necessary 
repairs  to  be  made.  The  entrance  of  the  dock  is  closed 
with  gates,  precisely  similar  to  those  which  we  have 
described  as  belonging  to  canal  locks,  by  which  means, 
when  the  vessel  has  been  floated  into  the  dock  and  the 
gates  closed,  the  water  is  pumped  out  of  the  dock,  leaving  it 
perfectly  dry,  the  vessel  being  supported  on  timber  struts 
and  shores  resting  upon  the  steps  already  mentioned,  as 
forming  the  sides  of  the  dock.  The  accompanying  illus- 
trations are  of  a  very  fine  graving  dock,  constructed  by 
the  American  Government  at  their  dockyard  near  Kew 
York.  Fig.  267  is  a  longitudinal  section,  taken  along  the 
centre  of  the  dock ;  Fig.  268  is  a  plan ;  Fig.  269  a  front 
view  of  the  entrance ;  Fig.  270  a  transverse  section  through 
the  centre  of  the  dock ;  and  Fig.  271  another  transverse 
section  through  the  recess  for  the  lock  gates.  The  dimen- 
sions of  the  dock  are  sufficient  to  contain  the  largest  vessel 
in  the  American  Navy,  its  length  within  the  gates  being 
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820  feet,  its  breadth  08  feet,  and  the  width  of  the  lock 
gates  70  feet.    The  manner  in  which  the  vessels  are  snp- 


ported  npon  timber  stmts,  when  the  water  has  b0en  with- 
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drawn  from  the  dock,  is  shown  in  Fig.  270,  from  which  it 
will  be  seen  that  ready  access  is  afforded  to  every  part  of 
the  vessel.  In  order  that  the  "bottom  of  the  dock  may  be 
at  all  times  dry  and  free  from  water,  it  is  formed  with  a 
slight  inclination  from  a  to  b  (Fig.  267),  and  a  gutter  is 
carried  across  the  dock  at  the  lower  end,  leading  into  a  drain 
or  cnlvert,  o  c,  which  passes  entirely  round  the  dock,  as 
shown  in  Figs.  267  and  270,  with  a  gradual  fall  towards  n; 
and,  the  water  being  constantly  pumped  out  of  the  culvert, 
it  is  impossible  for  any  to  accumulate  at  the  bottom  of  the 
dock.  Several  flights  of  steps  (e  e  e)  are  provided  in  dif- 
ferent parts  of  the  dock  for  the  use  of  the  workmen,  by 
which  they  are  enabled  to  reach  any  part  of  the  vessel  with 
great  facility. 

Floaung  Docks. 

[The  floating  docks  constructed  by  Messrs.  G.  and  J. 
Bennie,  at  Cartagena  and  at  Ferrol,  are  shown  endwise  in 
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Fig.  272.— floatiiig  Dock,  Cartagena  and  FenbL 

Fig.  272.  They  are  necessarily  constructed  hollow  at  the 
bottom  and  the  sides,  as  they  depend  for  their  buoyancy  and 
lifting  force  on  the  air  contained  within  them  displacing  so 
much  water.    The  upper  parts  of  the  walls  at  the  sides  arc 
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divided  into  eompartments,  forming  permanent  air-chambers, 
or  floatSi  of  a  capacity  sufficient  to  prevent  the  dock  from 
sinking  when  the  lower  compartments  are  filled  with  water, 
and  to  maintain  the  decks  of  the  side  walls  at  a  level  of  from 
6  to  8  feet  above  the  surrounding  water.  Mr.  Bennie  con- 
siders that  these  air-chambers  are  essential  to  the  safety  of 
an  iron  floating  dock.  The  general  dimensions  of  the  two 
docks  are  as  follows : — 


FerroL 

Length  '.        •        • 

• 

• 

324  feet. 

350  feet. 

Breadth .        .        • 

• 

• 

106    „ 

106    „ 

Height  of  Outside  . 

• 

• 

48    „ 

60    „ 

The  basement,  or  lifting  chamber,  is,  at  Cartagena,  824  feet 
long,  and  at  Ferrol  850  feet  long ;  the  breadth  is  105  feet, 
and  the  depth  is  respectively  11^  feet  and  12^  feet.  It  is 
made  of  |-inch  boiler-plate,  and  is  divided  longitudinally  into 
two  equal  parts  by  a  plate-iron  bulkhead  f -inch  thick.  Each 
of  these  halves  is  divided  by  transverse  bulkheads  into  ten 
equal  compartments  at  Cartagena,  and  eleven  at  Ferrol, 
making  respectively  20  and  22  water-tight  compartments. 
Each  of  these  chambers  is  subdivided  longitudinally  into  two 
compartments  by  a  partition  which  is  perforated,  so  as  to 
admit  of  a  gradual  flow  of  water  transversely  in  the  event  of 
the  dock  suddenly  listing  over.  The  outer  plating  of  the 
side  walls  is  iV-inch  thick  at  the  bottom,  diminished  gradually 
to  f-inch  at  the  top.  For  the  work  of  pumping,  a  pair  of 
horizontal  steam-engines  drive  two  pairs  of  lift-pumps  imme- 
diately under  the  engine,  to  draw  water  from  a  common  pipe 
communicating  with  all  the  chambers.  On  the  ends  of  these 
pipes  are  fixed  the  sluices  of  the  inlet  for  filling  the  chambers, 
and  on  the  sides  there  are  smaller  sluices  and  pipes  in  com- 
munication with  each  chamber.  By  opening  all  the  sluices, 
the  chambers  are  filled ;  and  on  shutting  the  inlet  sluice  with 
I  the  en^es  at  work,  one  or  many  chambers  may  be  dis- 
charged.   The  whole  power  of  the  engine  may  be  directed 
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to  pamping  ont  any  one  compartment,  when  it  is  fonnd 
desirable  to  do  so  in  order  to  balance  or  level  the  dock. 
There  are  distinct  pnmping  arrangements  for  each  side  of 
the  dock. 

The  engines  and  pnmps  are  of  the  following  dimensions. 
The  engines  were  designed  to  make  60  tnms  per  minute ; 
the  pomps,  by  means  of  gearing,  half  the  nomber : — 


Cartagena. 

Fenol. 

Diameter  of  cylinders 

1        14  inches. 

18  inches. 

Stroke  of  pistons 

.        18       „ 

19      „ 

Diameter  of  pumps     . 

.        20       „ 

24      „ 

Stroke  of  pumps         • 

33       „ 

36      „ 

The  spindles,  with  the  columns  and  hand- wheels  of  all  the 
sluices,  are  carried  to  the  upper  deck  within  the  engine-house, 
and  they  can  all  be  manipulated  within  a  space  of  15  feet 
square. 

The  air-pipes  are  6-inch  cast-iron  socket-pipes,  carried  up 
from  each  basement  and  middle  chamber  to  the  upper  deck, 
for  the  e3dt  and  the  entry  of  air  during  the  filling  and  dis- 
charging of  water  into  or  from  the  chambers. 

The  floor  of  the  dock  is  covered  with  8-inch  teak  planks, 
resting  on  cross  beams  of  teak  2  feet  square,  placed  16  feet 
apart,  one  on  each  transverse  bulkhead  and  an  intermediate 
bearer.  The  keel-blocks  are  of  teak,  with  cast-iron  wedge 
pieces. 

The  total  weight  of  the  floating  dock  is  400  tons,  and  the 
draught  when  empty  is  4  feet  7  inches. 

The  basin,  or  dock  receiver,  in  which  the  floating  dock 
receives  the  ship,  is  845  feet  long ;  it  is  curved  at  the  land- 
ward end,  from  which  three  lines  of  horizontal  ways  or  slips 
radiate.  Each  line  is  725  feet  long  and  45  feet  wide,  con- 
structed with  two  altars,  5  feet  9  inches  wide  and  10  inches 
high,  thus  making  the  floor  of  the  ways  or  slips  19^  inches 
below  the  surface  of  the  ground.  Each  is  laid  with  four 
lines  of  timber  ways,  about  10  feet  apart,  with  keel  blocks  to 
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correspond  "with  those  in  the  floating  dock  ;  and  is  intended 
to  receive  vessels,  after  they  have  been  raised  by  the  floating 
dock,  from  the  dock  into  the  slip  by  means  of  hydranlio 
power.  It  is  estimated  that  six  vessels  may  be  building 
or  be  nnder  repair  at  the  same  time,  besides  one  on  the 
floating  dock. 

Vessels  of  from  4,600  tons  to  5,600  ions  can  be  floated  by 
this  dock.  The  largest  vessel  which  has  been  docked  [1871] 
at  Cartagena  is  the  Ntimancia,  iron-clad,  816  feet  long.  The 
draught  of  the  dock  with  this  load  amounted  to  11^  feet,  with 
a  depth  of  1^  feet  of  water  in  the  basement,  and  7  feet 
2  inches  in  the  middle  chambers,  amounting  to  a  weight  of 
800  tons.  The  distributed  weights  were,  then — dock, 
4,400  tons ;  water,  800  tons ;  ship,  5,600  tons ;  total, 
10,800  tons. 

The  dock  when  hauled  out,  empty,  sunk  to  a  depth  of 
37  feet  in  1  hour  25  minutes  after  the  sluices  were  opened. 
It  was  lifted,  with  a  ship  aboard,  in  8  hours. 

The  floating  dock  cost  between  d6150,000  and  £160,000, 
or  about  £B5  per  ton  of  its  gross  weight.* 

The  ingenious  arrangement  of  Mr.  Edwin  Clark,  by  which 
the  vessel  is  raised  entirely  out  of  the  water  by  hydraulic 
pressure,  and  subsequently,  with  its  pontoon,  floated  into  one 
of  a  series  of  shallow  docks  above  quay  level  radiating  from 
the  lift,  is  admirably  adapted  for  a  tideless  sea.  The  Thames 
Graving  Dock  was  constructed  on  this  system.  The  lift  is  a 
direct  mechanical  appliance  for  raising  the  vessel  by  means 
of  vertical  hydraulic  presses.  It  consists  of  two  rows  of 
cast-iron  columns,  5  feet  in  diameter  at  the  base,  4  feet  above 
the  ground  level,  and  sunk  into  the  ground  about  12  feet. 
The  two  rows  are  60  feet  apart,  and  the  columns  of  each  row 
are  20  feet  apart.    There  are  16  columns  in  each  row,  making 

*  See  Mr.  G.  B.  Rennie's  paper  on  the  "  Floating  Docks  for  Car- 
tagena and  Ferrol,"  in  the  Froceedinffa  of  th$  Institution  of  Civil  En* 
gineersy  vol.  zxxi.  p.  295. 
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a  length  of  810  feet  to  the  dock.  The  rows  aire  placed  one 
on  each  side  of  the  excavated  lift-pit  in  27  feet  of  water.  A 
10-inch  hydraulic  press  is  enclosed  in  each  colonm,  with  a 
length  of  stroke  of  25  feet«  The  presses  are  connected  in 
pairs,  one  on  each  side,  by  chains  to  cross  girders,  16  pairs 
of  which  lie  at  the  bottom  of  the  pit,  when  the  presses  are 
lowered.  They  form  a  large  platform  or  gridiron,  which 
can  be  raised  or  lowered  as  repaired,  with  a  ship  in  it.] 


PART  TIL 
HYDRAULIC  ENGINEERINQ. 


CHAPTER  I. 

SUPPLY  OP  WATKl  TO  TOWNS. 

Tbx  qnesiions  wbich  affect  the  choice  of  the  Boorce  and 
means  of  supply  of  water  to  towns  are  those  connected  with 
the  qualities  of  the  water  itself,  in  the  first  instance ;  and,  in 
the  second^  the  relative  conditions  of  the  difference  of  level, 
and  the  distance  between  the  source  resorted  tp  and  the 
place  in  which  the  distribution  is  to  be  effected.  All  waters, 
as  is  well  known,  are  not  equally  adapted  to  domestic  use ; 
and  those  which  are  so  adapted  are  rarely  found  in  the 
precise  localities  where  they  are  to  be  used;  so  that  in 
almost  all  cases  it  is  necessary  either  to  bring  the  supply 
from  a  distance,  or  to  raise  them  above  their  natural  level. 

Notwithstanding  all  that  has  been  said  in  the  controversy 
respecting  hard  and  soft  waters,  there  is  still  very  great 
uncertainty  as  to  the  precise  qualities  required  in  those  to  be 
distributed  in  towns ;  and  the  public  cannot  be  too  frequently 
advised  to  hesitate  before  it  adopts  implicitly  the  opinions  of 
men  who,  though  neither  engineers  nor  physiologists,  have 
lately  assumed  to  dictate  upon  the  subject.  Unquestionably 
excessive  hardness  is  an  objection  to  a  source  of  supply; 
but  some  of  the  chemical  combinations  which  give  rise  to 
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this  cliaracteristioy  if  they  only  act  within  certain  limits,  are 
stated  by  the  most  eminent  authorities  to  render  the  slightly 
hard  waters  more  adapted  for  human  consumption  than  any 
others.  Soft  waters,  again,  are  unquestionably  more  pleasant 
and  agreeable  for  domestic  use  than  hard  waters  ;  but  their 
very  softness  may  be  owing  to  the  presence  of  ingredients 
able  to  affect,  slowly,  but  surely,  the  physical  organization  of 
those  constantly  using  them.  Habit  modifies  the  action  of 
particular  waters  upon  the  human  frame ;  and  it  is  notorious 
that  those  accustomed  to  any  one  (whether  soft,  as  flowing 
from  the  primary  rocks,  or  hard,  as  affected  by  the  carbonates 
or  the  sulphates  of  lime)  are  always  seriously  affected  when 
they  begin  to  use  what  would  be  universally  considered  a 
better  water.  Dogmatical  assertions  are  as  dangerous  in  this 
case  as  in  all  others ;  and,  at  least  until  competent  authorities 
shall  have  decided  what  really  constitutes  the  perfection  of 
a  water  supply,  questions  of  economical  expediency  must 
ultimately  decide  the  course  to  be  adopted  in  the  majority 
of  cases. 

In  the  present  state  of  uncertainty  attached  to  this  subject 
it  may  suffice  to  adopt  the  conclusions  laid  down  by  Th^nard, 
and  to  pronounce  those  waters  to  be  fit  for  domestic  use 
which  are  fresh,  limpid,  and  free  from  smell — able  to  boil 
vegetables  without  affecting  their  colours,  and  to  dissolve 
soap  without  leaving  curds.  They  should  be  very  slightly 
affected  by  the  nitrate  of  baryta,  which  will  indicate  the 
presence  of  the  sulphates  in  combination ;  by  the  nitrate  of 
silver,  indicating  the  presence  of  the  chloride  of  sodium ;  by 
the  oxalate  of  ammonia,  indicating  the  presence  of  the  salts 
of  lime ;  by  the  ferro-prussiate  of  potash,  indicating  the 
presence  of  salts  of  iron;  or  by  the  other  chemical  tests 
usually  employed.  The  residuum,  after  evaporation,  should 
be  very  small.  A  certain  proportion  of  carbonic  acid  gas  is 
considered  to  improve  the  digestive  properties  of  water  for 
drinking  purposes;  and  nearly  all  physiologists,  from  the 
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time  of  Hippoorates  to  the  present  day,  assert  that,  in  small 
quantities,  the  chloride  of  sodium  and  the  bicarbonate  of  lime 
are  also  essential. 

The  temperature  of  water  is  of  nearly  equal  hygienic 
importance  with  its  chemical  nature,  and  it  should  be  as 
constant  as  possible;  that  is  to  say,  compared  with  the 
atmosphere,  it  should  be  warm  in  winter,  and  cold  in  summer. 
Aeration  is  an  important  condition,  for  the  oxygen  thus 
communicated  forms,  in  fact,  an  essential  element  of  the 
salubrity  of  water.  Vegetable  and  animal  matters,  either  in 
suspension  or  solution,  must  be  removed ;  not  only  because 
they  are  disagreeable  in  themselves,  but  also  because  they 
absorb  the  oxygen  in  suspension  in  the  water,  and  cause  the 
latter  rapidly  to  putrify.  The  presence  of  this  class  of 
impurities  may  be  detected  by  chlorine  solutions,  or  by  an 
infusion  of  gallic  acid. 

After  all,  the  most  efficient  method  of  ascertaining  the  real 
qualities  of  a  water  supply  is,  to  observe  the  effects  it  pro- 
duces upon  the  organized  life  resorting  to  it,  especially  upon 
the  human  beings  using  it.  Organized  life  is,  in  fact,  a  far 
more  delicate  test  than  any  chemical  agents  can  ever  be ; 
and  it  is  eventually  affected  by  impurities  too  minute  to  be 
ascertained  by  the  grosser  appliances  of  science.  Such 
waters,  therefore,  as  are  habitually  used  by  vigorous,  power- 
ful, and  healthy  populations,  can  never  be  pronounced  to 
be  unfit  for  domestic  consumption,  whether  they  be  hard  or 
soft,  or  whether  they  contain  salts  of  lime,  or  salts  of  soda, 
or  potash. 

Bain  water,  collected  in  the  open  country  or  at  sea,  a 
short  time  after  the  commencement  of  a  shower  (for  the  first 
drops  that  fall  carry  down  the  impurities  in  suspension  in 
the  lower  strata  of  the  atmosphere),  is  the  purest  that  can  be 
obtained.  In  storms  it  sometimes  contains  nitric  acid ;  on 
the  sea-coast  it  is  often  brackish ;  at  all  times  it  is  aerated, 
but  flat,  and  insipid  to  the  taste,  and  apt  to  cause  colics, 
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probably  firom  the  absence  of  carbonic  acid  gas.  For  in- 
dustrial operations  it  is  generally  considered  to  be  the  most 
advantageous. 

Snow  water  is  without  air,  and  usually  deposits  a  snudi 
quantity  of  dust  on  being  melted ;  ice  water  is  bright  and 
pure,  but  difficult  of  digestion.  The  loathsome  disease,  the 
gattref  is  usually  attributed  to  the  use  of  snow  water ;  but 
the  healthy  state  of  the  crews  of  Captain  Parry's  ships 
during  their  long  arctic  voyages,  when  they  had  no  other 
resource  than  the  dissolved  ice  and  snow,  would  appear  to 
show  that,  if  proper  precautions  be  taken,  they  may  be 
resorted  to  without  inconvenience.  Indeed,  as  several  of 
the  sources  of  soft  water  from  the  earlier  secondary  forma- 
tions produce^  glandular  swellings  analogous  to  the  gmtre,  it 
would  be  reasonable  to  infer  that  the  latter  must  be  owing 
to  the  matters  contained  in  the  snow,  rather  than  to  any 
qualities  inherent  in  the  waters  derived  firom  it. 

Spring  waters  depend  for  their  qualities  upon  the  nature 
of  the  strata  through  which  they  pass.  They  are  fed  by  the 
rain-fall  soaking  partially  into  the  ground  at  a  higher  eleva- 
tion, and  finding  its  way  to  the  surface  at  such  points  as 
offer  less  resistance  to  its  escape  than  it  meets  in  any  other 
direction.  As  pure  water,  such  as  falls  from  the  clouds,  has 
a  remarkable  affinity  for  many  of  the  earthly  bases,  and  for 
the  gases  with  which  the  latter  combine,  it  must  be  evident 
that  the  springs  will  become  impregnated  with  both,  in 
proportion  to  the  time  they  are  exposed  to  their  influence. 
Rivers,  again,  are  formed  by  the  confluence  of  springs  and 
small  streams  fed  by  the  drainage  from  the  watershed ;  con- 
sequently, near  their  sources  their  waters  must  participate  in 
the  respective  properties  of  the  latter.  In  their  course,  how- 
ever, they  may  acquire  a  degree  of  purity  far  greater  than 
exists  in  the  several  affiaents ;  especially  if  they  run  over 
a  rocky  or  a  sandy  bed,  and  do  not  receive  any  organized 
matters  draining  from  the  lands  they  traverse.     Much  of  the 
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gas  taken  np  by  the  springs  in  their  nndergroond  course  may 
be  given  off  in  this  manner,  and  even  many  substances  in  a 
state  of  chemical  combination  may  become  separated.  It  is 
not,  therefore,  always  true  that  the  nearer  the  source  the 
purer  is  the  supply ;  but,  on  the  contrary,  so  much  do  waters 
often  gain  by  exposure  to  the  atmosphere,  that  many  physio^ 
logists  are  of  opinion  that  river  waters  are  preferable  to  those 
obtamed  from  springs. 

The  extent  to  which  waters  are  improved  by  exposure  to 
the  atmosphere  must  naturally  depend  upon  the  nature  of 
the  impurities  they  may  contain.  Thus  the  carbonic,  and 
sometimes  the  sulphuric  acid  gases,  are  parted  with  easily, 
and  the  earthy  carbonates  deposed ;  but  the  sulphates  of 
lime  and  the  chlorides  of  calcium  and  magnesium  are  re<* 
tained  much  longer.  Often  the  distinguishing  elements  of 
two  streams  may  be  traced  for  a  considerable  distance  below 
the  point  of  confluence ;  and,  again,  it  may  frequently  hap- 
pen that  the  impurities  contained  in  either  of  them  may 
facilitate  the  deposition  of  those  contained  in  the  other.  The 
greatest  practical  inconvenience  attending  the  use  of  waters 
taken  directly  from  their  source  appears,  however,  to  lie 
in  this — that  they  are,  under  such  circumstances,  certain  to 
depose  their  earthy  salts  in  the  conduits  employed  in  their 
distribution.  Such  waters  as  contain  the  bicarbonate  of 
lime,  or  the  hydrous  oxide  of  iron,  are  especially  exposed  to 
this  objection. 

Collection  of  Wateb  prom  the  Surface  of  the  Ground. 

The  small  streams  collected  from  the  watershed  of  a 
country  must  be  affected  by  the  considerations  above  de- 
scribed ;  that  is  to  say,  their  qualities  must  depend  upon 
the  strata  over  which  they  flow,  upon  the  organic  matter 
carried  into  them,  and  their  exposure  to  the  atmosphere.  It 
must  be  borne  in  mind,  in  all  these  discussions,  that  it  i^ 
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now  generally  admitted  that,  of  the  total  rain-fall  sapplying 
the  tresh  watc./  of  a  large  tract  of  country,  one-third  flows 
off  in  the  shape  of  rivers  ahove  gronnd,  one-third  is  em- 
ployed by  the  vegetation  or  again  evaporated,  whilst  the 
last  third  penetrates  the  ground  to  supply  deep-seated 
springs  and  wells ;  or,  at  least,  that  these  proportions  hold 
for  the  majority  of  cases.  It  is  the  former  quantity, 
therefore,  that  must  be  calculated  upon,  in  all  cases  where 
it  is  proposed  to  obtain  a  supply  from  the  watershed  of  any 
particular  district;  at  least,  unless  it  be  possible  also  to 
secure  any  deep-seated  springs. 

Now,  it  must  be  evident,  that  as  the  streams  from  the 
watershed  of  a  district  are  supplied  by  the  rain  flowing  im- 
mediately off  the  land,  they  must  vary  considerably  in 
volume ;  and  that  in  winter,  or  the  rainy  season,  they  will 
be  full,  whilst  in  summer  they  will  be  comparatively  dry. 
The  variations  in  volume  will  depend  upon  the  greater  or 
less  equality  of  distribution  of  the  rain-fall,  upon  the  con- 
figuration of  the  country  with  respect  to  the  outlines  of  hill 
aud  dale,  and  upon  the  capacity  of  the  superficial  strata  to 
absorb  and  retain  water  during  wet  weather  and  to  part 
with  it  during  droughts — in  fact,  upon  their  capacity  to 
store  water,  and  thereby  equalise  the  flow.  All  these  com- 
bined causes  have  been  observed  to  produce  very  great  irre- 
gularities ;  and  it  becomes  necessary,  when  a  constant 
equable  supply  is  to  be  obtained  from  a  given  watershed,  to 
construct  reservoirs  so  as  to  store  the  excess  of  one  period 
against  the  penury  of  another.  The  dimensions  of  the 
reservoirs  must  depend  upon  the  distribution  of  the  rain-fall, 
and  it  may  be  laid  down  as  a  rule,  that  they  should  be  cal- 
culated more  with  reference  to  the  maximum  demand  and 
the  minimum  supply  than  to  the  average  of  either.  A 
capacity  of  storage  equal  to  about  six  months'  consumption, 
in  addition  to  the  quantity  whi-ch  is  likely  to  be  evaporated, 
appears  to  be  the  least  which  should  be  admitted  when  it  is 
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proposed  to  supply  any  agglomerated   population  in  this 
manner. 

Waters  thus  stored  are  much  exposed  to  deteriorate  in 
quality.  They  develop  with  singular  rapidity  both  animal 
and  vegetable  life,  and  the  decomposition  of  the  latter,  when 
in  a  state  of  decay,  communicates  elements  of  future  stagnant 
waters  ;  and  these,  if  exposed  to  the  atmosphere,  must  also 
be  exposed  to  the  variations  of  temperature  of  the  latter. 

The  following  rules  should  be  observed,  wherever  local 
circumstances  will  allow,  in  the  construction  of  reservoirs : 
that  the  capacity  be  obtained  by  increasing  the  depth  rather 
than  the  surface ;  that  the  sides  be  as  nearly  as  possible 
vertical ;  and  that  they  be  covered,  so  as  to  protect  them 
from  atmospheric  influences,  amongst  which  may,  perhaps, 
be  included  the  sun's  light,  for  it  appears  to  be  the  most 
efficient  cause  in  promoting  vegetation.  The  expense  at- 
tending the  execution  of  these  works  is  so  enormous  that 
there  can  be  but  very  few  cases  in  which  they  ought  to  be 
undertaken ;  and,  indeed,  in  all  cases  where  covered  reser- 
voirs are  required,  very  careful  and  elaborate  comparative 
estimates  of  the  cost  of  all  other  sources  of  supply  should  be 
made. 

It  may  be  interesting  to  state  that  the  cost  of  some  large 
canal  reservoirs  has  been  about  £450  per  million  gallons 
of  water  stored.  No  town  reservoirs  appear  to  have  been 
constructed  at  a  less  cost  than  about  £600  per  million 
gallons ;  whilst  the  Croydon  Reservoir,  the  only  covered 
one  yet  constructed,  cost  rather  more  than  £4,000  per 
million  gallons,  including  the  price  of  the  land. 

A  well-executed  system  of  catch-water,  or  of  thorongh 
drainage,  would  unquestionably  increase,  to  a  remarkable 
extent,  the  quantity  of  water  derivable  from  a  given  area, 
but  it  will  in  nowise  diminish  the  necessity  for  constructing 
the  storage  reservoirs,  but  rather,  on  the  contrary,  augment 
it ;  for,  necessarily,  the  storage  capacity  of  the  ground  itself 
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18  diminished  in  the  direct  proportion  of  the  peifeeiian  of 
the  'drainage.     The   formation   of  a   system   of  thoroQ^ 
drainage  is   also  a  very  expensive  operation;   and,  when 
eomhined  with  the  necessity  for  reservoirs,  it  mnst  lead  to 
so  great  an  outlay,  that  it  may  safely  he  asserted  that  the 
system  of  collecting  water  from  what  it  has  lately  hecoiu 
the  fashion  to  call  ''  gathering  gronnds "  should  never  be 
resorted  to,  if  any  other  can  reasonably  be  adopted.     How- 
ever,  it  has  been  calculated  that  if  the  situation  of  the 
proposed   gathering   gronnds    offer   steep    declivities    with 
narrow  gorges,  it  is  possible  to  obtain  from  it  two-thinb 
of  the  total  rain-fall — ^although  hitherto  no  instance  can  be 
cited  where  snch  favourable  results  have  been  long  obtained, 
for  the  efficiency  of  the  drains  becomes  rapidly  deteriorated. 

Use  of  Springs. 

Where  springs,  fed  by  the  infiltration  of  rain-waters  faDifig 
npon  a  large  area,  occur  in  considerable  abundance,  and  d 
the  requisite  quality,  they  may  be  considered  to  offer  the 
most  desirable  sources  of  supply  in  all  highly  cultivated  dis- 
tricts, because  it  is  hardly  possible  to  exclude  drainage  waten 
from  flowing  into  superficial  watercourses.  The  precautions, 
before  alluded  to,  as  being  necessary  to  secure  the  depositioB 
of  the  matters  in  solution  which  would  otherwise  choke  the 
pipes,  must  be  taken.  It  is  also  important  to  asceiian 
what  is  called  the  yield  of  the  springs  under  all  the  vaiying 
meteorological  conditions  of  the  locality.  Gangings  of  aay 
watercourse  during  two  or  three  months  are  of  very  little 
use  in  cases  of  this  kind,  because  the  springs  being  ssp- 
plied  by  the  rain-fall  it  follows  that  they  must  vary  with 
the  variations  of  the  weather.  Unless  observations,  then,  be 
extended  over  the  whole  cycle  of  the  climate  (in  England, 
of  about  seventeen  years*  duration),  the  indications  to  be 
derived  from  gaugings  over  short  periods  are  very  likely  to 
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mislead  in  calculations  with  respect  either  to  the  average  or 
the  minimum  flow.  The  period  of  the  year  when  gaagiDgs 
are  taken  will  also  materially  affect  the  correctness  of  the 
observations,  because  not  only  does  the  rain-fall  vary  with 
it,  but  also  the  springs  are  observed  to  be  affected  at  an 
interval  of  from  one  to  five  months,  according  to  the  nature 
of  the  strata.  As  the  greatest  quantity  of  rain  falls  during 
the  later  autumnal  and  the  winter  months,  it  appears  that, 
m  it  be  necessary  to  confine  the  observations  within  very 
short  periods,  the  most  advisable  course  is  to  make  them 
during  the  months  of  September  and  October ;  for,  generally 
speaking,  the  springs  are  at  the  lowest  about  that  period. 
Even  then  the  indications  are  very  likely  to  be  fallacious, 
and,  unless  observations  be  carried  over  the  whole  cycle,  the 
yield  may  occasionally  fall  far  short  of  that  calculated  upon. 

Artesian  Wells  are,  in  fact,  nothing  more  than  excavations 
through  the  overlying  impermeable  stratum  supposed  above 
to  exist  upon  a  permeable  water-bearing  stratum,  underlain 
again  by  an  impermeable  one.  They  form,  as  it  were,  arti- 
ficial  outlets  for  the  waters  contained  in  the  lower  parts  of 
the  basin,  and  the  water-line  in  them  will  depend  upon  the 
hydrostatical  pressure  existing  upon  the  same  lower  parts. 
This,  as  said  before,  will  be  influenced  by  the  level  of  any 
natural  overflow  which  may  exist  around  the  edge  of  the 
retaining  stratum.  The  conditions  of  success  in  an  artesian 
well  depend  upon  the  perfection  of  the  basin  formed  by  the 
water-bearing  stratum,  so  far  as  the  mere  retention  of  the 
water  is  concerned,  and  upon  the  level  of  the  streams  flowing 
from  the  water-bearing  stratum,  so  far  as  the  height  of  the 
water-line  is  concerned. 

The  quantity  of  water  to  be  obtained  from  an  artesian  well 
must,  therefore,  be  regulated  by  the  area  of  outcrop  of  the 
water-bearing  stratum ;  and  that  it  is  far  from  being  un- 
limited is  proved  by  what  has  occurred  at  London,  Tours, 
and  Milan. 
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The  varions  physical  conditions  necessary  to  insure  the 
success  of  artesian  borings  also  introduce  great  uncertaiDty 
in  their  results.  Thus  the  well  of  Grenelle  yielded  a  copious 
supply  at  the  depth  of  1,802  feet ;  in  the  valley  of  the  Loire 
several  successful  works  have  been  executed,  with  an  average 
depth  of  500  feet ;  whilst  one  other,  in  the  same  district,  of 
628  feet  in  depth,  and  a  second,  464  feet  deep,  were 
abandoned,  after  the  usual  retaining  basin  of  the  district  had 
been  traversed,  on  account  of  the  absence  of  supply.  At 
Calais,  an  artesian  boring,  1,150  feet  deep,  was  made  unsuc- 
cessfully through  the  chalk  and  subcretaceous  formations  into 
the  carboniferous  series.  At  Chichester,  at  a  depth,  of  1,054 
feet  from  the  sur&ce,  no  water  was  obtained  from  the  upper 
green  sand;  and  at  Southampton  the  boring  was  discon- 
tinned. 

The  only  infallible  source  for  a  water  supply  is  to  be 
found  in  rivers,  althongh  unquestionably  there  are  often 
serious  objections  to  their  use.  Thus  it  almost  always 
happens  that  they  receive  the  drainage  waters  from  cultivated 
lands  and  inhabited  districts  ;  and  the  daily-spreading  habit 
of  making  their  beds  serve  as  the  outfall  for  sewage  tends 
seriously  to  increase  this  evil.  When  rivers  are  resorted  to, 
it  becomes,  therefore,  necessary  to  place  the  supply-conduits 
at  points  beyond  the  reach  of  such  sources  of  impurity,  and, 
in  almost  all  cases,  to  form  settling  reservoirs  and  filter  beds, 
so  as  to  remove  the  extraneous  matters  present  in  their 
waters. 

The  quantity  of  water  to  be  distributed  in  a  town  is 
usually  assumed  to  be  about  at  the  rate  of  20  gallons  per 
head  per  day,  calculated  upon  the  whole  population.  This 
quantity  would  include  all  that  is  generally  required  for 
municipal  and  trade  purposes,  unless  when  the  latter  are 
of  the  character  of  cotton  printing,  dyeing,  or  scouring 
cloths,  &c.  In  London  the  supply  is  rather  beyond  that 
quoted  above  ;    in  Paris,  also,  it  is  above  20  gallons  ;  but, 
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"where  accurate  observations  have  been  made,  it  appears  that 
really  the  average  daily  consumption  for  every  human  being 
is  about  7  or  8  gallons,  and  that  in  summer  they  require 
from  20  to  80  per  cent,  more  than  in  winter.  Municipal 
requirements  vary,  of  course,  according  to  the  habits  of  the 
country,  but  they  rarely  exceed  10  per  cent,  of  the  total 
consumption ;  and  ordinary  trade  purposes,  together  with 
the  inevitable  waste,  make  up  the  remaining  quantity  short 
of  the  20  gallons  per  individual  per  day  usually  assumed  to 
be  required. 

The  parties  considered  to  come  under  the  designation  of 
large  consumers,  and  as  such  giving  rise  to  an  extraordinary 
demand  for  water,  are  manufacturers,  tanners,  fell-mongers, 
hair-washers,  glue-makers,  curriers,  dyers,  hatters,  brewers, 
distillers,  inns,  bath-houses,  and  steam  engines.  If  many  such 
exist,  it  will  be  necessary  to  provide  especially  for  them ; 
which,  of  course,  would  place  the  rate  of  payment  upon  a 
different  footing  from  that  to  be  supplied  to  the  public  in 
general. 

[In  proceeding  to  the  consideration  of  means  for  effecting 
a  water  supply,  the  extent  of  the  drainage  area  is  ascertained, 
and  the  amount  of  rainfaU  is  arrived  at,  by  taking  the 
average  of  the  observations  for  a  number  of  years  in  the 
neighbourhood.  Then,  the  quantity  of  rainfall  that  can 
be  collected  into  any  reservoir  which  it  is  practicable  to 
make  in  the  district,  is  to  be  considered.  Assuming  the 
case  of  a  district  where  a  reservoir  can  be  constructed, 
capable  of  storing  nearly  aU  the  water  that  can  be  collected, 
the  capacity  of  the  reservoir  should  be  proportioned  to  the 
population  to  be  supplied.  Its  area  is  frequently  about  one- 
t^wentieth  part  of  that  of  the  water-shed.  It  is  almost  im- 
possible by  means  of  reservoirs  to  govern  the  vast  floods 
that  occasionally  occur  ;  and  as  those  will  happen,  sooner  of 
later,  when  the  reservoirs  are  already  filled,  as  a  matter  of 
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coarse,  an  nncertam  qnaniity  of  water  will  flow  over  the 
waste-weirs  and  be  lost,  not  only  to  the  waterworks,  bat  it 
will  be  lost  as  regards  any  nsefdl  application  whatever, 
by  the  mill-owners  or  others  sitnated  on  the  stream.  This 
nnavoidable  loss  is  often  estimated  at  10  per  cent,  of  the 
residue,  after  deduction  made  of  the  amount  lost  by  evapora- 
tion from  the  surfaces  of  the  land  and  the  water.  The  loss 
by  evaporation,  it  has  been  found  by  experience,  depends 
upon  the  nature  of  the  surface,  the  inclination  of  the  land, 
the  amount  of  vegetation  with  which  it  is  covered,  and  other 
circumstances.  As  a  general  rule,  according  to  Mr.  Hawks- 
ley,  the  evaporation,  upon  an  average  of  years,  varies  from 
12  inches  on  a  precipitate  rocky  country,  to  18  inches  on 
land  which  is  of  a  flatter  character,  or  which  may  be  of  a 
more  absorbent  nature.  If  the  evaporation,  which  can 
generally  be  nearly  accurately  estimated  by  a  survey  «of  the 
drainage  area,  be  assessed  at  15  inches,  which  is  about  the 
average  in  England,  then  there  can  be  collected,  on  an 
average  of  years,  about  80  inches  out  of  a  rainfall  of  48 
inches. 

The  next  thing  to  be  determined  is  the  size  of  the 
reservoir  to  receive  and  to  make  this  quantity  of  water 
available.  It  is  regulated  by  the  amount  of  the  rainfall, 
which  is  different  in  diiferent  parts  of  the  country.  Where 
there  is  a  large  quantity  of  rain,  a  smaller  number  of  days* 
storage  will  suffice  than  where  the  fall  is  more  restricted. 
For  instance,  on  the  hills  in  Lancashire,  where  the  rainfall  is 
from  45  to  48  inches  per  annum,  the  reservoir  need  not  be 
capable  of  storing  more  than  140  days'  supply ;  in  Cumber- 
land, where  the  rainfall  amounts  to  60  inches  per  annum, 
120  days'  supply  would  suffice  ;  but  in  the  eastern  parts  of 
England,  where  the  rainfall  does  not  exceed  22  inches  per 
annum,  it  is  necessary  to  make  a  reservoir  capable  of  con- 
taining 200  days'  supply.  With  these  data,  the  amount  of 
capacity  of  reservoir  required  to  utilise  the  water  can  be 
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decided  with  considerable  precision.  As  to  the  amount  to 
be  supplied,  if  the  waterworks  are  well  managed,  and  care  is 
taken  to  prevent  waste,  16  gallons  per  head  per  day  is  suffi- 
cient for  usual  sanitary,-  manufacturing,  and  domestic  pur- 
poses ;  or,  where  the  manufactures  are  in  excess,  then  from 
20  to  25  gallons  should  be  allowed.  But  where  the  internal 
fittings  are  not  properly  looked  after,  that  amount  of  water 
may  be  increased  to  from  80  to  60  gallons  per  head  pet 
day.] 


CHAPTER  IL 

EESERVOIRS  FOR  WATER  SUPPLY. 

The  site  to  be  chosen  for  the  reservoirs  must  be,  so  far  as 
economy  of  construction  only  is  concerned,  as  near  as  possi- 
ble to  the  source  of  supply,  if  the  latter  be  situated  at  a  low 
level ;  or  to  the  commencement  of  the  distribution,  if  the 
waters  be  led  from  a  great  distance.  It  is  advisable,  also, 
wherever  it  can  be  conveniently  effected,  that  all  such 
reservoirs  be  placed  out  of  the  reach  of  the  impurities  of  the 
atmosphere  of  all  large  centres  of  population ;  and  that  they 
be  protected  from  dust  and  soot,  as  well  as  great  changes  of 
temperature.  These  considerations  are  often  of  so  great 
importance,  that  they  may  cause  it  to  be  preferable  to 
augment  the  engine -power,  and  construct  the  reservoir  at  a 
lower  level,  even  if  they  do  not  lead  to  the  abandonment  of 
the  latter  altogether. 

In  addition  to  the  remarks  already  made,  with  respect  to 
the  construction  of  reservoirs,  in  this  and  the  preceding 
chapters,  it  is  necessary  to  state,  that  whenever  such  works 
are  to  be  executed  for  a  town  supply,  they  must  be  formed 
of  such  materials  as  are  not  likely  to  affect  the  qualities  of  the 
waters  they  are  intended  to  receive.  In  all  cases  of  this 
description,  to  a  certain  extent  the  waters  must  be  stagnant, 
and  they  are  then  likely  to  absorb  any  soluble  salts  con- 
tained either  in  the  earth  or  in  the  masonry  of  the  wall.  It 
appears,  therefore,  to  be  very  doubtful  whether  water  intended 
for  town  distribution  should  be  stored  in  reservoirs  which 
are  puddle-lined  or  pitched  with  calcareous  stones.     Silicious 
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sandstones,  hard-burnt  bricks,  or  the  argillo^alcareons  stones, 
bedded,  where  necessary,  in  powerfully  hydraulic  limes,  or  in 
cements,  or  iron,  protected  from  the  immediate  chemical 
action  of  the  water,  are  unquestionably  the  most  advisable 
materials  to  be  used  in  forming  the  faces  immediately  in 
contact  with  the  water.  The  positions  of  the  inlet  and  outlet 
pipes  should  be  arranged  in  such  a  manner  as  to  insure  a 
constant  flow  through  the  body  of  water  in  the  reservoir ; 
and  precautions  should  be  taken  to  keep  back  any  impurities 
which  might  be  introduced,  by  either  forming  depositing- 
wells  under  the  inlet-pipes,  or  by  placing  gratings  or  filters 
over  the  heads  of  the  outlets. 

The  other  accessories  to  reservoirs  intended  to  hold  waters 
for  town  distribution  are  simply — 1,  the  valve-pit,  placed  at  a 
small  distance  from  the  outlet  through  which  both  the  pipes 
are  made  to  pass  if  possible  :  it  is  formed  for  the  purpose  of 
working  and  examining  the  respective  valves  by  means  of 
which  the  water  is  admitted  to  or  excluded  from  the  reser- 

• 

voir  or  the  pipes,  as  the  case  may  be ;  2,  the  overflow-pipe, 
waste-weir,  or  other  provision  for  regulating  the  height  of 
the  water;  8,  the  scouring  or  cleansing-pits,  with  a  dis- 
charge-pipe placed  at  such  a  point  as  to  allow  the  whole  of 
the  water  to  be  drawn  off  if  requisite ;  and,  4,  means  of  access 
to  the  bottom  of  the  reservoir.  It  is  desirable,  and  practi- 
cally it  is  almost  always  so  arranged,  that  the  outlet-pipe  be 
so  placed,  that  a  certain  depth  of  water  should  always  be 
retained,  excepting  when  the  cleansing-pipe  is  opened.  The 
object  proposed  by  this  arrangement  is  to  allow  a  more 
eflectual  deposition  of  the  mechanical  impurities  of  the  water. 

[In  constructing  the  dams  of  reservoirs,  the  system  usually 
followed  is  to  excavate  the  ground  to  a  depth  sufficient  for 
removing  from  its  area  all  material  of  a  boggy,  peaty,  slip- 
pery, or  compressible  nature,  as  well  as  any  silt  or  earth, 
which,  .when  acted  on  by  water,  is  likely  to  run  into  a  quick- 
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sand.    In  the  centre  of  the  dam,  a  puddle  wall,  or  core,  is    | 
formed  of  tough  impervious  clay,  let  into  a  trench  which  is 
dug  out  to  receive  it,  and  carried  up  to  the  level  of  the  top 
of  the  embankment.     The  thickness  of  the  core  is  dependent 
to  some  extent  on  the  total  height  of  the  embankment.    The 
width  at  the  top  is  made  of  various  widths  of  from  5  feet  to 
10  feet.     It  is  made  with  a  batter  on  both  sides  which  is 
generally  such  that  the  thickness  at  the  base  is  about  one- 
third  of  the  depth  of  the  water  to  be  sustained.     A  good  role 
is  to  make  the  width  at  the  top  10  feet,  and  to  give  the  sides 
a  batter  of  1  inch  per  foot.     For  an  embankment  rising 
6  feet  above  the  water,  to  sustain  the  pressure  of  66  feet  of 
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water,  the  thickness  at  the  bottom  would,  by  this  rule,  amount 
to  22  feet.  The  puddle  wall  is  immediately  supported  at 
each  side  by  material  selected  for  its  retentive  character,  and 
the  remainder  or  outer  portion  of  the  bank  is  made  np  of 
the  harder  or  less  impervious  earths.  The  inner  slope  is 
covered  with  stone  pitching,  to  prevent  injury  to  the  em- 
bankment by  the  wash  of  water.  The  normal  section  of 
such  a  dam  is  illustrated  in  Fig.  273. 

Dams  constructed  of  masonry  are  better  and  safer  than 
earthen  dams,  provided  that  they  are  built  upon  a  continuous 
foundation  of  rock.  They  are  adopted  in  countries  where 
the  hard,  primitive,  basaltic  rocks  prevail,  and  where  special 
provision  against  the  percolation  of  water  is  not  demanded. 

The  outlet  for  water  from  the  reservoir  it  was  customary, 
formerly,  to  *  carry  through  and  under  the  earthwork  of  the 
embankment.     On  this  system,  there  is  a  constant  risk  of  the 
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leakage  of  water  along  the  surface  of  the  pipe  or  culvert 
itself,  by  the  nneqaal  pressure  of  the  embankment,  and  by 
the  unequal  settlement  to  which  it  is  liable  at  the  place  where 
it  traverses  the  puddle  trench.  Naked  cast-iron  pipes,  thus 
exposed,  are  peculiarly  liable  to  fracture  if  they  be  only  sur- 
rounded by  puddle  ;  and,  if  they  be  commanded  by  a  valve 
at  the  outer  end,  being  thus  constantly  and  necessarily  full 
of  water,  the  risk  of  damage  is  evidently  greater  than  when 
the  shut-o£f  valve  is  placed  at  the  inner  end  of  the  pipe.  But, 
even  where  the  pipe  is  carried  through  a  culvert  of  masonry 
or  of  brick,  the  culvert  itself  is  exposed  to  the  strain  of  unequal 
settlement  at  the  centre  where  it  crosses  the  puddle  trench. 

In  the  opinion  of  Mr.  A.  B.  Binnie  and  other  engineers, 
the  best  method  of  providing  an  outlet,  and  at  the  same  time 
obviating  the  risks  of  failure  above  noticed,  is  to  design  the 
embankment  so  that  it  can  itself  settle,  and  may  compress 
the  ground  on  which  it  stands,  without  either  doing  injury 
to  itself  or  to  any  other  part  of  the  work,  and  to  design  the 
outlet  in  such  a  manner  that  it  shall  be  perfectly  under  con- 
trol, and  that  any  leakage  from  it  will  not  injure  the  embank- 
ment. For  the  attainment  of  these  objects,  tunnel-outlets 
have  been  constructed,  formed  of  masonry  or  of  concrete 
and  iron,  placed  in  a  drift  or  adit,  which  has  been  regularly 
mined.  The  course  of  the  tunnel  is  carried  either  round  and 
clear  of  the  end  of  the  embankment ;  or,  if  passing  under  any 
part  of  it,  it  is  situated  at  a  considerable  depth  in  the  solid 
rock  below  the  base,  not  only  of  the  embankment  but  also  of 
the  puddle  trench.  The  flow  of  the  water  through  the  tun- 
nel is  generally  regulated  by  a  valve-tower  in  the  reservoir 
at  the  inner  end  of  the  tunnel,  or  by  valves  built  in  a  well 
situated  about  midway  in  the  length  of  the  tunnel,  and  quite 
clear  of  the  embankment.  The  first  is  the  better  system,  as 
it  provides  for  shutting  o£f  the  water  from  the  whole  length 
of  the  tunnel,  when  the  tunnel  is  required  to  be  clear  for 
inspection  or  repair.] 
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Should  the  only  avaiUble  soiiree  of  supply  be  of  a  quality 
to  reqnire  filtration^  it  -will  be  found  advisable  to  perform  that 
operation  at  the  very  latest  possible  period  before  the  distri- 
bution takes  place.  However  perfectly  filtration  be  per- 
formed, whether  by  chemical  or  merely  by  mechanical  agents, 
if  the  water  be  stored  for  any  length  of  time  afterwards  it 
will  infallibly  develop  or  take  up  imparities.  The  course 
adopted  by  some  of  the  London  companies — ^filtering  the 
water,  and  then  raising  it  into  reservoirs,  where  it  is  exposed 
daring  several  days  to  the  action  of  the  atmosphere — ^is  radi- 
cally incorrect.  In  sach  and  in  all  similar  cases  the  water 
shoald  be  allowed  to  settle  at  the  lower  level,  and  the  filtra- 
tion shoald  take  place  after  it  leaves  the  apper  reservoirs. 
Precaations,  however,  mast  be  taken  to  insure  that  all  im- 
purities likely  to  choke  the  pumping-mains  be  removed  before 
the  water  enters  them. 

Wherever  filters  are  used,  it  is  customary  to  construct  be- 
fore them  settling  reservoirs,  in  which  the  waters  may  deposit 
the  grosser  impurities  they  may  contain ;  and  it  appears 
advisable  that  these  should  be  of  sufficient  capacity  to  allow 
the  water  to  settle  during  at  least  three  days.  From  thence 
it  must  be  led  upon  the  filter,  without  velocity  or  current 
able  to  act  upon  the  materials  of  which  this  may  be  composed. 
The  filters  themselves  may  be  either  chemical  or  mechanical ; 
that  is  to  say,  they  may  either  alter  the  qualities  of  the  water 
or  they  may  merely  act  by  removing  impurities  in  suspension. 
To  effect  the  former  is  necessarily  a  costly  and  difficult  opera- 
tion, and,  indeed,  so  much  so,  that  it  may  fairly  be  con- 
sidered unattainable  with  the  whole  quantity  required  for  a 
town  supply.  And  if  the  water  be  immediately  taken  from 
a  good  mechanical  filter,  with  as  great  rapidity  as  this  can 
yield  it,  the  quality  will,  in  almost  every  case,  satisfy  not 

only  the  public  demand,  but  also  the  real  exigencies  of  the 
case. 


CHAPTER  m. 
FILTRATION  FOR  WATER  SUPPLY. 

[Fob  large  towns  where  filtration  is  necessary,  by  the  system 
generally  adopted  the  water  is  filtered  downwards,  passing 
by  its  gravitation  through  layers  of  sand  and  gravel.  For 
this  purpose  shallow  reservoirs  are  constrncted,  of  which  a 
common  form  is  shown  in  section,  Fig.  274,  usually  lined 
with  brick,  with  inclined  sides,  and  a  floor  nearly  flat. 
Drains   are  formed    on   the  floor  and   are   covered    with 
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Fig.  274.— Kltration  fieservoir. 

filtering  material  to  a  depth  of  about  4  feet.  At  the  top 
there  is  a  layer  of  2  feet  of  coarse  granular  silicious 
sand,  insoluble  in  water,  of  the  size  of  bay  salt ;  next  there 
is  a  layer,  6  inches  deep,  of  coarse  sand  or  of  fine  gravel  about 
the  size  of  peas  and  beans ;  then  a  6-inch  layer  of  coarser 
gravel  of  the  size  of  walnuts ;  and  at  the  bottom  a  layer, 
12  inches  thick,  of  rubble  stones  about  the  size  of  potatoes  and 
turnips,  surrounding  and  covering  the  drains.  This  filter  is 
cleansed  from  time  to  time  by  removing  a  few  inches  of  the 
upper  stratum  of  sand, ..which  after  having  been  washed  can. 
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be  replaced  on  the  filter.  In  forming  a  filter-bed  care  should 
be  taken  that  the  sand  is  not  fine,  otherwise  the  filter  speedily 
becomes  choked.  Coarse  granular  sand  attracts  the  particles 
of  matter  suspended  in  the  water  jost  as  well  as  the  finest 
sand. 

The  pipes  which  lead  from  the  drains  nnder  the  filter  to 
the  pore-water  tank  should,  according  to  Mr.  Binnie,  be  so 
arranged  that  the  head  of  water  on  the  surfiice  of  the  sand 
shonld  not  exceed  12  inches,  for  the  success  of  the  process 
of  filtration  is  contingent  on  the  slowness  with  which  the 
f^ater  passes  through  the  filtering  bed.  Mr.  Bateman  has 
found  in  practice  that  such  a  filter  can  properly  purify  water 
when  the  rate  of  progress  does  not  exceed  6  inches  vertically 
per  hour,  equivalent  to  a  discharge  of  75  gallons  per  super- 
ficial foot  per  day  of  twenty-four  hours.  By  this  measure 
1,500  square  yards  of  filtering  area  should  be  provided  for 
every  1,000,000  gallons  required  per  day,  and  an  allowance 
in  addition  as  provision  for  setting  o£f  the  filter  from  time  to 
time  for  cleaning  and  repair. 

Mr.  Hawksley  is  of  opinion  that  sand  filters  operate  not 
only  mechanically  but  also  chemically,  and  that  the  chemical 
changes  depend  very  much  upon  the  particular  state  of  the 
organic  matter  in  the  water,  and  on  the  admission  of  the  free 
oxygen  of  the  atmosphere.  The  sand  filter  clears  the  water 
mechanically  by  the  agency  of  the  well-known  principle  of 
attraction  and  aggregation.  When  the  water  descends 
slowly  through  the  filter,  the  minute  particles  of  matter  sus- 
pended in  it  are  attracted  by  the  facets  of  the  sand,  and  they 
adhere  there.  Thus  the  water  becomes  clear,  and  the  opera- 
tion is  carried  on  so  rapidly  that  scarcely  in  any  filter  does 
the  water  remain  foul  for  more  than  a  few  inches  below  the 
surface  of  the  filter  bed.  A  thin  bed  of  sand  is  therefore 
considered  to  be  just  as  effective  as  a  bed  of  2  feet  or  8  feet 
in  thickness.  The  sand  filter  also  acts  chemically,  for  it 
actually  destroys  organic  matter,  and  it  deprives  water  in 
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which  lime  is  held  in  solntion  hy  the  excess  of  carhonic  acid 
of  part  of  the  chalk,  thereby  softening  the  water.  Any  sub- 
stance which  attracts  oxygen  to  its  surface  and  renders  it  to 
organic  matter,  destroys  the  organic  matter,  and  renders  the 
water  pure.  This  action  is,  to  some  extent,  set  np  in  the 
sand  filter. 


l"ig'  276. 


Vig  276. 
Filter  Beds  and  Pore-water  Tank,  Leicester  Waterworks. 

The  arrangement  of  filter-beds  and  the  pure-water  tank 
of  the  Leicester  Waterworks,  designed  by  Mr.  Hawksley,  are 
illustrated  by  Figs.  275  and  276.  Before  filtration,  the  water 
holds  in  suspension  a  perceptible  quantity  of  muddy  matter, 
and  is  also  sensibly  brown  from  a  little  peat  and  other  organic 
matter  found  on  the  surface  of  the  watershed  from  which 
the  water  is  derived.  After  filtration,  the  water  is  completely 
freed  from  matters  in  suspension,  and  is  generally  deprived 
of  colouring  matter,  though  in  the  worst  seasons  there  is 
sometimes  a  slight  discolouration.  The  water  is  brought 
from  a  large  storage  reservoir,  about  40  acres  in  extent,  into 
the  filter-beds,  four  in  number,  in  separate  channels,  so  that 
either  filter  may  be  cut  off  and  cleaned  without  disturbing 
the  action  of  the  others.  The  filter-beds  are  each  99  feet 
long^  66  feet  wide,  and  8  feet  8  inches  deep.  They  hold 
sand  to  a  depth  of  2^  feet,  upon  2^  feet  of  gravel,  varying  in 
size  from  that  of  beans  to  that  of  eggs.     The  water  then 
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passes  down  ihroagh  the  sand  and  tiie  snccessive  siarata  of 
gravel,  into  the  drains,  and  from  these,  by  means  of  pipes, 
into  the  central  pure-water  tank.  This  tank  is  8  feet  8  inches 
deep,  and  holds  7  feet  8  inches  of  water.  To  prevent 
the  pressore  exceeding  a  certain  limited  extent,  the  pipes 
deliver  the  pore  water  into  a  pipe  which  stands  up  in  the 
pure-water  tank  within  2  feet  of  the  surface.  By  this  con- 
trivance there  can  never  be  more  than  2  feet  of  pressure 
upon  the  sand,  and  the  water  is  obliged  to  go  through  at  a 
slow  rate,  amounting  to  about  600  or  700  gallons  per  day 
per  square  yard  of  surface,  which  is  equivalent  to  66  or  77 
gallons  per  square  foot  per  day.  The  water  thus  filtered  is 
not  only  free  from  suspended  matter  but  is  to  some  extent 
operated  upon  chemically,  so  as  sensibly  to  diminish  the  pro- 
portion of  organic  matter. 

The  water  supplied  to  the  inhabitants  of  Berlin  is  derived 
from  the  river  Spree.  Previous  to  its  being  received  into  the 
tank  or  reservoir  for  distribution,  the  water  is  passed  through 
filters  and  is  freed  from  impurities  ;  but,  after  remaining  in 
the  open  tank  for  a  day  or  two,  the  whole  surface  of  the  water 
got  covered  with  confervsB  and  vegetation  of  various  kinds. 
The  water  also  lost  its  transparency,  and  became  thickly 
turbid.  The  engineer  thereupon  recommended  that  the  pure- 
water  tanks  should  be  covered  over.  They  were  covered, 
and  immediately  the  unpleasant  symptoms  disappeared,  the 
water  remaining  in  its  pure  condition.  Mr.  J.  F.  Bateman 
reports  a  similar  occurrence  at  the  Warrington  Waterworks, 
where  the  water  was  collected  from  gentle  slopes  of  cultivated 
land  of  the  New  Bed  Sandstone  formation  into  a  reservoir, 
after  which  it  was  rendered  perfectly  pellucid  by  being 
filtered  through  sand,  and  was  then  passed  into  a  tank  not 
more  than  6  feet  deep.  Although  that  water  was  filtered  as 
well  as  it  could  be,  it  very  soon  became  filled  with  animal- 
cules, for  the  separation  of  which  Mr.  Bateman  introduced  a 
copper  wire-gauze  strainer  of  eighty  strands  to  the  inch.  But 


FILTRATION    FOR   WATER   SUPPLY.  499 

it  was  so  difficult  to  cleanse  the  gauze  from  the  animalcules, 
that  he  ultimately  resorted  to  the  covering  over  of  the  reser- 
voir. This  was  effected  without  emptying  the  reservoir  by 
erecting  vertical  pillars  supporting  cross  beams,  on  which 
large  flags  were  placed.  As  the  work  progressed  the  con- 
fervaB  beneath  the  covered  parts, gradually  fell  to  the  bottom, 
and  by  the  time  it  was.finished  they  had  entirely  disappeared, 
whilst  the  water  has  been  delivered  in  a  pure  state  ever 
since.. 

The  growth  of  confervse  is  peculiar  to  shallow  waters.  In 
tanks  of  from  15  feet  to  20  feet  deep  they  are  not  generated. 
The  service  reservoirs  of  the  Manchester  Waterworks,  which 
are  lined  with  bricks  throughout,  are  18  feet  deep  at  one  end 
and  20  feet  deep  at  the  other  end.  They  are  kept  constantly 
filled  to  within  a  foot  or  two  of  the  top,  and  no  vegetation 
appears  upon  them.] 


CHAPTER  IV. 
MODE  OF  DISTRIBUTION  OF  WATER  SUPPLY. 

When  the  source  of  supply  shall  have  been  determined  upon, 
it  becomes  necessary  to  consider  the  system  of  distributioii 
to  be  adopted.  Formerly,  in  almost  all  English  towns,  this 
was  effected  by  what  is  called  the  intermittent  system,  in 
which  the  water  was  supplied  from  the  mains  during  a  greater 
or  less  number  of  days  in  the  week,  and  stored  in  cisterns  for 
domestic  use  in  the  intervals.  This  system  still  prevails  in 
London  and  in  many  other  towns.  Of  late  years — and  prin- 
cipally by  the  influence  and  authority  justly  attached  to  the 
name  of  its  most  zealous  advocate,  Mr.  Hawksiey,  beyond 
all  dispute  the  ablest  engineer  practising  the  peculiar  branch 
of  the  profession  connected  with  the  distribution  of  water — a 
system  known  by  the  name  of  'Hhe  constant  and  high  pres- 
sure *'  has  been  introduced.  It  consists  in  so  arranging  the 
supply,  that  not  only  the  mains  but  also  the  house  services 
are  always  charged  day  and  night,  and  the  pressure  is 
usually  such  as  to  insure  the  delivery  of  water  at  the  highest 
level  in  a  town  at  which  it  can  possibly  be  required. 

Abstractedly  considered,  there  can  be  no  doubt  but  that, 
in  every  point  of  view,  the  constant  delivery  must  be  the 
best.  Any  person  who  would  take  the  trouble  to  look  at, 
for  it  is  not  necessary  to  examine,  the  various  receptacles 
(butts,  tanks,  or  cisterns)  used  to  contain  water,  in  the 
poorer  parts  of  towns  especially,  cannot  fail  to  be  disgusted 
with  the  foul  contagion  to  which  the  water  must  be  exposed. 
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In  the  houses  of  the  rich,  some  precautions  are  taken  to  re- 
move cisterns  from  the  soot  and  filth  of  our  town  atmosphere, 
to  place  them  beyond  the  immediate  effects  of  the  variations 
of  temperature.  Bat  it  is  far  otherwise  with  the  houses  of 
many  of  the  middle  and  of  all  the  poorer  classes ;  and  in 
them  the  recipients  for  the  water  required  for  domestic  use 
are  almost  always  placed  in  positions  where  they  cannot  fail 
to  become  corrupt,  and  to  imbibe  principles  highly  injurious 
to  the  hygienic  condition  of  the  unfortunate  beings  condemned 
to  use  them. 

[Mr.  G.  F.  Deacon,  in  1875,  forcibly  pointed  out  the  sources 
of  waste  of  water  in  connection  with  the  question  of  constant 
sapply  versus  intermittent  supply,  and  the  evidence  of  the  waste- 
water meter  introduced  by  him.  He  divided  waste  of  water 
into  two  classes  :  1.  Continuous  or  hidden  waste,  being  that 
which  flows  from  pipes  or  cisterns  below  ground,  and  some- 
times by  hidden  pipes  from  cisterns  above  ground.  2.  Dis- 
continuous or  superficial  waste,  being  that  which  arises  from 
defective  fittings  above  ground,  or  from  taps  and  valves  tem- 
porarily left  open.  Out  of  every  100  gallons  of  water  pass- 
ing into  a  service  main  during  twenty-four  hours,  says  Mr. 
Deacon,  it  was  not  unusual  (in  Liverpool)  for  85  gallons  to  be 
lost  by  continuous  or  hidden  waste,  and  85  gallons  by  dis- 
continuous or  superficial  waste,  whilst  only  80  gallons  were 
drawn  off  for  use.  The  greater  part  of  the  waste  is  traceable 
to  imperfection  of  fittings.  Mr.  Hawksley,  speaking  on  this 
subject,  found  that  the  rate  of  consumption  varied  enor- 
mously in  large  cities  where  there  was  a  constant  supply  day 
and  night,  and  every  person  drawing  as  much  or  as  little  as 
he  pleased.  The  consumption  varied  from  15  gallons  to  100 
gallons  per  head  of  the  population  per  day,  including  the 
supply  for  manufacturing  and  sanitary  purposes.  No  more 
water  was  wanted  in  the  city  where  the  quantity  was  100 
gallons  per  head  per  day,  than  in  the  town  which  was  served 
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with  15  gallons  per  head  per  day.  In  many  places  the  com- 
pany  or  the  corporation,  or  whoever  might  he  the  party 
supplying  the  water,  merely  tarns  the  water  into  the  pipes, 
and  leaves  the  care  of  the  internal  fittings  and  the  mode  of 
their  application  entirely  to  the  consomer,  or  to  the  builder, 
or  to  the  huidlord,  as  the  case  might  be.  The  result  is,  as  a 
role,  the  worst  possible  character  of  fittings,  and  every  cistern 
supplied  with  an  overflow  pipe,  and  where  there  is  an  over- 
flow pipe,  as  a  matter  of  course  the  ball-cock  which  lets  in 
water  is  never  attended  to.  The  consequence  is,  the  ball- 
cock  gets  out  of  order ;  it  will  not  rise  to  shut  off  Hie  water, 
and  the  water  runs  down  the  waste-pipe  day  and  night.  The 
same  thing  happens  to  soil-pans  and  also  to  water-closets,  the 
handles  of  which  are  propped  up  under  the  notion  of  "  doing 
good  to  the  drains."  The  result  is,  the  water  runs  away 
without  anybody  being  sensible  of  the  loss. 

Mr.  Hawksley  logically  stated  the  conditions  oC  constant 
service  contrasted  with  intermittent  service,  in  the  course  of 
a  discussion  at  the  Institution  of  Civil  Engineers  in  1870<* 
The  apparatus,  he  says,  which  has  been  adopted  for  render- 
ing the  constant  supply  of  water  successful  by  suppressing 
the  waste,  to  which  otherwise  it  would  be  subject,  is  distinct 
from  the  apparatus  used  for  intermittent  service.  In  constant 
service,  pressure  is  applied  to  the  pipes  during  the  whole 
twenty-four  boors  instead  of  only  daring  a  very  small  por- 
tion of  that  time.  Now  if  a  service-pipe  in  the  interior  of  a 
house  would  bear  pressure  for  half  an  hour  it  would  bear  the 
same  pressure  for  half  a  year ;  but,  in  the  case  of  the  con- 
stant sapply,  forces  come  into  operation  wMch  do  not  actually 
operate  in  the  intermittent  system,  or  only  to  a  small  extent. 
For  where  the  sapply  is  intermittent,  the  draught  during  the 
short  time  the  water  is  on,  owing  to  the  majority  of  the  ball- 
cocks  in  the  houses  being  open,  very  much  diminishes  the 
pressure,  and  besides  that  there  are  few  or  no  shocks.     Bat 

*  Froc04dingt  of  the  Institution  of  Civil  Engineers^  vol.  xxxi.  p.  62. 
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npon  the  system  of  constant  snpply  the  pipes  are  subjected 
to  all  the  shocks  occasioned  by  the  rapid  closing  of  the  cocks 
-w^hereby  the  colnmn  of  water  is  suddenly  arrested  when  in 
rapid  motion.  That  brings  on  a  considerable  amount  oi  im- 
polsive  action  which  is  unknown,  or  little  known,  in  the  case 
of  an  intermittent  supply ;  and  it  is  constantly  found  that  the 
pipes  leading  into  the  houses  and  distributed  through  the 
houses,  although  perfectly  competent  to  bear  the  pressure  of 
the  intermittent  supply,  will  not  bear  that  of  the  constant 
snpply  when  it  becomes  introduced  in  place  of  the  inter- 
mittent supply.  From  this  it  follows  that,  wherever  the  con- 
stant supply  has  been  introduced,  either  voluntarily  or  by  the 
pressure  of  the  legislature,  it  has  been  found  necessary  to 
adopt  rules  and  regulations  for  determining  the  magnitude 
and  thickness  of  the  pipes,  also  the  mode  in  which  the  pipes 
should  be  united,  and  the  kind  of  tap  and  ball-cock  and 
water-closet  apparatus  to  be  used  in  connection  with  the  con- 
stant pressure. 

The  rules  and  regulations,  Mr.  Hawksley  proceeds  to  state, 
now  found  to  be  necessary,  and  very  generally  adopted,  are 
reduced  to  writing.  Formerly,  universally,  and  still  in  most 
cases  where  the  intermittent  supply  is  used,  a  common 
plug-tap  is  applied.  This  has  the  effect,  on  rapid  closing, 
of  suddenly  arresting  the  column  of  water  in  the  lead  service- 
pipe,  and  gives  rise  to  two  or  three  violent  reactions.  In 
time,  the  lead  pipe  expands  into  a  sort  of  aneurism,  and  ulti- 
mately bursts  by  a  long  slit,  exactly  as  an  artery  under  simi- 
lar circumstances  bursts  in  the  human  body.  Thus  the  intro- 
duction of  a  constant  supply  leads  to  the  flooding  of  houses, 
damage  of  furniture,  and  destruction  of  property  in  many 
ways.  But  that  has  been  entirely  got  over,  and  a  cure 
established  by  the  introduction  of  a  screw-down  cock  in  lieu 
of  the  old  plug-tap.  This  closes  slowly  against  the  pressure 
of  the  water,  and  prevents  recoil.  Also,  by  reason  of  the 
looseness  of  the  face,  the  leather  which  is  interposed  for  the 
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purpose  of  making  a  perfect  valve  does  not  tnm  round  on 
its  fiice  with  the  revolution  of  the  screw ;  and,  conseqnently, 
it  is  not  ground  or  worn  away  as  when  the  leather  tnnu 
round  with  the  screw.  These  valves  do  not  lead  to  the 
bursting  of  the  pipes,  and  are  besides  perfectly  watertight, 
while  other  valves  are  not.  Consequently  the  continuous 
trickle,  which  is  often  observed  in  other  valves,  and  amounts 
to  a  serious  quantity,  does  not  occur.  Moreover,  the  leathers 
can  be  replaced  at  about  the  cost  of  a  penny,  and  so  the 
cocks  will  last,  with  very  little  expense  to  the  householder, 
for  a  considerable  number  of  years.  Probably,  however, 
nine-tenths  of  the  whole  waste  of  water  arises  in  the  water- 
closets  ;  and  in  every  case  where  the  constant  supply  has  been 
attempted  without  a  special  apparatus  to  prevent  the  enor- 
mous waste  which  'otherwise  occurs  in  the  water-closets, 
there  has  l^een  a  failure  of  the  constant  service  system.  In 
cases  where  there  has  not  been  total  fEolure,  the  leakage  has 
brought  up  the  supply  from  under  20  gallons  per  head  per 
diem  to  60  gallons  or  more ;  and,  in  one  town  with  which 
Mr.  Hawksley  is  well  acquainted,  the  amount  of  water  dis- 
tributed and  wasted  through  water-closets  has  amounted  to 
110  gallons  per  head  per  diem.  An  apparatus  has  been 
arranged,  and  is  largely  in  use,  that  has  completely  removed 
this  difficulty.  Water  is  introduced  into  a  vessel  in  the  usual 
way  by  means  of  a  ball-cock.  From  this  vessel,  another 
vessel  of  a  definite  size,  to  hold  one  charge  of  water  is  filled 
through  a  communicating  valve.  When  the  wire  is  pulled, 
this,  the  first  valve,  closes,  and  a  second  valve  opens  and 
delivers  the  charge  of  water  rapidly  through  a  wide  pipe  into 
the  basin  to  admit  of  a  powerful  flush  of  water.  When  the 
wire  is  released,  the  second  valve  is  closed  and  the  first  valve 
is  opened,  and  the  second  vessel  is  filled  for  another  charge. 
At  Norwich,  where  this  apparatus  has  been  in  general  use, 
the  reduction  of  the  expenditure  of  water  has  been  from  40 
gallons  per  head  per  diem  to  15  gallons  per  head  per  diem. 
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Mr.  A.  B.  Binnie'''  commnnicates  the  results  of  experi- 
mental tests  of  the  access  of  pressure  in  lead  pipes  dae  to 
the  sudden  closing  of  the  plug-tap  on  a  moving  body  of  water 
passing  through  the  pipes.  A  lead  pipe,  f  inch  in  diameter, 
114  feet  in  length,  was  connected  at  one  end  to  a  8-inch 
supply  main.  At  the  other  end  there  was  fixed  a  plug-cock 
having  an  effective  sectional  area  of  *152  squaire  inches  of 
waterway.  The  pressure  of  the  water  in  the  pipe  was  indi- 
cated by  a  gauge  connected  to  the  pipe  near  to  the  tap.  The 
indicated  pressures  were  as  follows : — 

Before  opening     .        .        .        .125  lbs.  per  square  inch. 
When  open  .        .       •        •        .      20  lbs.  „ 

When  shut  quickly       .        •        .    550  lbs.  ,, 

The  momentary  exaltation  of  the  pressure  to  550  lbs.  per 
square  inch,  amounted  to  nearly  four  and  a  half  times  the 
normal  pressure,  or  the  pressure  at  rest.  But  it  was  gradu- 
ally reduced  in  successive  oscillations  to  the  normal  pressure 
of  125  lbs.  per  square  inch.  The  pressure-gauge  was  then 
removed  to  the  other  end  of  the  lead  pipe  at  the  inlet,  at  a 
distance  of  114  feet  from  the  tap,  when  the  indicated  pres- 
sures were  as  follows  : — 

Before  opening 125  lbs. 

When  open .    120  lbs. 

When  shut  qniokly 220  lbs. 

Mr.  Binnie  mentions,  in  contrast,  two  instances  at  Oxford 
and  Cambridge,  of  economy  of  water  realised  under  the  con- 
stant service  by  the  adoption  of  sufficient  fittings ;  and  waste 
of  water,  under  intermittent  service,  with  insufficient  fittings. 
The  water  supply  at  Oxford  under  constant  service,  available 
to  the  consumer  in  any  quantity,  is  consumed  at  the  rate  of 
just  12  gallons  per  head  per  day.  On  the  contrary,  at  Cam- 
bridge, where  the  water  supply  is  intermittent,  lasting  for 
10  hours  each  day,  the  consumption  and  the  waste  together 
amount  to  80  gallons  per  head  per  day.] 

*  "  Ohatiiam  Lectures  on  Water  Supply."    Session  1877. 
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CHAPTER  V. 

POWBB  FOE  BAISINQ  WATEE  FOB  WATER  SUPPLY. 

When  the  soxirce  of  snpply  finally  chosen  is  at  a  lower  level 
than  the  points  from  which  the  distribution  is  to  be  effected, 
or  than  the  highest  point  to  which  the  water  is  to  be  de- 
livcredy  it  becomes  necessary  to  employ  some  mechanical 
agent  to  raise  it.  For  aU  town  purposes  the  choice  of  the 
particular  agent  is  limited  either  to  steam  or  water  power, 
according  to  the  circumstances  of  the  town  under  considera- 
tion ;  and  in  both  cases  the  motive  power  must  be  applied  to 
pumps,  because  they  alone,  of  the  various  descriptions  of 
intermediate  machinery,  can  force  the  water  to  the  height 
and  the  distance  it  is  genertdly  required  to  overcome. 

The  towns  of  Philadelphia  and  Richmond,  in  the  United 
States,  and  of  Toulouse,  in  France,  are  supplied  by  water- 
wheels,  all  undershot.  Of  these,  the  wheels  at  the  Fairmount 
Waterworks,  Philadelphia,  are  the  most  remarkable  on  account 
of  the  volume  of  water  they  are  designed  to  lift.  This  is  not 
less  than  about  10,000,000  gallons  per  day,  with  a  dead  lift 
of  92  feet,  through  cast-iron  pipes  16  inches  diameter.  Tho 
engine  house  is  built  for  eight  wheels  and  pumps ;  the  former 
being  16  feet  diameter,  15  feet  on  the  face,  and  with  a  fall 
of  7i  feet  on  the  average,  and  making  thirteen  revolutions 
per  minute.  At  Richmond  there  were  two  wheels  18  feet 
diameter,  10  feet  on  the  face,  with  a  10-feet  fall,  working 
two  pumps,  and  raising  800,000  gallons  per  day  into  reser- 
voirs situated  at  a  height  of  160  feet  above  the  low  water. 
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At  Tooloose,  the  wheels  are  14  feet  5  inches  in  diameter, 
5  feet  on  the  face,  with  a  fall  of  about  7  feet  6  inches ;  they 
are  two  in  number,  and  raise  about  896,000  gallons  per  day 
to  a  height  of  67  feet  above  the  water  in  the  well. 

In  most  of  the  large  towns  of  England  wherein  it  is 
necessary  to  employ  mechanical  power  to  raise  the  water, 
steam-engines  are  generally  used,  for  the  reasons  before 
mentioned,  or  because  the  water  power  of  the  locality  has 
been  already  appropriated.    Until  within   a    very  recent 
period  it  was  considered  that  when  the  power  of  the  engine 
was  required  to  exceed  from  20  to  25  horses,  the  description 
of  engine  known  as  the  Cornish  engine  was  the  most  advan- 
tageona;  but  the  results  of  the  observations  lately  made  upon 
the  working  of  the  double-action  engines  erected  by  Messrs. 
Simpson  for  the  Chelsea  and  Lambeth  Companies,  and  by 
Messrs.  Bolton  and  Watts  for  the  New  Biver  Company,  would 
appear  to  reopen  the  controversy  with  respect  to  the  merits 
oi  the  various  systems  of  pumping-engines.   Below  the  limits 
above  mentioned  there  is,  however,  a  decided  advantage  in 
using  the  most  direct-acting  engines,  both  in  respect  to  first 
cost  and  to  subsequent  working ;  or  even  in  using  small  hori- 
zontal engines  with   fly-wheels,  communicating  motion  to 
shafts  bearing  the  pump-rods.    In  the  case  of  the  Cornish 
engines,  or  rather  in  any  case  wherein  it  may  be  necessary 
to  raise  large  quantities  of  water  to  great  heights,  the  most 
favourable  conditions  of  movement  in  the  pumps  are,  thftt 
they  should  begin  by  raising  the  load  rapidly,  and  that  when 
the  first  motion  is  perfectly  determined,  the  effort  used  to 
move  that  load  should  be  diminished  progressively ;  so  that, 
in  fact,  the  motive  power  shall  cease  to  act  before  the  piston 
shall  arrive  at  ihe  end  of  the  stroke.    This  is  effected,  in  the 
Cornish  engines,  by  introducing  steam  at  great  pressure  upon 
the  piston,  through  large  orifices ;  the  steam  is  then  allowed 
to  expand  directly  the  inertia  of  the  water  has  been  overcome, 
and  it  has  assumed  an  ascentional  movement,  which  may  be 
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maintained  by  a  very  small  additional  effort.  In  the  engines 
used  for  raising  water  from  the  Cornish  mines  themselves, 
the  initial  pressure  of  the  steam  is  about  2i  to  8  atmo- 
spheres ;  the  expansion  begins  at  from  |  to  i  oi  the  stroke 
of  the  piston ;  and  at  the  end  of  the  stroke  the  pressure  is 
not  more  than  from  f  to  -^  of  an  atmosphere.  In  small 
pumping-engineSy  on  the  contrary,  it  is  necessary  that  the 
action  should  be  uniform ;  and  on  this  account  it  is  advisable 
to  divide  the  action  in  such  a  manner  as  to  work  three  pumps, 
by  means  of  cranks,  forming  with  one  another  angles  of  1208 
upon  the  same  shaft. 

In  the  great  London  waterworks  the  style  of  engine 
usually  adopted  is  the  Cornish  engine,  and  it  may  be  worth 
while  to  mention  here  that  in  the  East  London  Waterworks 
establishment  the  largest  single  machine  of  this  description 
has  been  erected  within  a  very  few  years,  under  the  orders 
of  Mr.  C.  Greaves.  This  engine  has  a  cylinder  of  100  inches 
in  diameter,  and  11  feet  stroke,  working  a  loaded  pole  of 
4  feet  2  inches  diameter  with  a  velocity  of  6  strokes  per 
minute,  and  raising  no  less  than  150  cubic  feet  of  water  in  a 
stroke.  But,  as  was  said  in  the  last  paragraph,  the  expe- 
rience of  modern  engineers  appears  to  lean  in  favour  of  the 
use  of  beam  and  fly- wheel  engines  ;  and  if  all  that  is  reported 
of  the  action  of  the  machines  erected  for  the  New  Biver  and 
Lambeth  Companies  be  correct,  there  would  appear  to  be  no 
doubt  as  to  the  superior  efficiency  of  the  principle  upon  which 
they  are  designed.  The  engines  erected  at  the  New  River 
Head  are  of  two  kinds :  four  of  them  are  double-cylinder 
engines,  in  which  the  high-pressure  steam  of  the  first  cylinder 
acts  expansively  on  the  second,  made  by  Messrs.  Simpson 
and  Co. ;  and  the  remaining  two  are  single-cylinder  engines, 
with  a  comparatively  speaking  small  stroke,  made  by  Messrs. 
Bolton  and  Watts.  Many  years  since  it  was  said  that 
these  machines  were  able  to  perform  a  duty  equivalent  to 
98,000,000  lbs.,  raised  1  foot  high,  by  the  combustion  of 
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1  cwt.  of  eoal ;  and  now  the  duty  is  said  to  be  even  carried  so 
high  as  120,000^000  lbs.  Unfortunately,  the  experiments  from 
which  these  results  were  obtained  were  not  made  contradic- 
torily ;  and  they  must  therefore  be,  for  the  present,  received 
with  caution.  There  is,  however,  one  undoubted  advantage 
possessed  by  the  fly-wheel  over  the  Cornish  engines,  viz.  that 
they  are  capable  of  working  at  very  different  rates  of  de- 
livery. In  a  town  supply  this  may  often  become  a  matter  of 
serious  importance,  as  the  demand  is  subject  to  very  unex- 
pected variations  of  an  accidental  nature ;  but,  again,  it  must 
be  observed  that  the  working  details  of  the  latest  pumping 
engines,  of  whatsoever  description  they  may  be,  have  been 
BO  carefully  adjusted  that  they  are  even  used  without  any 
regulating  reservoirs  or  the  old-fashioned  stand-pipes  so  gene- 
rally erected  at  the  beginning  of  this  century,  and  that  the 
drivers  of  the  engines  can  easily  meet  almost  all  the  variable 
conditions  of  the  consumption. 

Pumps. 

[The  merits  of  the  rotative  pumping-engine  have  become 
generally  recognised  for  the  purpose  of  water  supply,  more 
particularly  in  the  form  of  the  compound  engine.  At  the 
same  time,  the  direct-acting  pumping-engine,  with  compound 
cylinders,  has  also  made  its  footing  in  modern  practice.  Mr. 
Henry  Davey  has  been  very  successful  in  the  design  and 
construction  of  his  direct-acting  compound  engine  and  pump. 
Mr.  Davey  has  effected  two  important  improvements  in 
pumping-engines,  in  which  the  length  of  the  stroke  and  the 
velocity  of  the  stroke  are  not  controlled  by  a  crank  and  fly- 
wheel. By  the  first  improvement,  the  very  high  rate  of  speed 
which  prevails  at  the  commencement  of  the  indoor  stroke  of 
the  Cornish  engine  is  obviated,  whether  the  engine  makes  a 
large  or  a  small  number  of  strokes  per  minute,  whilst  at  the 
same  time  a  much  greater  average  working  speed  of  piston 
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18  reached  tliaii  in  the  Gomuh  eDgine.  The  second  improve- 
ment eoneiste  in  the  prevention  of  **  banging  "  in  the  event 
of  a  valve  not  closing,  or  of  a  pomp-barrel  barsting ;  for 
which  purpose  a  **  differential  gear  "  is  employed,  by  means 
of  which  the  engine  can  be  brooght  to  a  state  of  rest  without 
any  shock.] 


CHAPTER  VI. 

MAIKS  AND  DISTRIBUTING  PIPES. 

Betwebn  the  pumping  station  or  the  collecting  reservoirs 
of  a  water  supply,  and  the  point  where  the  distribution 
to  the  various  parts  of  the  town  commences,  the  water  flows 
through  a  simple  pipe  of  an  uniform  sectional  area,  and,  as 
far  as  possible,  with  a  constant,  uniform  velocity.  In  its 
course  through  pipes  generally,  however,  the  flow  of  the 
water  is  retarded  by  a  series  of  resistances,  which  practically 
may  be  resolved  into  those  depending — 1,  upon  the  friction 
on  the  sides  of  the  pipes ;  2,  the  loss  of  velocity  occasioned 
by  the  bends ;  8,  the  loss  arising  from  the  changes  of  direc- 
tion from  the  mains  to  the  submains  or  branches,  if  any  such 
should  exist ;  and  4,  the  gurgitation  which  occurs  at  every 
interruption  in  the  flow. 

The  material  usually  employed  for  pipes  is  cast  iron,  and 
mains  of  42  inches  in  diameter  have  been  made  of  this 
metal.  Very  great  precautions  must  be  observed  in  la3ring 
pipes  of  such  enormous  diameter,  and  in  regulating  the  pres- 
sure at  intermediate  points  of  their  length ;  whilst  it  is  also 
necessary  to  provide  self-acting  valves,  or  hand-valves,  easily 
closed,  in  order  to  obviate  as  far  as  possible  the  chances  of  a 
rupture  in  the  mains.  Upon  the  Liverpool  Waterworks, 
supplied  by  the  great  Eivington  Pike  reservoirs,  Mr.  Hawks- 
ley  introduced  some  very  skilfully  devised  machinery  of  this 
description ;  and  in  the  Minutes  of  the  Institution  of  Civil 
Engineers  for  1859   will  be  found  a  tolerably  clear  account 
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of  ihe  TalTief  and  pressnie  legokton  used  npon  the  Mel- 
bonnie  Gnvitaiiaii  Waterworks.  It  is  important  also  to 
obsetre  tliat  the  pipes  leading  from  a  distant  source  of  sup- 
ply to  a  distributing  reservoir  must  be  placed  (in  fact,  like 
all  those  required  for  a  town  distribution)  at  such  a  depth 
from  the  surface  as  to  insure  their  being  beyond  the  limits 
of  the  effects  of  atmospheric  variations  of  temperature.  In 
England,  a  depth  of  4  feet  is  sufficient  for  this  purpose ; 
but  both  in  extreme  northern  and  southern  latitudes  it  is 
necessary  to  descend  considerably  lower.  In  some  portions 
of  the  distance  between  the  ends  of  the  mains  it  may  like- 
wise be  advisable  to  insert  double  lines  of  pipes,  and  to  make 
occasional  connections  between  the  two,  in  order  that,  in 
case  of  repairs  to  either  of  them,  the  flow  may  be  maintained 
through  the  other. 

[Eytelwein's  formulas  for  the  velocity  and  discharge  of 
water  in  pipes  are  old-established  formulas,  which  generally 
give  satisfactory  results.    They  are  as  foUows : — 


Q  =  2356  VT+50d 
y  B  the  velocity  of  flow,  in  feet  per  second. 
Q  B  the  quantify  discharged  in  cubic  feet  of  water  per  minute. 
d  »  the  diameter  of  the  pipe  in  feet. 
h  "■  the  head  or  height  of  fall  in  feet. 
/  -•  the  length  of  the  pipe  in  feet. 

Mr.  James  Simpson  communicated  the  results  of  experi- 
ments on  the  flow  of  water  through  certain  pipes,  which 
confirmed  in  a  remarkable  manner  the  trustworthy  charac- 
ter of  Eytelwein's  formula.  The  annexed  table  shows  the 
observed  or  actual  rate  of  discharge,  together  with  the  dis- 
charge calculated  by  that  formula : — * 

*  Ffoceeding9  of  the  J^ttitution  of  Civil  Bn^ineera,  voL  ziv.  p.  316. 
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Main  from  Brixton  J 
to  Streatbam   . .  | 


Itlain  from  Belre- 
dero  Road  tc 
Brixton 


at  Liverpool  < 


Main  at  Liverpool' 

I 

'Main  at  CarlialB  . .  ( 

Main  from  Dittou  I 

to  Brixton ( 


Mr,  Hawkaley's  general  formnla  for  the  velocity  of  flow 
of  water  through  pipes,  b  as  follows  :— 


'  ■'?  vi+  2 jS 


T  —  tile  velocity,  in  jards  per  aecond. 
J  a  the  length  of  the  pipe,  in  yards. 
tf  —  the  diameter  of  the  pipe,  ia  inches. 
A  ^  the  head,  in  inchw. 

The  same  engineer  employs  the  following  formula  foi  the 
velocity  of  water  in  a  smooth  pipe  of  small  and  nniform 
diameter  :— 

T  =  i8  V  7  ^^ 
V  =  the  velocity  in  feet  per  second. 
i  —  the  length  of  the  pipe  in  (cei. 
d  =  the  diameter  of  the  pipe  in  feet. 
h  "  the  head  in  feet.] 
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The  fonnnia  which  expresses  the  conditions  of  the  flow 
of  water  in  a  pipe  of  nniform  diameter,  and  working 
nnder  a  constant  pressure,  ceases  to  be  applicable  when 
there  is  a  series  of  side  branches  or  of  snbmains,  deriving 
their  supply  immediately  from  the  principal  one.  Dniing  the 
conrse  of  the  distribution,  a  difference  in  the  volume  of  water 
passing  through  the  pipes  must  necessarily  arise  from  the 
mere  fact  that  a  portion  of  the  water  will  be  drawn  o£F  by 
the  side  mains ;  and  therefore  in  the  latter  parts  of  their 
course,  the  supply  mains  must  be  proportionally  diminished 
to  the  service  they  are  designed  to  supply.  But  it  may 
sometimes  happen  in  practice,  that  the  cost  of  new  models 
for  smaller  pipes  may  be  so  great  as  to  render  it  more  eco- 
nomical to  retain  the  original  dimensions  of  the  mains ;  so 
that  this  question  of  detail  must  be  carefrdly  considered  in 
forming  the  comparative  estimates  of  the  various  modes  of 
effecting  the  supply.  It  is,  however,  always  necessary,  be- 
fore deciding  the  dimensions  of  any  main  pipe,  to  take  into 
account  not  only  the  absolute  theoretical  requirements  of 
the  case,  but  also  the  probability  of  any  eventual  increase  in 
the  supply  which  the  mains  may  have  to  carry. 

Mr.  Hawksley  stated  that  the  method  he  adopted  to  as- 
certain the  diameters  to  be  given  to  the  pipes  laid  down 
upon  what  is  called  the  constant  delivery  system  (in  which 
the  pipes  are  always  under  charge,  and  no  cisterns  aroused), 
is  to  divide  the  length  of  the  main  in  a  street  into  portions 
of  200  yards  each,  and  to  assign  to  every  such  portion  the 
quantity  of  water  it  would  be  likely  to  require,  on  the  sup- 
position that  that  quantity  would  be  discharged  in  four  hours. 
He  then  allows  for  a  loss  of  head  equal  to  4  feet  in  every 
200  yards,  and  adopts,  in  calculating  the  diameters  to  be 

1  J^/qH 
given,  the  formula  15  y    ,     =  d,  in  which  q  =  the  num- 
ber of  gallons ;  Z  =  the  length  of  the  main  in  yards  ;   h  = 
the  head  in  feet ;  and  c^  =  the  diameter  required,  in  inches. 
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The  pipes  from  the  pumping  stations  to  the  distributing 
reservoir  (and,  generally,  all  pipes  required  for  a  town  dis- 
tribution) should  be  laid  about  4  feet  below  the  surface,  and 
carefully  covered  with  earth  and  sand,  or  some  non-conduct- 
ing materials.  The  object  of  this  precaution  is  to  protect 
them  against  the  effects  of  frost,  to  maintain  an  equal  tem- 
perature in  the  waters,  and  to  place  them  beyond  reach  of 
injury  from  shock  or  jar  by  passing  weights.  In  some  por- 
tions of  the  distance  between  the  two  stations  it  may  also  be 
advisable  to  insert  double  lines  of  pipes,  and  to  make  occa- 
sional connections  between  the  two,  in  order  that,  in  case  of 
repairs  to  either  of  them,  the  flow  may  be  maintained  through 
the  other. 

These  remarks  have  necessarily  been  confined  to  the  con- 
sideration of  the  cases  in  which  water  is  raised  from  a  lower 
level  and  pumped  through  pipes.  If  the  source,  however, 
be  situated  at  a  distance,  and  at  a  higher  level  than  the  com- 
mencement of  the  distribution,  the  course  to  be  adopted  must 
Becessarily  be  modified.  In  such  cases,  if  no  very  serious 
obstacles  are  to  be  met  with,  it  is  preferable  that  the  water 
be  led  in  a  conduit  rather  than  in  a  pipe ;  for  evidently  the 
friction  in  the  latter  is  much  greater,  and  the  height  of  the 
point  of  arrival  diminished  in  proportion.  Such  conduits 
should  be  covered  in  all  situations  where  the  quality  of  the 
water  is  likely  to  be  affected,  as  in  the  neighbourhood  of 
large  towns,  or  during  their  passage  through  forests  and 
underwood ;  or,  again,  in  warm  climates,  where  the  tempera- 
ture not  only  acts  injuriously  upon  the  quality,  but  also  gives 
rise  to  an  evaporation  of  a  very  serious  character.  But  if  the 
conduits  be  so  covered,  there  must  still  be  adopted  precau- 
tions for  insuring  a  perfect  ventilation  and  occasional  renewal 
of  the  air ;  and  in  the  Roman  aqueducts,  wells  also  were 
formed  at  occasional  intervals,  to  allow  of  the  deposition  of 
any  matters  in  suspension. 


CHAFTEB  YIL 


Ax  adranUge  of  great  importance  attached  to  the  use  of  con- 
doits,  rather  than  of  pipes,  for  the  conveyance  of  spring 
waters,  lies  in  this,  that  any  of  the  earthy  salts  in  solution 
which  they  are  likely  to  deposit  in  the  eonrse  of  time,  are 
not  so  likely  to  prodoce  injimons  effects  in  open  culverts  as 
they  are  in  close  pipes.    The  separation  takes  place,  in  air, 
at  an  earlier  period  of  the  flow ;  and  it  mnst  evidently  be 
more  easy  to  cleanse  or  repiur  sncfa  condoita  than  it  can  be 
to  perform  the  same  operation  npon  pipes  bniied  in  the  ground. 
On  the  other  band,  it  most  be  admitted  that  the  construction 
of  a  small  conduit  is  always  a  Tfiore  expensive  operation  than 
the  employment  of  pipes  wonld  be  to  insure  the  discharge  of 
the  same  volume  of  water ;  so  that, 
I  eventually,  considerations  of  eco- 
nomy may  ontweigh  those  derived 
from  the  theoretical  advantages 
above  cited.     As  an  illnstraliDn 
of  the  extent  to  which  the  depo- 
sition of  the  earthy  salts  may 
interfere  with  and  contract  the 
effective  area  of  a  watercourse, 
the  accompanying  sketch  of  the 
transverse  section  of  the  conduit 
npon  the  celebrated  aqueduct  of 
the  Pont  dn  Gard  is  added.     The  portion  shaded  of  a  darker 
colour,  round  the  watercourse,  represents   the    deposit  of 
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calcareous  matter  "wliicb  has  gradually  accumulated  by  pre* 
cipitation  from  the  waters,  although  great  paims  had  previously 
been  taken  to  insure  their  purity. 

The  most  serious  difficulties  which  are  likely  to  be  encoun- 
tered  in  the  construction  of  conduits,  are  those  arising  from 
the  occurrence  of  hills  or  deep  valleys  in  the  line  they  ought  - 
to  follow.  The  former,  if  of  considerable  elevation,  will  re- 
quire to  be  traversed  in  tunnel ;  the  latter  may  be  passed 
either  by  aqueducts,  or  by  syphons  descending  from  a  reser- 
voir on  one  side,  and  remounting  to  a  second  at  a  lower  level, 
on  the  other ;  the  conduit  recommences  from  the  second 
reservoir. 

It  was  the  dread  of  the  deposit  from  the  waters  of  the 
Durance  which  induced  M.  de  Montricher  to  adopt  the  mode 
of  conducting  them  to  Marseilles,  which  he  finally  did ;  and 
he  was  induced  by  the  same  motive  to  construct  that  splendid 
folly,  the  aqueduct  of  Koquefavour,  shown  in  Fig.  278.  At 
the  Liverpool  Waterworks  Mr.  Hawksley  adopted  the  less 
showy  system  of  subterranean  pipes,  which,  it  may  be  added, 
is  usually  followed  by  English  engineers;  for,  working  as 
they  almost  always  do  for  commercial  companies,  they  are 
not  often  allowed  to  indulge  the  fancy  for  erecting  compara- 
tively useless  monuments. 
The  dimensions   and  form  to  be  given  to  tunnels  must        i 

necessarily  be  regulated,  so  far  as  the  mi-        4 
nimum  is  concerned,  by  the  consideration        ( 
that  the  workmen  must  be  able  to  use 
the  various   tools,    and  to  push  to  the 
extraction  pits  the  materials  disengaged 
during  their  operations.     The  nature  of 
the  rocks  traversed  will  also  affect  the 
sectional  area  of  the  excavation ;  for  if  it 
Kg.  279.-Headin8r.     j^q  ^f  ^  nature  to  render  lining  indis- 
pensable upon  the  sides  and  top,  as  well  as  for  the  water 
channel  itself,  the  dimensions  evidently  must  be  increased. 
A  miner  can  work  with  tolerable  efficiency  in  a  heading  of 
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the  size  ropreaented  in  Fig.  279 ;  bui  it  moBt  be  ooiuidered 
as  the  miuimnm  in.  all  cases,  becanse  the  consirained  position 
of  tbe  workmen  prevents  their  employing  the  whole  of  their 
nsefal  power,  and  below  this  size  they  conid  hardly  advance 
themselves,  withont  at  all  being  able  to  work.  It  is  also 
important  that  the  workmen  shoold  be  able  at  any  time  to 
visit  and  repair  every  portion  of  the  tnnnel.  For  these 
reasoiks  the  conduit  from  which  all  the  mains  for  the  snpply 
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of  Paris  draw  the  water  is  made  of  the  dimensions  indicated 
in  Fig.  260  above.  Bat  it  is  also  to  be  observed  that  this 
conduit,  called  the,"  Aqnedac  de  Ceinture,"  is  about  l-^mile 
in  length,  and  has  only  a  fall  of  4  inches  throughout,  so  that 
the  flow  of  the  water  only  takes  place  in  consequence  of  the 
difference  of  level  caused  by  the  withdrawal  of  the  water 
through  the  various  pipes  branching  from  it.  The  section  is 
therefore  much  larger  than  it  would  be  otherwise ;  and  per> 
hape  the  desire  to  make  it  sufficient  for  the  pass^e  of  a  boat, 
hauled  by  a  man  upon  the  species  of  towing  path,  may  have 
led  to  some  exaggeration  of  its  dimensions,  Fig.  281,  re- 
presente  the  section  of  the  branch  "  Aqneduo  St.  Laurent," 
joining  the  "  Aqnednc  de  Ceinture,"  and  supplying  one  of 
the  ^narters  of  Paris, 


CHAPTER  Vm. 
GLASGOW  CORPORATION  WATERWORKS. 

[A  TTPiGAL  example  of  waterworks  in  which  the  water  is  sup- 
plied by  gravitation,  is  supplied  in  the  case  of  the  water  supply 
of  Glasgow.  Here,  excellent  examples  of  aqueducts,  bridge 
aqueducts,  and  syphon-pipes  for  crossing  valleys,  are  supplied. 
The  following  is  a  general  account  of  these  works.* 

The  Glasgow  Corporation  Waterworks — Loch  Katrine 
Waterworks — ^were  designed  to  supply  pure  water  to  the 
city  of  Glasgow  from  the  system  of  lochs  comprising 
Loch  Katrine,  Loch  Achray,  Loch  Drunkie,  and  Loch 
Yeunachar.  Of  these.  Loch  Achray  has  not  been  inter- 
fered with.  The  works  were  designed  by  and  carried  out 
under  Mr.  J.  F.  Bateman,  as  engineer.  They  were  com- 
menced in  1856,  and  completed  in  1859.  The  works  at  the 
outlet  of  Loch  Yennachar  consist  of  a  dam  of  masonry  across 
the  mouth  of  the  loch,  and  a  new  channel  for  the  river,  to 
enable  the  water  to  be  drawn  down  below  the  old  summer 
level.  The  new  channel  is  700  yards  long  and  50  feet  wide. 
At  the  lower  end,  the  compensation  gauge-weir,  100  feet  wide, 
is  placed.  It  is  formed  by  a  continuous  cast-iron  plate  brought 
to  a  thin  edge  at  the  top.  At  the  upper  end  of  the  channel, 
next  to  the  loch,  a  range  of  cast-iron  sluices  is  built  into  a 
block  of  masonry  110  feet  long  and  15  feet  thick,  with  eleven 

*  Derived  from  Mr.  J.  M.  Gale's  paper  on  the  "  Glasgow  Water- 
works," in  the  Transactions  of  the  Institution  of  Engineers  in  Scotland, 
1864,  Tol.  Tii.  p.  21 ;  and  from  Simms*s  <*  Practical  Tnimelling,"  third 
edition,  by  D.  K.  Clark,  1877,  p.  232. 
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arcHed  openings  for  discharging  the  water.  Three  of  the 
sluices  have  a  clear  width  of  4  feet,  and  a  height  of  4  feet. 
Four  of  them  are  6  feet  wide  and  2  feet  high;  and  the 
remaining  four  are  at  the  upper  end  of  salmon  stairs,  formed 
to  allow  the  fish  to  get  into  the  loch  at  its  different  levels. 
The  salmon  stairs  are  each  6  feet  wide  below  the  walls,  and 
have  a  general  inclination  of  1  in  12.  These  sloping  channels 
are  formed  into  a  succession  of  deep  pools  by  means  of  planks 
on  edge  placed  across  the  channel,  over  which  the  water 
falls.  The  height  of  the  plank  is  varied  as  the  level  of  the 
water  in  the  loch  changes,  so  as  to  keep  a  constant  overflow 
of  a  depth  of  from  15  to  20  inches.  The  top  of  the  dam  is 
roofed  over,  forming  a  sluice-house  for  protecting  the  working 
gear.  The  waste- weir  of  the  loch  is  150  feet  wide,  and  is  a 
continuation  of  the  masonry  of  the  dam  across  the  top  of  the 
new  river  chaimel.  The  raising  of  the  level  of  the  loch 
involved  the  diversion  of  several  roads.  At  the  upper  end, 
where  the  ground  is  level,  about  150  acres  of  meadow  land, 
known  as  Lanrick  Mead,  are  under  water  when  the  loch  is 
full.    The  cost  of  these  works  amounted  to  about  £26,000. 

Loch  Drunkie  has  been  raised  25  feet  in  level  by  means  of 
two  earthen  embankments,  puddled  in  the  usual  manner, 
whilst  the  area  of  the  loch  has  been  increased  by  about 
60  acres.  The  northerly  embankment  is  150  yards  long  and 
21  feet  high.  The  other  embankment,  which  was  constructed 
at  the  original  outlet  of  the  loch,  is  40  yards  long  and  82  feet 
in  height.  A  cast-iron  pipe,  24  inches  in  diameter,  is  laid 
through  this  embankment,  fitted  with  a  valve  at  the  outer  end, 
ko  regulate  the  rate  of  discharge. 

The  works  at  the  outlet  of  Loch  Katrine  are  similar  to 
those  at  Loch  Yennachar,  but  they  are  on  a  much  smaller 
scale,  as  the  quantity  of  water  to  be  discharged  from  that  loch 
is  less  than  from  the  other.  There  are  two  sluices  4  feet 
wide  and  4  feet  high,  and  two  salmon  stairs  6  feet  wide  in 
the  masonry  dam,  and  a  waste-weir  100  feet  in  length. 
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The  point  at  which  the  aqueduct  leaves  the  loch  is  ahoat 
five  miles  from  the  outlet.  The  hasin  at  the  inlet  to  the 
aqueduct  is  65  feet  long  hy  40  feet  wide  inside ;  it  is  con- 
structed with  three  iron  sluices,  each  4  feet  square,  for 
regulating  the  flow  in  the  aqueduct,  and  a  line  of  strainers 
across  the  middle  to  prevent  fish  and  other  ohjeets  from 
passing  into  the  aqueduct. 

The  aqueduct  is  25}  miles  in  length — ^that  is  to  say, 
from  Loch  Katrine  to  Mugdock  reservoir.  Of  IMs  length, 
18  miles  consist  of  tunnelling,  d|  miles  are  iron  piping  across 
valleys,  and  the  remaining  9  miles  are  of  open  cutting  and 
hridges.  The  tunnelling  comprises  eighty  separate  tunnels, 
for  the  construction  of  which  44  shafts  were  sunk.  For  the 
first  ten  miles,  the  rock  consists  of  mica-schist  and  clay-slate 
— dose  retentive  material,  into  which  no  water  percolates, 
and  in  which,  consequently,  few  springs  were  to  he  found. 
**  This  rock,"  says  Mr.  Bateman,  **  when  quarried,  was  unfit 
for  building  purposes ;  there  was  no  stone  of  a  suitable  de- 
scription to  be  had  at  any  reasonable  cost  or  distance,  no  lime 
for  mortar,  no  clay  for  puddle,  and  no  roads  to  convey  material 
Ordinary  surface  construction  was,  therefore,  out  of  the  ques- 
tion. •  •  •  The  aqueduct  may  be  considered  as  one  continu- 
ous tunnel.  As  long  as  the  work  continued  in  the  primary 
geological  measures,  we  had  no  water;  and  even  after  it 
entered  the  Old  Red  Sandstone,  and  when  it  subsequently 
passed  through  trap-rock,  there  was  much  less  than  I  ex- 
pected.'' 

The  tunnels  were  constructed  with  a  fiat  floor,  vertical 
sides,  and  a  semicircular  arch.  They  are  8  feet  wide,  and 
8  feet  high  at  the  centre,  except  in  loose  rock,  which  was  not 
water-tight,  when  the  arch  and  the  sides  were  formed  slightly 
elliptical,  to  a  width  of  Bi  feet,  with  an  invert.  The  three  types 
of  section,  according  to  which  the  tunnel  was  constructed, 
are  shown  in  Figs.  282,  288,  and  284,  of  which  the  first, 
simply  excavation,  is  formed  in  solid  water-tight  rook ;  the 
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Boeond,  through  water-tight  shale  and  soft  rock,  with  15-inch 
walls  in  rabble  and  mortar,  and  9-ineh  arch  parpoints  set  in 
mortar,  packed  behind  with  dry  rubble ;  the  third,  through 
soft  rock  or  shale,  not  water-tight,  with  9-inch  briekwork  in 
mortar  throughout,  an  extra  half-brick  thickness  at  the  sides, 
and  diy  rubble  packing  above  the  arch. 

The  aqueduct  begins  with  the  first  tunnel,  which  abuts  on 
Loch  Elatrine,  and  is  cut  through  the  ridge  which  separates 
Loch  Katrine  from  Loch  Chon  Valley,  consisting  of  clay-slate 
and  mica-schist,  with  beds  of  gneiss,  mixed  with  quartz. 
The  tunnel  is  2,825  yards  long,  and  is  500  feet  below  the 
level  of  the  summit  of  the  ridge.  Twelve  shafts  were  sunk 
from  the  'surface,  varying  in  depth  from  14  yards  to  168^ 
yards,  making  an  aggregate  length  of  1,178  yards,  or  half 
the  length  of  the  tunnel.  Their  average  distance  apart  was 
about  200  yards.  The  entrance  is  shown  in  elevation  and 
longitudinal  section  in  Figs.  285. 

The  next  important  tunnel  is  the  Glashmore  tunnel,  through 
a  ridge  of  Old  Bed  Sandstone  conglomerate,  1,175  yards  in 
length ;  for  the  construction  of  which  three  shafts  were  sunk, 
respectively  58,  22i,  and  29  yards  deep. 

The  aqueduct  terminated  in  the  Mngdock  tunnel,  2,640 
yards  long,  through  a  ridge  of  amygdaloidal  trap,  in  which 
seven  shafts  were  sunk,  averaging  about  180  yards  apart. 

Several  portions  of  the  tunnels  were  lined  with  brick.  In 
some  places,  the  rock,  which  was  at  first  considered  durable, 
was  found  to  perish  after  exposure  to  the  atmosphere :  the 
Old^  Bed  Sandstone  was,  for  this  reason,  lined  for  a  con- 
siderable extent. 

The  rock  was  drilled  for  blasting  by  hand  labour.  It 
proved  to  be  extremely  hard  and  difficult  to  work,  especially 
the  mica-slate.  In  many  cases,  in  cutting  the  tunnel  through 
the  rock,  the  progress  did  not  exceed  8  linear  yards  per 
month  at  each  face,  though  the  work  was  carried  on  day  and 
night.    The  average  advance  in  the  mica-slate  was  about 
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6  yordB  per  month,  or  7  incbee  per  day.     The  boreholes 
were   1^  inch  in  diameter,  and  tbeir  ordinary  depth  tras 


20  inches.     Tbe  drills  required  to  be  removed  at  every 
inch  of  depth,  and  the  time  occupied  in  drilling  a  hole  was 
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about  an  honr  and  three-qnariers,  equivalent  to  i  ineh  per 
minnte.  A  gang  of  men,  working  at  an  8-feet  face,  started  at 
night,  with  a  supply  of  60  drills  or  jumpers,  and  brought  out 
60  dulled  drills  in  the  morning.  As  there  were  often  100 
faces  wrought  at  once,  hand  labour  was  considered  preferable 
to  perforating  machines  for  the  work.  The  junctions,  up- 
wards of  200  in  number,  were  exact,  and  could  only  be 
traced  afterwards  by  the  crossing  of  the  drill-holes  blown 
out. 

The  ruling  gradient,  or  fall,  of  the  aqueduct  is  10  inches 
per  mile,  equivalent  to  1  in  6,886;  and  the  aqueduct  is 
capable  of  passing  50,000,000  gallons  per  day. 

The  actual  cost  of  removing  the  rock  by  blasting  varied 
from  £1  to  £2  per  cubic  yard.  The  cost  of  tunnelling 
through  the  mica-slate  was  about  £18  per  lineal  yard,  and 
through  the  clay-slate  from  £d  to  £10  per  lineal  yard.  In 
the  Old  Bed  Sandstone,  when  the  discharged  water  was  so 
considerable  as  to  retard  the  progress,  the  cost  in  the  lower 
beds  of  the  stratum  was  about  £10  per  lineal  yard.  Through 
the  softer  strata,  the  cost  of  excavation  was  £8  per  lineal 
yard,  and  in  some  cases  even  less  than  that.  These  costs 
include  the  cost  of  the  shafts,  except  where  they  were  of 
considerable  depth,  as  in  the  Loch  Katrine  tunnel,  for  which 
the  cost  of  the  shafts  is  not  included.  The  cost  of  driving 
through  soft  material,  and  of  lining,  taken  together,  was 
about  equal  to. the  cost  of  excavation  through  hard  and 
compact  rock,  when  no  lining  was  required. 

The  aqueduct  bridges  over  the  ravines  are  somewhat  pe- 
culiar. There  are  five  of  considerable  length,  respectively  124, 
154, 212, 147,  and  882  yards  in  length,  similarly  constructed, 
as  in  Fig.  286.  At  the  ends  of  the  bridges,  or  the  shallowest 
parts  of  the  ravines,  the  aqueduct  is  a  cast-iron  trough, 
Fig.  287,  8  feet  wide  and  4  feet  deep,  of  |-inch  plates,  sup- 
ported on  a  solid  dry-stone  embankment,  constructed  of  the 
stone  of  the  district  carefully  set  by  hand,  9  feet  wide  at  the 
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top)  with  a  battel  of  8  iiioheB  to  afoot  at  each  Bide.   The  deeper 

pai-ts  of  the  valleya  are  croaaed  by  cast-iron  tabes,  Fig.  28S, 

8  feet  wide  hy  6J  feet  high  inside,  supported 

\i  on  piers  at  intervals  of  60  feet.    The  bottoms 

IS  and  sides  are  of  l-inch  plates,  and  the  tops 

g  are  7-lS  inch  plate  stiffened  by  angle  irons. 

The  level  of  the  bottom  of  the  tubes  is  8  feet 

below  that  of  the  troughs.    The  tubes  can  pass 

50,000,000  gallons  per  day.    At  the  croasug 


m  Fig.  187. 

^  of  smidl   monntain   streams,  the    aqaednct  is 

:  J  carried  in  caat-iron  troughs  like  those  already 

r  desoribed,  supported  on  cast-iron  beams  over 


the  stream. 


']'       Siphon  pipes    are  laid    to  cross  the  vaOey 

g  of  the  Duchray  Water,  about  1,210  yards  wide. 

^  Small  basins  are  formed  at  each  end,  &om  which 

the  pipes  proceed.    These  are  4  feet  in  dia> 

meter,  in  9-feet  lengths,  with  spigot  and  faucet 

joints,  run  in  with  lead  in  the  usual  way.    At 

the  lowest  point,  the  pipes  are  under  a  presanre 

of  165  feet.     The  river  is  crossed  by  cast-iron 

girders  of  60  feet  span.     Provision  waa  made 

for  laying  two  additional  lines  of  pipes,  one 

of  4  feet  and  the  other  of  S  feet  in  diameter. 

Alter  passing  through  the  ridge  of  Old  Bed  Sandstone  con- 
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glomente  by  tlie  Claelunora  tnmiel,  the  aqnednct  is,  tot  t 
length  of  five  miles,  in  open  cutting  for  the  greater  pui,  vith 
nuBonry  Bidea  and  a  iLy-mbble  arch,  covered  with  puddle 
2  feet  in  depth. 

The  Eudiick  Vallej',  like  that  of  the  Dnchray,  is  crossed 

hy  a  1-feet  siphon  pipe,  2}  miles  in  length, 

and  is  subject  to  a  pressnre  of  235  feet  of 

water  at  the  bottom  of  the  river,  where  the 

pipes  are   1ft  inches  in  thickness.    The 

.  pipes  are  carried  across  small  depressions 

^  in  the  valley  on  stone  piers,  and  at  the 

j  crossing  of  two  roads,  and  of  the  Forth 

^  and  Clyde  Railway,  they  are  furth»  snp- 

!  ported  by  caet-iron  brackets.  At  sncfa  ex- 
posed places  the  joints  of  the  pipes  are 
flanged.  There  is  a  short  tonnel  on  this 
I  length  of  pipe  snfBciently  wide  to  cany 
J  the  three  lines  of  pipes. 
i  The  constmction  of  the  aqnednct  for  the 
1  five  miles  extending  from  the  valley  of  the 
I  Endrick  to  the  valley  of  the  Blane  presents 
%  the  same  general  features  as  those  already 
4  described.  Good  boilding  stone  was  abnn- 
J  dant  in  this  district,  and  the  bridges  are 
^  all  of  masonry.  One  of  the  aqnedact 
^  bridges  near  Eilleam,  nineteen  miles  from 
^  Loch  Katrine,  is  represented  in  Fig.  289. 
The  total  cost  of  Uie  aqnedact  was 
£468,000,  averaging  £18,000  per  mile. 

The  4-feet  pipes  were  intended  to  deliver 

20,000,000  gallons  per  day.     They  have, 

in  fact,  delivered  24,000,000  gallons  per 

day,  and  even  then  they  were  not  completely  charged.    All 

the  pipes  were  coated  with  coal-pitch  and  oil,  according  to  the 

process  of  Dr.  Angus  Smith,  first  applied  by  Mr.  Batemau  foi 
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the  Manchester  Waterworks.     This  coating,  when  properly 

done,  imparts  a  smooth  glassy  snrfaca  to  the  pipes,  and  pre- 
vents, at  least  for  a  nnmber  of  years,  oxidation  of  the  metal. 
At  the  Mugdock  reservoir,  the  water  is  firet  discharged 
iMto  a  basis,  from  which  it  passes  over  cast- 
iron  gange-plates,  iO  feet  wide,  bronght  up 
to  a  thm  edge.     The  depth  of  water  pass- 
ing over  these  plates  is  regularly  recorded, 
and  the  discharge  computed.     From  the 

basin,  the  water  falls  into  an  upper  division  jj 

of  the  main  reservoir,  about  two  acres  in  | 

extent,  and  thence  it  is  discharged  into  the  I 

main  body  of  the  reservoir.  ^ 

The  reservoir  has  a  water  Bar&ce  of  60  | 

acres,  and  a  depth,  when  fall,  of  50  feet.  | 

It   contains  648,000,000   gallons,    and  is  <^ 

317  feet  above  ordnance  datum.      The  re-  S, 

Bervoir  was  formed  by  means  of  two  earthen  J 

embankments,  of  which  the  principal  em-  ~ 

bankment,    shown    in   section.    Fig.  290,  | 

is  400  yards  long  and  68  feet  high ;  and  '^ 

the  other,  or  easterly,  embankment  Is  240  " 

yards  long  and  60  feet  high.     Each  em-  S 

bankment  is  made  with  a  central  puddle  i. 

wall,  and  ia  pitched  on  the  front  slope.  « 

The  vrater  is  drawn  from  the  reservoir  ^ 
by  pipes  laid  in  a  tunnel  through  the  hill 
between  the  two  embankments.     At  the 

'  inner  end  a  stand-pipe  is  arranged  so  that 
water  can  be  drawn  at  various  heights. 

About  50  yards  from  the  reservoir,  the 
water  passes  into   a    circular    well    cut   oat   of   the  rock, 

40  feet  in  diameter  and  63   feet  deep,  where  it  is  sti'ained 
through  copper-wire  cloth.  The  wire-cloth  contains  40  meshes 

'  to  the  inch,  arranged  in  oak  frames,  forming  an  inner  well, 
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octagonal  in  shape,  25  feet  in  diameter,  from  which  the  sap- 
ply  is  delivered  into  the  lines  of  pipes  leading  to  the  city. 

The  two  pipes  are  each  42  inches  in  diameter,  until  they 
emerge  from  the  tnnnel,  where  they  are  reduced  to  a  diameter 
of  86  inches.  They  are  continuous  at  this  diameter  to  the 
city.  They  are  laid  side  by  side  for  a  length  of  three  miles, 
after  which  they  diverge,  one  line  being  carried  by  the  Great 
Western  Boad  for  the  supply  of  the  low-lying  districts,  and 
the  other  by  Maryhill  for  the  supply  of  the  high  districts. 
The  pipes  meet  again  at  8t.  George's  Boad,  and  are  so 
arranged  as  to  be  put  in  connection  when  required.  To  this 
point,  the  distan'ce  from  the  straining- well  is  7  miles  for  the 
low  pipe,  and  6i  miles  for  the  high  pipe.  Each  line  of 
pipe  crosses  the  river  Kelvin  and  the  Forth  and  Clyde  Canal. 
The  Kelvin  Bridge,  on  the  Great  Western  Boad,  was  widened 
to  carry,  on  cast-iron  girders,  the  low  district  main. 

At  Mugdock  reservoir,  self-acting  closing  valves,  intended 
to  shut  off  the  water  on  the  occasion  of  a  pipe  bursting,  are 
attached  to  each  line  of  pipes.  Stop-valves  are  fixed  at 
intervals  along  the  line  of  mains,  both  in  the  country 
and  in  the  city.  On  the  side  next  the  reservoir,  at  each 
stop-valve,  a  momentum- valve  is  applied,  designed  to  prevent 
concussion  in  the  pipes  by  the  too  sudden  closing  of  the 
stop- valves.  At  the  summit  of  each  rising  ground,  on  pipes 
of  6  inches  in  diameter  and  upwards,  an  air- valve  is  fixed ; 
and  at  the  bottom  of  every  hollow  a  fiushing-out  cock  is 
attached,  by  which  the  pipes  may  be  emptied  for  repair. 
Man-holes  are  placed  at  intervals  along  the  lines  of  the  large 
mains,  and  close  to  the  large  valves,  to  afford  admission  foi 
inspection  or  for  making  repairs. 

The  arrangement  of  the  self-acting  closing- valve  is  of  the 
character  of  a  throttle-valve  fixed  across  the  pipe.  It  is  held 
open  when  the  water  passes  at  a  given  velocity,  by  means  of 
counterbalance  weights.  When  the  velocity  is  exceeded  from 
any  cause,  as  the  bursting  of  a  pipe,  the  valve  closes. 
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That  the  large  stop -valves  might  be  worked  easily  by  one 
man,  they  were  divided  into  compartments,  on  a  principle 
proposed  by  Sir  W.  G.  Armstrong,  so  subdivided  that  one 
compartment- valve  could  be  easily  worked  at  a  time  by  one 
man.  When  the  smaller  division  is  first  opened,  the  passage 
of  water  through  the  opening  so  much  relieves  the  pressure 
on  the  slide  of  the  larger  compartment,  that  it  also  can  be 
opened  with  ease.  The  total  area  of  opening  through  the 
valve  is  something  less  than  the  sectional  area  of  the  pipe  ; 
and  it  requires  1  foot  head  of  pressure  to  pass  the  quantity 
of  water  that  the  pipe  was  designed  to  deliver.  Yalves  of  a 
diameter  greater  than  16  inches  are  of  this  construction. 
For  d6-inch  pipes,  of  which  the  sectional  area  is  7  square  feet, 
the  clear  water  way  is  4^^  square  feet,  and  the  smaller  slide 
has  an  area  of  1  square  foot,  that  of  the  larger  slide  being 
8^  square  feet.  The  water  passes  through  the  contraction 
at  the  speed  of  6f  feet  per  second,  to  correspond  with  the 
normal  velocity  of  4*4  feet  per  second  in  the  body  of  the  pipe. 

The  consumption  of  water  per  head  per  day  in  Glasgow, 
amounted,  in  1888,  to  26  gallons ;  in  1845,  to  80  gallons  ; 
in  1852,  to  85  gallons  on  the  north  side,  and  88  gallons  on 
the  south  side.  In  1868  the  consumption  reached  to  42^ 
gallons  per  head  per  day.  It  was  considered  that,  of  this 
amount;  15  gallons  was  run  to  waste. 

The  total  cost  of  the  works  was  as  follows  : — 

Works  at  the  Lochs     ....  £36,000 

The  Aqueduct,  25}  miles  m  length  468,000 

Mugdock  Beservoir      ....  56,000 

Main  pipes,  36  inches  in  diameter         .  123,000 

Diatribution  in  the  city       .        .        .  78,000 

Total  for  works      .        .  £761,000 

Land  and  compensation       .        .        .         70,000 
Parliamentary  expenses,  engineering, )         «-  ^qq 
and  sundries    .        .        .        .        j  ' 

157,000 


Total      .         .        .         .        .         .      £918,000] 

A  A  2 


CHAPTER  IX. 

DBAIKAGE  OF  LAKD. 

Tbb  fonetions  of  vegetable  life  eanoot  be  carried  on  withont 
the  presence  of  a  certain  quantity  of  water,  inasmuch  as  the 
fluids  which  circulate  in  their  tissues  are  almost  entirely 
composed  of  the  water  taken  up  by  the  roots  from  the  ground. 
\l^th  the  exception,  however,  of  some  aquatic  plants,  the 
majority  suffer  from  an  excess  of  humidity ;  and  when  water 
is  found  in  an  agricultural  district  in  large  quantities,  it  is  as 
injurious  as  its  absence  is  in  other  cases.  Thence  arises  the 
necessity  {or  draining  lands  surcharged  with  water,  on  the  one 
hand,  and  for  irrigation  on  the  other.  It  is  equally  important 
that  air  should  be  allowed  access  to  the  roots  of  plants ;  but 
the  operation  of  ploughing,  harrowing,  hoeing,  &c.,  by  which 
this  object  is  effected,  belong  to  the  science  of  agriculture 
rather  than  to  engineering. 

The  nature  of  the  surface  and  of  the  subsoils  produce 
effects  upon  the  humidity  of  a  district  which  are  more  readily 
under  control  than  the  causes  previously  alluded  to.  They 
act  either  by  retaining  the  surface  water,  or  by  giving  passage 
to  the  springs  fed  by  lands  at  a  greater  distance ;  and  it  is  of 
the  utmost  importance  to  be  able  to  distinguish  between  these 
two  sources  of  humidity,  as  the  surface  drainage  adapted  to 
the  first,  under  some  circumstances,  is  utterly  ineffectual  to 
remedy  the  second. 

For  drainage  operations,  the  strictly  correct  geological 
descriptions  of  the  various  strata  may  be  neglected,  and  they 
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may  be  divided  simply  into  two  classes,  the  porous  and  the 
imperviovs.  The  former  comprises  all  those  consisting  of 
loose  materials  which  absorb  water  easily  and  allow  of  its 
passing  freely,  such  as  gravel,  sand,  loamy  clays,  and  the 
comminuted  upper  strata  of  most  of  the  limestone  formations. 
The  latter  consists  of  stiff  blue  clays  or  of  the  plastic  clays 
found  in  such  abundance  ;  of  some  kinds  of  gravel  cemented 
by  argillaceons,  calcareous,  or  ferniginouB  materialB ;  and  of 
such  limestone,  sandstone,  or  granitic  rocks  as  present  a 
close  grain  without  any  fissures.  No  regular  order  of  super- 
position of  these  classes  of  strata  exists  in  nature,  and  from 
their  complication  arise  the  greatest  difficulties  in  drainage. 

In  such  cases  as  those  in  which  a  pervious  stratum  lies 
upon  an  impervious  one,  the  water  falling  from  the  clouds 
permeates  the  former  until  it  meets  the  latter.  If,  then,  no 
escape  be  furnished  by  some  natural  overflow,  the  water  must 
accumulate  in  the  lowest  depressions,  until  the  hydrostatic 
pressure  of  that  in  the  higher  portions  forces  it  to  the  surface 
in  any  lower  ones  whose  conditions  of  level  may  be  such  as 
to  allow  of  its  rising.  It  may  frequently  happen  that  a 
natural  overflow  exists  at  a  small  distance  from  the  surface, 
but  not  at  such  a  depth  as  to  prevent  the  existence  of  great 
moisture  in  the  main  body  of  the  stratum,  although  no 
external  indication  beyond  the  character  of  the  herbage  may 
indicate  the  moisture.  The  great  objects,  therefore,  in  all 
drainage  are,  not  only  to  remove  the  surface  waters,  but 
more  particularly  to  cut  off  the  subterraneous  waters,  which 
either  rise  to  the  surface  or  are  confined  beneath  it. 

The  removal  of  surface  waters  is  a  comparatively  simple 
operation,  for  it  may  be  effected  by  dressing  the  land  into 
ridges,  and  giving  these  an  outfall  into  a  drain  or  ditch  all 
round  the  field.  The  ditch  itself  would  pour  its  waters 
into  any  natural  course,  and  the  latter  may  at  any  time 
be  enlarged  or  improved  by  observing  the  principles 
regulating    the   flow   of  water  in   open    channels    already 
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laid  down.  The  conditions  to  be  observed  being,  that  the 
channel  should  be  able  to  carry  off,  at  a  suitable  velocity, 
the  maximum  quantity  of  water  likely  to  be  thrown  into  it 
within  a  definite  period ;  and  that  the  velocity  should  not 
be  such  as  to  endanger  the  bottom  or  the  sides.  If  the 
outfall  drain  be  artificially  made,  it  is,  generally  speaking, 
desirable  that  it  should  be  impermeable. 

Operations  connected  with  the  improvement  of  an  outfall 
affect  very  large  areas,  and  would  seem  almost  to  call  for 
some  action  of  the  Legislature.  In  many  individual  cases, 
so  to  speak,  it  is  beyond  the  power  of  one  proprietor  to  under- 
take them  ;  and  the  only  course  left  open  to  him  is,  to  isolate 
his  own  land  by  diverting  any  water  flowing  from  other 
districts,  and  to  remove  that  which  falls  upon  his  own,  by 
means  the  most  adapted  to  effect  that  object  economically. 
The  execution  of  an  intercepting  drain  will  very  frequently 
suffice  to  remove  all  the  subterranean  waters,  should  such  be 
found,  by  stopping  the  flow  of  the  latter  in  what  would  other- 
wise be  their  natural  direction,  and  thus  leave  merely  the 
rain-water  falling  over  the  particular  district  to  be  dealt  with. 
In  such  countries  as  Holland,  and  the  fens  of  Lincolnshire, 
Bedfordshire,  &c.,  the  intercepting  drain  itself  becomes  the 
outfall  and  a  means  of  communication ;  for  the  main  drains 
are  used  as  canals,  and  the  waters  from  the  low  lands  are 
pumped  into  them  either  by  windmills  or  by  steam  power,  as 
may  be  most  expedient. 

In  hilly  countries  it  rarely  happens  that  any  difficulty 
occurs  from  the  direction  or  inclination  of  the  watercourses, 
and  in  them  the  question  of  outfall  is  not  so  complicated  as 
in  the  lower  and  more  level  districts  near  the  embouchures 
of  rivers.  The  longitudinal  section  of  the  centre  line  of 
nearly  all  rivers  is,  in  fact,  a  concave  parabolic  curve,  the 
apex  of  which  is  in  the  elevated  grounds  near  its  source. 
The  velocity,  under  such  circumstances,  is  very  great  in 
hilly  countries,  and  the  streams  are  able  to  keep  their  course 
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in  a  tolerably  siraiglii  line,  if  even  they  do  not  continually 
tend  to  rectify  any  bends  which  may  naturally  exist.  But  in 
proportion  as  the  rivers  approach  the  sea,  or  other  large 
rivers,  they  usually  flow  through  flat  alluvial  deposits,  or 
through  level  plains  of  earlier  formations.  The  velocity  of 
the  water  diminishes,  and  the  gradual  deposition  of  matters 
brought  down  from  the  hills  raises  the  bed  of  the  river, 
whilst  the  direction  becomes  tortuous  from  the  incapacity  of 
the  stream  to  overcome  the  obstacles  to  its  progress.  In  no 
country  in  the  world  can  more  striking  illustrations  of  these 
laws  be  found  than  in  England ;  nor,  perhaps,  is  there  any 
country  where  well-directed  works  for  the  purpose  of  obviating 
their  inconveniences  would  be  attended  with  more  brilliant 
results. 

Before  commencing  any  rectification  of  the  bed  of  a  river 
or  stream,  it  is  necessary  to  inquire  carefully  into  all  the 
numerous  commercial  interests  which  are  likely  to  be  aflected 
by  the  alteration.  A  plan  of  the  existing  watercourse  and 
its  various  affluents,  with  longitudinal  and  transverse  sections 
of  the  beds  and  banks  to  a  considerable  distance  on  either 
side,  is  required ;  observations  upon  the  flood  and  summer 
levels,  and  upon  the  seasons  and  durations  of  the  changes 
in  the  volume  of  the  stream,  must  be  made ;  and,  lastly,  a 
careful  notice  must  be  taken  of  the  nature  of  the  materials 
carried  down,  the  mode  in  which  shoals  are  formed  or  the 
banks  destroyed,  and  the  nature  of  the  river-bed  in  its  normal 
state. 

If  the  stream  follow  a  very  tortuous  course,  a  new  channel 
in  a  direct  line  evidently  will  shorten  the  distance  between 
its  extreme  points,  and  increase  the  inclination  of  the  water 
line.  The  velocity  of  the  stream  will  be  proportionally 
augmented,  and  if  the  same  quantity  to  be  discharged  flow 
before  and  after  the  execution  of  the  new  channel,  its  sec- 
tional area  may  be  made  smaller ;  or  if,  on  the  contrary,  it  be 
made  of  the  same  area  as  the  original  channel,  it  will  be 
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able  to  discharge  a  greater  volnme.  Any  sndden  bends  may 
thas  be  avoided  ;  but  it  is  to  be  observed,  that  there  seems 
to  exist  some  law,  the  eanse  of  which  has  hitherto  escaped 
onr  analysis,  owing  to  which  rivers  are  not  able  to  flow  in 
straight  lines  for  any  great  distance,  in  other  than  beds  of 
masonry,  without  requiring  great  and  frequent  repairs.  At 
auy  rate,  every  stream  when  left  to  itself,  so  to  speak, 
assumes  a  tortuous  outline;  and,  from  the  experience  ob- 
tained in  France  and  Italy,  it  appears  that  after  a  deviation 
there  is  always  a  tendency  to  resume  the  original  directions, 
especially  during  the  seasons  of  floods.  It  is,  therefore, 
preferable  that  the  centre  line  of  a  new  channel  be  formed 
¥dth  a  series  of  curvatures  of  very  large  radius  rather  than 
in  a  perfectly  straight  line.  Upon  the  Bhine  it  was  found 
that  the  river  exercised  no  corrosive  action  upon  its  banks 
when  the  radius  of  curvature  was  about  2,750  yards  long, 
the  bed  of  the  river  consisting  of  sand  and  gravel,  and  being 
frequently  exposed  to  sudden  and  violent  floods. 

The  efficient  action  of  new  channels  can  only  be  attained 
by  observing  these  conditions  : — Firstly. — They  must  be 
deepened  as  much  as  possible ;  the  sectionsd  area  to  be  given 
will  of  course  be  regulated  by  the  volume  to  be  discharged 
under  all  the  varying  conditions  of  the  rain-fall.  Secondly. — 
They  must  not  present  any  sudden  projections,  or  form  any 
sharp  curves  with  the  main  stream.  Thirdly. — If  the  new 
channel  cannot  be  dug  out  at  once  to  the  required  depth,  it 
must  not  be  opened  to  receive  the  waters  until  the  down 
stream  end  of  the  old  channel  be  closed,  so  as  efifectually  to 
force  all  the  running  water  into  the  new  channel.  Fourthly. 
— All  obstacles,  such  as  trunks  of  trees,  large  blocks  of 
stone,  &c.,  must  be  removed,  so  as  to  leave  the  watercourse 
perfectly  clear. 

When  an  entirely  new  outfall  is  to  be  formed,  the  dimen- 
sion s  to  be  given  to  it  must  depend  upon  the  proportion  of 
the  rain-fall  it  may  be  required  to  carry  off.     This  will  vary. 
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not  only  according  to  the  configuration  of  the  country,  but 
also  according  to  the  greater  or  lees  degree  of  permeability 
of  the  materials.  In  precipitous  mountain  districts  the  rain 
flows  off  with  comparative  rapidity,  merely  from  the  inclina- 
tion of  the  ground.  Should,  however,  our  observations  be 
directed  to  particular  mountain  districts,  it  will  be  found  that 
the  discharge  from  granitic  rocks  differs  very  materially  from 
that  from  the  lias,  the  oolites,  or  the  clay  formations.  From 
the  granites,  the  rain  runs  off  nearly  as  fast  as  it  falls,  for 
the  materials  are  non-absorbent,  and  the  subordinate  outlines 
do  not  present  any  depressions  likely  to  retain  the  water. 
The  lias  is  also,  comparatively  speaking,  impermeable,  as  are 
also  the  clays ;  whilst  the  oolites  and  the  gravels  absorb  the 
water  during  the  period  of  its  falling,  to  give  it  out  again 
when  perhaps  the  supply  may  have  ceased.  In  fact,  the 
character  of  the  discharge  from  the  granites,  the  lias,  and 
the  clays  may  be  regarded  as  being  of  a  torrential  descrip- 
tion, whilst  that  from  the  limestones  is  far  more  equable. 
In  the  former  districts,  it  appears  that  about  }  of  the  rain 
flows  off  in  the  natural  watercourses,  whilst  in  the  latter 
and  in  the  gravel  the  maxinium  quantity  so  flowing  would 
only  be  i.  Again,  the  proportion  of  the  rain-fall  which  may 
require  to  'be  carried  off  will  differ,  according  to  the  greater 
or  less  continuance  of  the  rainy  season.  Thus  in  winter  it 
happens  that  the  ground  frequently  becomes  saturated  with 
water  at  an  early  period,  and  it  is  advisable  in  such  a  case 
that  any  flood  should  be  carried  off  as  rapidly  as  it  rises. 
The  maximum  quantity  of  rain  which  may  fall  within  a  given 
time  becomes  then  a  condition  regulating  the  dimension  of 
the  outfall,  of  nearly  as  much  importance  as  the  average  fall 
of  the  whole  year. 

An  outfall  having  been  secured,  either  by  adopting  or 
improving  the  natural  facilities  of  the  country,  or  by  forming 
a  new  watercourse,  if  the  source  of  the  water  deteriorating 
the  quality  of  any  land  be  not  such  as  to^  be  removed  by 

A  A  8 
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surface  drainage,  an  investigation  of  the  sorroonding  district 
most  be  made,  to  ascertain  the  superposition  of  the  strata, 
their  natnre,  thickness,  and  respective  inclinations ;  or,  should 
any  local  circumstances  prevent  this  examination  from  being 
carried  ont  on  a  sufficiently  extended  scale,  small  ditches  or 
trial  shafts  should  be  sunk  at  the  upper  and  lower  sides  of 
the  district  to  be  drained.  The  points  of  outburst  of  any 
springs  must  be  noticed,  and,  if  possible,  their  sources  of 
supply  be  discovered.  When  these  points  are  settled,  the 
direction  to  be  given  to  the  drains  must  be  considered ;  and, 
if  possible,  it  would  be  advisable  to  make  them  follow  the 
line  of  the  longest  fall  of  the  ground.  The  depth,  and  the 
distance  apart  of  the  drains,  must  depend  to  a  certain  extent 
upon  the  description  of  crops  to  be  raised,  but  more  par- 
ticularly upon  the  nature  of  the  subsoil.  For,  in  the  first 
place,  it  is  necessary  to  place  the  drains  at  such  a  depth  as 
to  obviate  any  danger  of  their  materials  being  deranged  by 
agricultural  operations.  In  ordinary  modes  of  cultivation, 
the  minimum  depth  to  which  the  ground  is  worked  may  be 
taken  at  8  inches ;  in  many  others,  the  ground  is  moved  to  a 
depth  of  18  inches ;  and  for  these  reasons  it  is  usual  to  place 
the  drains  at  such  a  depth  that  there  shall  be  a  distance  of 
about  20  inches,  between  their  highest  points  and  the  surface 
of  the  ground.  In  the  second  place,  if  an  impermeable  sub- 
soil be  met  with  within  a  distance  of  6  or  6  feet  from  the 
surface,  such  as  to  intercept  the  passage  of  the  water  in 
either  direction,  the  drains  must  be  carried  down  to  it ;  or 
otherwise  the  portions  between  each  of  them  would  only  be 
imperfe  tly  dried.  The  nature  of  the  materials  employed 
will  also  modify  the  depth  of  the  drains;  for  if  they  be 
bulky,  as  in  the  case  of  broken  stone,  they  must  require  a 
greater  width  than  when  tiles  or  tubes  are  used. 

The  width  of  the  trenches  will  be  regulated  by  the  depth 
of  the  drains,  because  the  workmen  require  a  greater  space 
to  work  the  deep  than  they  do  the  shallow  ones.     At  the 
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enrface  the  width  is  reqnired  to  be  greater  than  at  the  bottom ; 
and  in  practice  it  is  found  that,  for  a  depth  of  aboat  8  feet,  it 
is  sufficient  to  give  a  width  of  about  1  foot  at  the  snr&ce  and 
of  6  inches  at  the  bottom ;  for  a  depth  of  about  4  feet,  those 
dimensions  become  reBpeilively  1  foot  4  inches  and  8  inches  ; 
whilst,  for  a  depth  of  8  feet,  they  become  respectively  2  feet 
6  inches  and  I  foot  2  inches.  The  direction  of  the  drains 
shoold  be  made  as  straight  as  possible,  in  order  to  avoid 
any  ioterference  with  the  discharge  of  the  water ;  and  they 
most  be  commenced  by  opening  the  lower  portions  of  the 
district  first 

It  is  indispensable  that  a  regular  inclination  be  given,  and 
that  it  should  be  sufficient  to  insure  the  flow  of  the  water.  A 
fall  of  about  1  in  200  will  be  fonnd  sufficient  for  ordinary 
cases,  espeoially  if  the  drain  tiles  be  well  laid. 

There  are  several  modes  of  filling  in  druns  employed  by 
agricultural  engineers,  the  principal  of  which  are  represented 
in.  the  subjoined  sketches.    Fig.  291  represents  a  simple  and 


Fig.  nt.  Fis-  ^-  ^-  ssa. 

economical  system  followed  in  conntries  where  tubes  or 
stones  are  expensive.  It  consists  in  forming  shonlders  npon 
the  sides  of  the  trenches,  and  laying  upon  them  a  thick  sod 
with  the  grass  downwards,  the  remainder  of  the  trench  being 
filled  in  with  the  materials  thrown  out  &om  it,  taking  care  to 
reject  the  denser  and  more  impermeable  earths.  This  de- 
scription of  drain  is  economically  formed,  bnt  it  does  not  last 
for  any  length  of  time,  at  least  with  sufficient  efficacy. 
Fig.  292  represents  an  economical  form  of  drain  for  conn- 


510  THE   RUDIMKNTS  OF  CIVIL  ENGINEBRINQ. 

tries  in  which  large  qnaniiiies  of  water  are  to  be  removed,  and 
where  stone  is  cheap.  The  channd  is  formed  by  placing  thin 
slabs  on  end,  leaning  against  one  another,  and  covering  them 
with  broken  stones  or  gravel;  the  whole  is  then  covered  by 
sods  and  the  lighter  earths  of  the  excavations,  as  before.  If 
the  waters  draining  through  such  channels  do  not  contain  any 
notable  proportion  of  soluble  salts,  which  they  might  gra- 
doally  deposit  aronnd  the  broken  stones,  they  will  continue 
to  flow  for  an  indefinite  period. 

Fig.  298  represents  the  tile  and  shoe  drains,  which  were 
mach  employed  in  England  formerly,  each  tile  being  about 
14  inches  long,  by  8  or  4  inches  wide,  and  4  or  5  inches 
high,  and  the  shoes  being  of  the  same  length,  bat  a  little 
wider  than  the  tiles.  Of  late  years,  however,  it  has  been  the 
opinion  of  agriculturists,  that  perfectly  cylindrical  tubes  are 
the  most  advantageous,  not  only  on  account  of  the  greater 
facility  of  their  manu&cture,  but  also  of  the  greater  economy 
in  their  fixing.  These  cylindrical  tubes  are  made  of  the  same 
length  as  the  earlier  description  of  tiles,  and  of  diameters 
varying  from  1  to  8  or  4  inches. 

When  the  soil  b  peaty,  or  a  running  sand,  or  when  the 
nature  of  the  materials  through  which  the  excavation  is 
carried  is  such  as  to  render  it  dij£cult  to  form  and  maintiiin 
the  bottom  of  the  trench  in  a  perfectly  straight  line,  the 
butting  joints  of  ihe  tubes  will  require  to  be  protected  by 
collarsi  which  may  be  perforated  with  numerous  small  holes. 
Under  ordinary  circumstances,  it  will  suffice  either  to  use 


pipes  with  an  end  terminating  thus        ^*^        ,  or  merely 

with  a  straight  end.  In  the  last  two  cases,  the  trench 
should  only  be  thrown  out  to  the  precise  width  necessary  to 
receive  the  pipes ;  and  in  both  it  is  absolutely  necessary  that 
the  straightness  and  the  uniformity  of  inclination  of  the 
bottom  of  the  trench  be  rigorously  observed. 

Drains  should  not  be  made  too  long,  because  if  the  fall  be 
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great  there  wonld  be  danger  from  the  bursting  of  the  pipes 
by  the  head  of  water ;  and  the  chances  of  choking  are  con- 
siderably increased,  as  well  as  the  difficulty  and  expense  of 
repairs.  It  is  advisable  to  make  the  subdrains  pour  their 
water  into  a  species  of  main  of  larger  diameter,  which  sub- 
sequently should  pour  the  collected  stream  into  the  general 
outfall.  Mr.  Parkes  recommends  that  the  submains  should 
never  much  exceed  800  yards  in  length,  and  he  usually  makes 
the  diameter  of  the  lower  half  about  i  greater  than  that  of 
the  upper,  in  order  to  insure  the  perfect  discharge  of  the 
water.  Under  ordinary  circumstances,  however,  it  is  pre- 
ferable that  the  smaller  drains  should  discharge  into  an  open 
ditch,  because  the  water  would  flow  away  more  easily,  and 
at  the  same  time  the  repairs  are  performed  with  greater 
facility. 

The  length  of  the  main  drains  may  be  greater,  on  account 
of  their  greater  dimensions,  but  the  condition  above  stated, 
of  giving  them  an  enlarged  diameter  at  their  lower  extremity, 
must  be  observed.  They  are  formed  in  the  same  manner  as 
the  subdrains,  but,  of  course,  in  the  lowest  parts  of  the  land ; 
and  it  is  advisable  to  place  them  at  a  slight  distance  below 
the  subdrains,  in  order  that  these  may  discharge  more  freely. 
Their  inclination  must  be  greater,  because  the  volume  of 
water  they  have  to  transmit  is  also  greater  than  that  of  the 
subdrains ;  and  it  is  important  to  carry  them  at  some  dis- 
tance from  the  hedges,  or  large  trees,  lest  the  roots  should 
force  their  way  into  the  pipes  and  choke  them,  because  these 
are  known  to  have  a  remarkable  avidity  for  water,  and  are 
likely  to  force  their  way  into  the  joints  of  the  pipes.  Lastly, 
it  is  important  that  the  junction  of  the  subdrains  with  the 
mains  should  not  take  place  at  right  angles,  but  in  an  oblique 
direction,  so  as  to  avoid  any  interference  with  the  velocities  of 
the  respective  currents  which  might  be  likely  to  cause  the 
deposition  of  any  sand  or  mud  in  suspension  of  either  of  them. 
For  the  same  reason  it  is  advisable,  that  two  drains  coming 
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from  different  parts  of  the  land  should  not  be  made  to  con- 
verge at  the  same  point. 

The  distance  apart  of  the  drains  will  depend,  in  fact,  npon 
their  depth,  and  the  degree  of  permeability  of  the  soil ;  and 
this  becomes  one  of  the  most  important  qnestions  to  be 
decided  before  commencing  snch  works,  for  the  greater  the 
distance,  evidently  the  less  will  be  the  nnmber  and  the  cost 
of  the  operation.  Mr.  Smith,  of  Deanstone,  advocated  the 
system  of  numerous  drains,  at  comparatively  shallow  depths ; 
whilst  Mr.  Parkes  recommends  that  they  be  made  deeper 
and  at  greater  distances.  The  former  made  his  drains  from 
6  to  8  yards  apart,  and  about  8  feet  deep ;  whilst  the  latter 
makes  the  distance  from  18  to  20  yards,  and  the  depth  from 
4  feet  6  inches  to  8  feet.  In  fact,  boili  parties  may  be  in 
error  in  striving  to  enforce  their  respective  system  too  rigor- 
ously, and  a  course  of  proceeding  which  may  be  eminently 
successful  in  one  case  may  be  very  inadvisable  in  another. 
Thus,  if  a  stratum  of  permeable  materials  exist,  whose  depth 
may  be  6  feet,  it  is  possible  that  a  drain  placed  5  feet  below 
the  surface  may  withdraw  the  waters  from  a  distance  of  about 
10  or  15  yards  on  either  side.  In  such  a  case  there  would 
be  a  decided  advantage  in  placing  the  drains  at  the  greatest 
depths  and  distances,  according  to  Mr.  Parkes's  plan.  But  if 
the  soil  itself  be  light,  and  at  a  depth  of  from  2  to  8  feet  from 
the  surface  an  impervious  subsoil  be  found,  it  would  be  evi- 
dently absurd  to  carry  the  drains  below  the  subsoil,  because 
this  would  entirely  destroy  any  lateral  action  of  the  drains 
beyond  a  distance  of  about  6  or  8  yards.  In  such  cases,  the 
system  recommended  by  Mr.  Smith  is  the  more  advisable; 
and,  indeed,  it  happens  in  this  particular  branch  of  engineer- 
ing, as  in  all  others,  that  every  individual  case  requires  to  be 
judged  of  and  decided  upon  its  own  merits. 

In  Ireland  the  usual  system  latterly  adopted  appears  to  be 
so  admirably  suited  to  the  class  of  materials  most  commonly 
met  with,  that  an  abstract  of  it  is  subjoined. 
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Minor  drains  are  formed  at  distances  apart  varying  from 
21  to  40  feet ;  the  depth  is  made  8  feet  from  the  lowest  point 
of  the  snrface ;  the  width  from  15  to  18  inches  at  the  top, 
and  4  inches  at  the^hottom.  These  minor  drains  are  parallel 
to  one  another,  and  only  run  from  160  to  200  yards  without 
flailing  into  either  a  ditch  or  a  submain.  In  these  drains  a 
depth  of  12  inches  of  broken  stones,  2^  inches  in  diameter, 
is  placed,  care  being  taken  that  they  be  quite  clean  ;  a  sod  8 
inches  thick  is  placed  over  them,  and  the  earth  is  filled  in. 
Sometimes  pipes  2^  inches  in  diameter  are  inserted. 

The  submains  are  cut  42  inches  deep,  by  20  inches  wide 
at  the  top  and  12  inches  wide  at  the  bottom ;  they  are  carried 
along  the  low  side  of  the  field,  about  10  feet  from  the  fences, 
and  are  not  allowed  to  run  more  than  800  yards  without  dis- 
charging into  a  covered  or  main  drain.  An  open  channel, 
6  inches  square,  is  formed,  and  above  this  the  trench  is 
covered  and  filled  in  as  before  with  a  thickness  of  about  8 
inches  of  broken  stones,  carefully  cleaned. 

The  open  main  drains  are  sunk  to  a  depth  of  at  least 
5  feet ;  they  are  made  2  feet  wide  at  the  bottom,  and  tbe 
sides  are  thrown  out  to  an  inclination  of  1  to  1,  if  the  mate- 
rials be  such  as  to  stand  at  that  inclination,  excepting  in 
rocky  countries,  where  the  sides  may  be  left  at  about  ^  to  1. 
A  minimum  inclination  of  at  least  4  feet  per  mile  is  required 
for  these  main  drains.  The  dimensions  of  the  covered  main 
drains  must  necessarily  depend  upon  the  quantity  of  water 
they  are  intended  to  carry  off ;  but  generally  speaking  it  is 
found  to  be  sufficient  to  make  them  1  foot  square  in  the  clear, 
with  walls  6  inches  thick,  covered  by  flag-stones  8  inches 
thick,  and  filled  in  as  before. 

It  appears  that  there  is  an  advantage  in  executing  the 
drainage  of  an  agricultural  district  in  dry  weather,  and  in 
leaving  the  trenches  open  for  a  short  time,  in  order  that  the 
ground  may  become  warmer,  and  to  a  certain  extent  aerated, 
by  being  exposed  to  the  atmosphere. 
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The  meaanres  to  be  adopted  for  the  drainage  of  manh 
lands  mast  neceBBarily  depend  apos  the  causes  which  have 
BQpermdDced  this  state.  These  canses  are  the  following,  at 
least  in  the  majority  of  cases : — Istly,  the  saperabondaot 
bnmidity  of  the  land  may  be  owing  to  the  fact  that  the  sab- 
terranean  waters  are  retuned  by  beds  of  impenneable  mate- 
rials, and  after  satoratlng  the  lower  strata,  they  are  forced  to 
make  to  themselves  a  vent  upon  the  surface  ;  Sndly,  it  may 
be  owing  to  the  fact  that  the  land  is  situated  below  the  level 
of  the  BDrronndlng  country,  and  therefore  receives  the  drainage 
from  it ;  8rd1y,  it  may  be  owing  to  the  existence  of  a  river 
oecnpying  a  higher  level  than  that  of  the  marsh  land  itself. 


Fig.  2M.— Dtaiiuge. 

The  operations  connected  with  the  drtunage  of  large 
marshes,  fens,  oi  bogs,  require  so  eerioos  an  outlay  that  they 
can  only  be  undertaken  by  large  companies  or  by  the  State ; 
bnt  it  frequently  happens  that  small  districts  may  be  found 
in  which  a  bed  of  clay  occupies  a  position  similar  to  that 
represented  in  the  accompanying  sketch,  filling  a  depression 
npou  the  top  of  some  permeable  material,  which  last,  in  its 
turn,  reposes  upon  a  lower  stratttm  of  impermeable  materials. 
In  snch  cases  the  clay  will  prevent  the  water  which  soaks 
through  the  upper  and  exposed  portions  of  the  permeable 
stratum  from  flowing  away  at  the  lower  point.  The  water 
vrill  then  accumulate  until  it  rises  to  the  level  of  the  surface 
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of  the  clay,  represented  by  the  line  a  b,  where  it  will  overflow 
and  form  what  are  commonly  called  springs,  which,  unless 
provided  with  an  outfall,  will  maintain  the  surface  in  a  state 
of  excessive  humidity. 

If,  again,  in  the  above  sketch.  Fig.  294,  we  suppose  the 
basin-shaped  depression  shaded  with  interrupted  lines  to  re- 
present a  bed  of  clay  resting  upon  gravel,  and  to  be  filled  in 
with  ordinary  soil,  from  the  known  impermeability  of  the 
clay  it  will  retain  all  the  water  soaking  through  the  soil  to  it, 
and  in  fact  render  the  soil  a  complete  morass,  especially 
if  the  soil  in  question  be  surrounded  by  any  eminences 
shedding  their  waters  upon  it. 

In  the  illustration  first  supposed,  the  waters  may  be  re- 
moved, either  by  bringing  them  to  the  surface  at  a  point 
where  a  new  and  more  effective  outfall  can  be  found,  or  by 
letting  them  escape  to  a  lower  level.  In  the  first  case  sur- 
face drains  are  to  be  cut  of  a  sufficient  capacity  to  hold  the 
waters  likely  to  rise,  and  transverse  outfall  drains  made  to 
receive  them.  Borings  should  then  be  made  in  the  surface 
drains,  descending  to  the  top  of  the  upholding  stratum,  and 
the  hydrostatic  pressure  of  the  supply>  in  such  portions  as 
are  placed  at  a  higher  level,  will  cause  the  water  to  flow  into 
the  surface  drains,  until  its  level  throughout  the  whole  dis- 
trict will  be  found  to  be  that  of  the  drains.  The  outfall  must 
be  made  as  usual. 

In  the  second  illustration  a  boring,  or  borings,  as  may  be 
required,  are  to  be  made  through  the  impermeable  stratum  to 
the  previous  one  upon  which  it  reposes ;  or,  in  fact,  a  series 
of  absorbing  wells  are  to  be  formed,  and  the  various  surface 
drains  made  to  converge  to  it.  In  the  Treatise  upon  Well- 
boring  and  Sinking  much  information  will  be  found  connected 
with  the  principles  of  the  action  of  such  wells  and  their  mode 
of  construction.  In  these  instances  they  will  serve  to  carry 
tho  waters  from  the  various  surface  drains  into  the  lower 
strata,  which  almost  invariably  will  be  found  to  possess  some 


546  THE   RUDIMBNTO  OF  CITIL   BKGIKEEIUKO. 

luttimd  outlet,  at  s  greater  or  less  distance,  in  the  shape  of  a 
spring. 

Notwithstanding  the  progress  of  science  in  onr  times,  Mr. 
EUdngton's  mles  may  still  he  quoted  as  heing  the  simplest 
and  most  effective  for  the  execution  of  the  drainage  of  marsh 
laods  formed  by  the  outburst  of  land  springs.  They  are  as 
follows : — 

1st.  To  find  out  the  main  spring  or  cause  of  the  mischiet 

2nd.  To  take  the  level  of  the  spring,  and  ascertain  its  sub- 
terraneous bearings. 

8rd.  To  use  the  augur  to  tap  the  spring,  when  the  depth 
of  the  drain  is  not  sufficient  for  that  purpose. 

It  must  be  evident  that  if  any  district  be  situated  so  as  to 
receive  the  waters  flowing  off  from  surrounding  eminences,  it 
will  eventually  be  converted  into  a  morass  unless  an  outlet  be 
provided.  Should  the  district  be  small,  this  object  may  be 
effected,  as  before,  by  the  formation  of  absorbing  wells  placed 
at  the  lowest  points ;  but  when  its  dimensions  are  consider- 
able, the  first  operation  to  be  performed  will  consist  in  forming 
a  ditch  all  round  the  marsh,  so  as  to  intercept  the  waters 
flowing  from  the  upper  lands,  and  at  such  an  elevation,  and 
with  such  a  fall,  as  to  insure  the  discharge  of  any  waters 
which  maybe  poured  into  it  either  from  above  or  from  below. 
The  banks,  sides,  and  bottom  of  this  ditch  must  be  formed  of 
impermeable  materials.  The  ground  contained  within  these 
banks  must  then  be  drained  in  the  ordinary  manner,  and  the 
drains  made  to  converge  to  a  point  from  which  their  waters 
may  be  withdrawn,  either  by  means  of  an  absorbing  well,  or 
by  some  mechanical  contrivance,  such  as  water-wheels,  steam- 
engines,  or  windmills,  setting  in  motion  pumps,  norias,  or 
Archimedean  screws. 

If  the  marsh  be  owing  to  the  existence  of  a  river  at  a 
higher  level,  it  must  be  treated  in  a  similar  manner  to  that 
just  described,  if  the  river  itself  cannot  be  diverted;  or  the 
river  must  be  confined  within  impermeable  banks,  and  the 


DRAINAGE   OF   LAND  547 

waters  draining  from  the  low  lands  poured  into  it  by  some  of 
the  above-mentioned  engines.  It  may,  however,  happen  that 
the  stream  traversing  the  marsh  may  be  subject  to  great  and 
sadden  floods ;  and  in  such  cases  it  is  necessary  to  form  a 
doable  row  of  banks,  of  which  the  outer  ones  must  be  placed 
at  a  distance  and  superior  elevation  sufficient  to  carry  off  the 
increased  volume  of  water  flowing  through  them  at  such 
periods.  The  first  banks  then  serve  to  contain  the  river  in 
its  normal  state,  the  second  will  serve  to  contain  it  during 
floods ;  the  intermediate  bank,  or  zone,  may  be  devoted  to 
the  cultivation  of  aquatic  plants,  such  as  osiers,  willows,  &o. ; 
or  it  may  be  drained  by  a  separate  system  from  that  of  the 
marsh  entirely  protected. 

Of  the  machines  used  to  raise  water  in  any  of  the  supposed 
cases  there  are  many  varieties.  Those  hitherto  applied  may 
be  stated  to  be — 1,  pumps ;  2,  Archimedean  screws ;  3, 
machines  with  buckets;  4,  waterwheels  with  buckets,  or 
what  are  called  flash-wheels  ;  5,  the  water-pressure  engines, 
hydraulic  rams,  rope  pumps,  &c. 

Of  these,  the  pump  is  the  most  effective  when  large  bodies 
of  water  are  to  be  raised  from  great  depths,  but  it  is  exposed 
to  the  objection  that  the  maintenance  of  the  packing  of  the 
piston  and  of  the  pump  barrel  must  be  very  expensive  when 
the  water  to  be  raised  is  so  much  charged  with  earthy  matter 
as  must  always  be  the  case  with  that  flowing  from  drains.  If, 
therefore,  the  height  to  be  overcome  do  not  exceed  15  feet,  it 
is  usual  to  adopt  other  machines.  Thus,  in  Holland  the 
Archimedean  screw  is  mostly  used,  when  the  height  varies 
from  7  to  12  feet,  and  in  the  majority  of  cases  motion  is  com- 
municated by  windmills ;  when  the  height  varies  from  3  feet 
6  inches  to  7  feet,  however,  flash- wheels  are  employed.  In 
our  own  fen  districts  the  scoop  has  been  applied  by  Mr.  W. 
Fairbaim  with  remarkable  talent  and  success,  in  cases  where 
the  height  to  which  the  water  had  to  be  raised  varied  from 
12  to  15  feet.     In  the  East  the  noria  (a  machiae  consisting 
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of  an  endless  chain  bearing  a  series  of  buckets,  dipping  into 
the  water  at  the  lowest  point  of  its  course,  and  ponring  it  oat 
as  it  passes  the  upper  point)  has  been  used  from  time  imme- 
morial. The  fifth  class  of  machines  enumerated  above  are  so 
seldom  used  for  drainage  purposes  that  it  is  not  worth  while 
to  dwell  upon  them  at  present. 

In  Ireland,  some  large  bogs  have  been  drained  upon  the 
system  adopted  in  reclaiming  the  bog  of  Allen,  by  withdraw- 
ing the  water  from  below,  and  in  this  case  it  was  attended 
with  considerable  success.     The  surface  was  firstly  divided 
into  fields  of  an  oblong  figure,  and  of  about  5  or  6  acres  area, 
by  open  drains.     Augur  holes  were  driven  at  distances  of 
about  83  feet  down  to  the  rock,  and  at  a  level  of  at  least 
1  foot  above  the  surface  of  the  water  in  the  drain.     Curved 
pipe  tiles,  li  inch  diameter,  were  inserted  into  the  holes,  so 
as  to  throw  the  water  into  the  centre  of  the  drain.     These 
drains  were  made  about  6  feet  deep.     On  the  Chat  Moss 
drainage  no  effort  was  made  to  withdraw  the  deeper- seated 
waters,  but  all  the  measures  adopted  were  designed  merely 
with  reference  to  those  flowing  upon  the  surface.     Square 
enclosures  were  formed,  100  yards  long  by  50  wide,  by  means 
of  large  open  drains,  8  feet  9  inches  deep  at  the  minimum, 
8  feet  wide  at  the  top,  and  1  foot  8  inches  at  the  bottom. 
Covered  cross  drains  were  formed  communicating  with  the 
open  ones,  and  with  a  width  of  between  12  and  14  inches 
as  far  as  the  shoulder,  placed  about  2  feet  2  inches  from  the 
surface ;  below  which  point  they  were  carried  to  a  further 
depth  of  about  16  inches,  with  a  width  of  8  inches :  these 
cross  drains  were  placed  at  distances  of  about  6  yards  from 
centre  to  centre.     No  tiles  or  pipes  were  used,  the  bottom  of 
the  drain  filling  being  formed  by  the  surface  spit  raised  from 
the  moss. 

[In  the  reign  of  Charles  I.  it  was  determined  to  drain  the 
great  level  of  the  fens — an  extensive  district  of  low  marshy 
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find  on  the  east  coast  of  England,  bordering  upon  the  river 
lumber,  the  Witham,  the  Ancholme,  the  Welland,  the  Nene, 
md  the  Ouse,  called  the  Bedford  Level,  from  the  name  of 
he  Earls  of  Bedford.  The  fen  districts  present  the  largest 
j^ork  of  the  kind  in  the  world.  They  appear  to  have  formed, 
it  one  time,  an  estuary  of  the  Wash,  into  which  the  rivers 
above-named,  and  also  the  Glen  Biver,  were  discharged.  In 
the  north  of  Lincolnshire,  the  fens  do  not  extend  more  than 
four  or  five  miles  inland.  In  the  south  of  that  county  they 
are  20  miles  in  width,  and  between  Lynn  and  Peterborough, 
which  is  the  widest  part,  they  are  80  miles  wide.  Equal 
width  prevails  for  some  miles  further  south,  until  the  fens 
are  arrested  by  the  oolitic  elevations  of  Huntingdonshire  and 
Cambridgeshire.  They  terminate  at  a  few  miles  south  of 
Ely,  making  a  total  length  of  fen  district  of  about  180  miles. 

The  extent  of  country  drained  by  the  Wash,  includes  the 
entire  counties  of  Cambridge,  Huntingdon,  Bedford,  North- 
ampton, and  Butland ;  nearly  one-half  of  Norfolk,  one-third 
of  Suffolk,  one-half  of  Buckinghamshire,  three-fourths  of 
Lincolnshire,  and  a  small  part  of  Leicestershire.  The  area 
comprised  altogether  amounts  to  about  5,000  square  miles. 

The  Bedford  Level  is  divided  into  three  parts,  called, 
respectively,  the  South  Level,  the^Middle  Level,  and  the 
North  Level.  The  South  Level  is  drained  by  the  Ouse  and 
the  Bedford  Bivers,  which  have  been  variously  treated.  The 
North  Level  was,  for  a  great  number  of  years,  drained  by 
the  Wisbeach  outfall  and  the  crooked  course  of  the  Old  Nene 
Biver.  The  Middle  Level  presents  a  much  more  complicated 
system  of  drainage  than  the  other  levels.  The  principal 
artery  of  this  area  is  the  Old  Nene  Biver. 

The  rivers  already  named  form  the  present  water-drains  of 
the  fen  districts.  As  fen  rivers,  the  quantities  of  fresh  water 
transported  to  the  sea  by  the  Witham  and  the  Welland  are 
inconsiderable.  The  Ouse  and  the  Nene  are  the  more  im- 
portant drains.     They  rise  in  the  same  county,  and,  after 
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following  a  direction  nearly  at  right  angles,  discharge  them- 
selves into  the  Wash  within  a  few  miles  of  each  other.  The 
Oase  is  probably  one  of  the  most  tortnoas  rivers  in  the 
county.  Its  main  branch  rises  at  Gentworth,  about  10 
miles  north-west  of  Buckingham,  which  is  about  80  miles 
from  Lynn,  though  it  traverses  about  160  miles  in  its  course. 
The  Nene  originates  in  two  springs  north  and  south  of 
Daventry.  Its  course  is  easterly  to  Northampton,  where  it 
becomes  navigable.  The  direct  distance  to  the  outfall  at  the 
sea  is  60  miles,  but  the  course  of  the  river  is  nearly  100 
miles  in  length.  At  Peterborough,  it  enters  the  fens.  It  is 
chiefly  conducted  through  this  region  by  artificial  cuts,  so 
that  its  original  channels  are,  in  some  places,  hardly  trace- 
able. The  valley  of  the  Nene  is  lost  80  miles  above  its  out- 
fall. The  valley  of  the  Ouse  does  not  extend  further  than 
St.  Ives,  and  it  runs  a  course  of  50  miles  afterwards  between 
this  town  and  hyim.  The  valley  of  the  Welland  and  that 
of  the  Glen — a  secondary  river  which  runs  into  the  Welland 
— terminate  on  the  borders  of  Lincolnshire.  It  is  apparent 
that  all  the  rivers  just  noticed  seek  a  common  outlet,  over 
lands  which  are  no  higher  than  the  beds  of  the  rivers  ;  and 
that  they  are  only  prevented  by  embankments  from  over- 
running the  soil. 

The  plans  of  Cornelius  Yermuyden,  a  Dutch  Engineer, 
for  draining  the  fens  were  executed  in  the  middle  of  the 
seventeenth  century,  and  they  were  successful,  to  a  certain 
extent,  in  draining  the  level.  A  sluice  was  placed  across 
the  Ouse  at  Denver,  about  15  miles  from  the  sea  at  Lynn, 
where  the  Ouse  enters  the  Great  Wash,  so  as  to  exclude  the 
tidal  waters,  leaving  the  channel  of  the  Ouse  above  that 
sluice  for  discharging  the  fresh  waters  only.  These  it  was 
proposed  to  conduct  from  all  parts  of  the  land  by  small 
lateral  drains  or  canals,  carried  to  the  river  in  courses  as 
direct  as  was  practicable,  having  sluices  at  their  junction 
with  the  river  to  prevent  the  floods  from  entering  them  and 
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eovering  the  adjacent  lands.  A  new  channel,  also,  ahout 
20  miles  long,  called  the  Bedford  or  Hundred  Foot  River, 
was  cat,  for  a  part  of  the  river  Ouse,  from  the  point  where 
Denver  Sluice  was  erected  to  the  old  channel  of  the  Ouse  at 
Earith,  where  another  stanch  or  sluice  was  placed  for  pre- 
venting the  tide  from  going  beyond  that  point. 

Yermuyden  considered  that,  by  adopting  this  plan,  and 
having  only  the  fresh  water  to  contend  with,  he  would  get 
rid  of  that  powerful  enemy  to  drainage,  the  tide,  and  wotdd 
have  only  to  deal  with  the  fresh  water.  This  plan,  for  a 
time,  answered  tolerably  well,  and  a  considerable  improve- 
ment in  the  drainage  was  effected.  But  the  mouth  of  the 
channel  of  the  river  Ouse,  which  is  the  chief  outfall  for  the 
drainage  of  the  district  where  the  Bedford  Level  is  situated, 
being  deprived  of  its  accustomed  and  natural  scouring  power 
of  tidal  water,  became  so  obstructed  by  shoals  that  the  land 
water  could  not  pass  off  to  the  sea.  In  proportion  as  the 
drainage  became  defective  in  process  of  time,  as  it  necessarily 
did,  windmills  were  erected  to  work  scoop- wheels,  with  a  lift 
of  4  or  5  feet,  for  raising  the  water  out  of  the  lateral  canals 
into  the  river.  In  1718,  Denver  sluice  was  undermined  and 
blown  up  by  the  floods,  and  the  tide  recovered  to  some 
extent  its  ancient  receptacles;  but  the  sluice  was  rebuilt 
after  a  few  years  on  the  old  system,  and  the  drainage  and 
the  navigation  became  deteriorated  as  before.  The  principal 
defect  existed  immediately  above  the  town  of  Lynn,  where 
the  river  took  an  extraordinary  bend,  almost  at  right  angles 
to  its  general  course,  for  a  length  of  5i  miles,  forming  almost 
a  semicircle  of  a  diameter  not  exceeding  2f  miles.  In  addi- 
tion to  this  diversion,  by  which  the  fall  or  inclination  of  the 
current  was  lost,  the  channel  was  so  irregular  and  dispro- 
portionate in  width,  and  so  much  encumbered  with  drifting 
sands,  that  the  tidal  and  fresh  waters  were  unable  to  force 
their  way  through  them.  Thus  the  drainage  waters  were 
penned  up  above,  and,  being  detained,  they  formed  a  tranquil 
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poo],  which  during  floods  freqaently  broke  the  banks  and 
inundated  the  surrounding  country ;  and  the  channel,  more- 
over, being  deprived  of  its  natural  scour,  silted  up  in  the 
same  proportion.  The  remedy  for  this  great  evil,  first  pro- 
posed in  1724  by  Bridgeman,  and  approved  by  many  other 
engineers,  was  to  cut  off  the  bend  in  the  Ouse  by  opening  a 
comparatively  straight  channel  between  the  two  extremities. 
The  Eau  Brink  Gut,  executed  for  this  object,  was  opened  in 
1821,  and  very  beneficial  effects  immediately  followed.  The 
extraordinary  wet  winter  of  1821,  which  succeeded,  proved 
its  success  beyond  doubt.  Soon  after  the  cut  was  opened, 
the  low-water  line  in  the  Ouse  immediately  above  the  cut 
fell  6  feet.  The  additional  fall  augmented  the  inclination  in 
the  current,  which  acquired  increased  velocity  and  greater 
power  to  scour  away  and  remove  the  obstacles  in  iJie  bed  of 
the  river,  and  to  cause  the  discharge  of  a  greater  quantity  of 
water  in  the  same  time,  as  well  as  a  longer  period  for  dis- 
charging it.  In  consequence,  it  became  practicable  to  lower 
the  sills  of  the  Denver  sluice  6  feet.  The  country  was  greatly 
benefited  by  the  improved  discharge  and  the  better  drainage. 
The  tidal  waters,  moreover,  being  freed  from  the  shifting 
sands  and  circuitous  course  of  the  old  channel,  and  being  con- 
fined as  one  mass  in  the  new  direct  channel,  acted  with  greater 
effect.  Finding  their  way  upwards,  and  becoming  united  with 
the  fresh  waters,  and  enlarging  and  deepening  the  channel 
above,  the  channel  was  kept  open  to  its  proper  dimensions. 
Consequently,  both  the  drainage  and  the  navigation  were  im- 
proved by  the  Eau  Brink  Cut,  whilst  an  area  of  800,000 
acres,  drained  by  the  Ouse,  was  brought  into  profitable  culti- 
vation. The  improvement  was  carried  still  further  in  enlarging 
the  cut  by  one-third,  making  a  total  augmented  fall  of  7i  feet 
in  the  current  at  the  upper  end. 

The  drainage,  nevertheless,  was  not  quite  satisfactory,  and 
some  further  works  were  undertaken  in  1860 — steam  power 
for  lifting  water  in  the  neighbourhood  of  Whittlesea  Mere, 
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and  an  improvement  in  the  outfall  below  L3mn — nnder  the 
direction  of  Sir  John  Bennie  and  Mr.  Robert  Stephenson. 
The  "  New  Cut  '*  was  constructed — being  virtually  an  exten- 
sion of  the  Eau  Brink  Cut — a  straight  cut  2  miles  in  length, 
and  from  600  to  700  feet  wide :  discharging  the  waters  into 
the  Norfolk  estuary  at  a  lower  point,  and  so  improving  the 
tidal  action  as  to  increase  the  gam  at  Lynn,  which  had 
amounted  to  H  feet  in  consequence  of  the  Eau  Brink  Cut, 
by  6  feet  additionali  making  a  total  augmentation  of  18^  feet 
in  depth.* 

A  similar  operation  was  performed  by  Telford  and  Bennie 
on  the  river  Nene,  in  1829,  at  the  Nene  outfall,  which  com- 
mences about  5  miles  below  Wisbeach  and  terminates  at 
Skates  Comer ;  making  a  length  of  nearly  5  miles,  where  it 
joins  the  estuary  of  the  Wash.     The  beneficial  effects  of 
I    this  work  were  decisive.    The  low- water  mark  was  lowered 
lOi  feet,  and  a  district  of  above  100,000  acres  in  extent  was 
completely  drained  and  brought  into  cultivation,  which  for- 
H  merly  was,  for  most  part  of  the  year,  a  stagnant  marsh.  The 
.  tide  rises  14  feet  at  Wisbeach,  and  vessels  of  200  tons 
I  come  up  to  the  town,  whereas  previously  the  river  was  only 
navigable  for  small  sloops. 

An  extensive  plan  for  the  interior  drainage  was  next 
designed  and  executed  by  Telford  in  1880.  It  consisted  of 
one  main  drain,  with  two  subsidiary  smaller  drains,  extending 
above  20  miles,  to  Thomey,  to  bring  down  and  discharge  all 
the  waters  from  the  low  fen-land  districts  into  the  upper  end 
of  the  new  outfall,  by  means  of  a  capacious  new  sluice  with 
self-acting  gates,  by  which  the  water  from  the  drains  is  dis- 
I  charged  into  the  Nene,  so  long  as  the  level  of  the  water  in 
the  drains  is  higher  than  that  of  the  river.  When  the  water 
I  in  the  river  is  higher,  the  sluice-gates  close,  and  prevent  the 
water  of  the  river  from  entei-ing  the  drains.    This  plan  of 

*  There  is  uncertainty  as  to  the  amount  of  the  extra  depth  effected 
by  the  Euu  Brink  Cut. 

B    B 
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Telford's  resembled  one  previously  proposed,  on  a  more 
extensive  scale,  by  Bennie,  for  the  same  object,  and  accom- 
panied by  the  important  addition  of  catch-water  drains. 

Taming  to  the  district  of  fen-land  drained  by  the  river 
Witham,  Holland  Fen,  lying  to  the  south  of  the  Witham  and 
south-westwardly  of  Boston,  was  treated  for  drainage  as 
early  as  1688,  when  a  sluice  known  as  the  <*  Grand  Sluice," 
now  the  **  Black  Sluice,"  was  built  abutting  on  the  river  a 
little  below  the  town  of  Boston,  and  a  drain  8  miles  long, 
reaching  to  Swineshead,  was  cut  to  bring  the  waters  of  the 
fen  to  this  outfall.  Opposed  by  the  population,  the  adven- 
turers renounced  the  scheme,  which  had  been  partly  worked 
out,  the  works  fell  into  disrepair  and  decay,  and  the  land 
relapsed  into  its  primitive  condition — a  vast  and  deso- 
late  fen. 

In  1767,  another  and  a  successful  attempt  was  made  to 
drain  Holland  Fen.  The  whole  of  the  waters  were  brought 
to  the  outfall  at  Black  Sluice  by  a  drain,  known  as  the 
**  South  Forty  Foot,"  running  through  thQ  middle  of  the  fen, 
for  the  most  part  at  right  angles  to  the  Witham,  upwards  of 
20  miles  in  leogth,  wide  enough  and  deep  enough  to  allow  of 
the  passage  of  boats  for  the  conveyance  of  produce.  The 
area  of  land  drained  by  this  cut  amounted  to  upwards  of 
64,000  acres.  In  addition,  the  drainage  of  80,000  acres  of 
land  that  had  been  dramed  by  the  river  Glen  was  directed 
to  this  new  cut ;  and,  in  fact,  the  waters  of  the  Glen  itself, 
previously  discharged  into  the  river  Welland,  were  directed 
towards  the  South  Forty  Foot,  In  the  year  1846,  the  drain- 
age became  defective,  partially  owing  to  the  subsidence  of 
the  land  occasioned  by  the  drainage  of  water  from  it.  The 
drain  was,  in  consequence,  lowered  from  4  feet  to  5  feet 
throughout,  and  a  new  outfall  sluice  was  made,  having  three 
openings  of  20  feet  each,  one  of  which  was  constructed  as  a 
lock  for  navigation.  The  sill  of  the  new  sluice  was  6  feet 
below  the  level  of  that  of  the  old  sluice.  The  iall  of  the  drain 
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is  8  inches  to  a  mile.  The  whole  of  the  fen  is  under  culti- 
vation. 

The  district  to  the  south  of  the  Witham,  between  Holland 
Fen  and  the  river,  is  drained  by  the  **  North  Forty  Foot" — 
a  drain  which  was  cut  about  the  year  1720-— running  parallel 
to  the  Witham.  It  discharges  the  waters  at  the  same  outfall, 
the  Black  Sluice,  as  that  of  the  South  Forty  Foot. 

The  eastern  portion  of  the  fens,  lying  to  the  north-east  of 
the  Witham,  called  the  fourth  district — ^the  East  Fen,  the 
West  Fen,  and  the  Wildmore  Fen — are  the  lowest  in  level  of 
the  fens  in  the  district.  From  an  early  period  the  westerly 
portions  of  these  levels  discharged  their  waters  into  the 
Witham,  at  a  point  about  two  miles  above  Boston,  through  a 
sluice  called  Anton's  Gout,  and  the  remainder  was  drained 
through  Maud  Foster's  Gout,  a  sluice  discharging  the  waters 
into  Boston  Haven,  a  mile  below  the  town.  In  1801,  an  Act 
was  obtained  for  the  drainage  of  these  fens,  the  area  of  which 
was  computed  at  40,000  acres,  although  at  present  there  are 
upwards  of  62,000  acres  taxable  by  the  Drainage  Acts,  and 
there  is  a  watershed  of  upwards  of  82,000  acres.  Mr.  Hennie 
was  consulted,  and,  in  1806,  he  proposed  and  executed  a 
complete  system  of  drainage.  Perceiving  the  inefficiency  of 
the  river  as  a  means  of  drainage,  he  proposed  that  it  should 
be  improved  by  straightening  its  course,  and  increasing  the 
capacity  of  its  channel.  But  he  was  forced  by  opposition  to 
carry  his  main  drains  into  the  river  below  Boston.  He 
divided  the  drains  into  two  classes.  One  class  was  called 
<'  catch- water  drains,"  which,  running  along  the  base  of  the 
hills  surrounding  the  low  lands,  intercepted  all  the  waters  of 
the  high  lands.  These  waters  were  conducted  by  the  catch- 
water  drains  into  a  main  drain — the  old  Maud  Foster  Drain, 
which  was  enlarged — from  which  the  waters  were  discharged 
by  a  self-acting  sluice  into  the  Witham,  below  Boston.  The 
low-land  waters,  thus  freed  from  the  high-land  waters,  were 
conducted  by  separate  drains  into  another  main  drain  at 
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HdUioley  ibool  tlnee  miks  lower  down  the  liraiiiiiiy  wiiere 
there  WW  more  ML  By  tins  mams  both  eh^Bes  of  wsteis 
were  disehftrged  independeiitly  of  emtk  other.  But  proiision 
was  made  Ibr  disehaigbig,  if  neecssaiy,  all  the  water  by  the 
lower  dndn  at  HoUiole.  This  eimbiiied  disdiarge  did  be- 
eome  neeeasaiy,  and  the  distziet,  foxmeity  a  stagnant  marsh 
was  converted  into  eom-fields. 

The  theory  of  the  *'  eateh-water  "  drain  system  is  obvious. 
Previously,  the  waters  flowing  from  the  higgler  levels  foond 
their  way  qoiekly  off  the  Undsandfifled  the  drains,  damming 
baek  the  water  in  the  ditches  on  the  low  lands,  where  it 
remained  until  the  npknd  waters  had  fonnd  their  way  to  the 
sea.  The  eateh-water  drains,  skirting  the  whole  distnet 
bounding  the  fens,  prevented  the  high-land  waters  from 
entering  the  low-hmd  drains ;  and  so  the  low-land  waters 
were  allowed  to  flow  off  withoat  intermption. 

The  "Witliam  was  originally  a  tidal  river.  By  neglect  it 
became  much  silted  np;  and,  as  a  remedy,  a  sloice  was 
erected  at  Boston,  about  the  year  1580,  under  the  advice  of 
a  Dutch  engineer,  May  Hake.  The  sluice  failed  to  perform 
what  was  expected  of  it.  In  1751,  Boston  Haven,  then  a 
reach  of  the  river  below  Boston,  partially  silted  up,  so  that, 
though  large  vessels  of  200  tons  formerly  came  to  Boston, 
ooly  sloops  of  50  or  60  tons  could  arrive  there.  The 
North  Forty  Foot  was  blamed  for  abstracting  the  water 
supply  of  the  river.  A  new  sluice,  called  the  Grand  Sluice, 
was  substituted  for  Hake*s  sluice,  and  was  built  across  the 
river  a  short  distance  above  the  town.  It  consisted  of  four 
arches,  about  21  feet  wide,  one  of  which  was  used  as  a  lock. 
Self-acting  sea-doors  were  hung  on  the  outer  side  of  tho 
sluice ;  and,  in  the  interior,  slackers  or  draw-doors  were  hung, 
for  regulating  the  level  of  the  water  in  the  river.  The  cost 
of  the  works  amounted  to  j£60,000.  It  was  found,  after  all, 
that  the  drainage  and  the  navigation  were  hostile  and  incom* 
patible  with  each  other.     The  river,  left  to  itself,  silted  up. 
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The  land  in  the  East  Fen,  originally  the  lowest  in  level/ 
became  lowered  by  the  thorough  drainage  to  the  extent  of 
from  1  to  2  feet — in  some  cases  2^  feet — below  its  original 
level.  The  npper  snrface  of  the  soil,  fnll  of  peat  and  organic 
matter,  was  saturated  with  water ;  and  as  the  soil  has,  in  the 
coarse  of  years,  been  worked  and  cultivated,  the  organic 
matter  has  gradually  decayed.  By  drainage,  the  soil  has 
become  less  spongy  and  more  compressed,  and  therefore  it 
subsided  from  its  original  level.  Hobhole  Drain,  in  conse- 
quence, did  not  work  so  effectually  as  at  first ;  and  water,  in 
wet  seasons,  was  left  for  a  considerable  length  of  time  on  the 
lowest  lands.  Sir  John  Hawkshaw  was,  in  1861,  consulted 
on  the  question.  He  proposed  alternative  remedies.  One 
was,  by  an  improvement  of  the  Haven,  to  lower  the  low-water 
mark ;  the  other  was  to  erect  a  sluice  about  the  middle  of 
the  drain,  and  a  steam  pumping  engine  to  lift  the  water  from 
the  low-level  portion  of  the  drain  at  the  lowest  lands — that 
is  to  say,  at  the  upper  section  of  the  drain — to  the  level  of 
the  higher  level  portion.  As  the  first  alternative  involved  the 
co-operation  of  all  the  trusts  interested,  the  second  was 
adopted,  and  pumping  machinery  was,  in  1870,  erected  at 
Lade  Bank,  a  station  on  the  upper  part  of  Hobhole  Drain. 

The  works  comprised — 1st,  a  sluice  or  dam  having  three 
water-ways,  each  12  feet  wide^  and  as  high  as  the  dam,  closed 
by  ordinary  swing-gates,  in  pairs.  The  central  water-way  is 
also  used  as  a  navigation  lock,  having  two  pairs  of  gates. 
2nd.  Two  pump-wells,  each  12  feet  wide,  also  closed  by 
ordinary  swing-gates,  in  pairs.  The  engine-house  is  built 
over  the  wells.  8rd.  The  boiler-house,  with  storage  for 
coals,  and  the  chimney  adjoining.  In  each  pump- well  there 
is  a  double-suction  Appold  centrifugal  pump,  having  a  hori- 
zontal fan  7  feet  in  diameter  and  2  feet  2  inches  deep,  on 
an  upright  shaft.  On  this  shaft,  at  the  upper  end,  a  bevel 
pinion  is  keyed,  which  is  driven  by  a  mortice  bevil  wheel  on 
the   crank-shafb  of  the  steam-engine.     There  is  a  pair  of 
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engines,  self-contained,  on  one  bed-plate,  to  each  ptunp.  The 
engines  are  condensing,  vertical,  and  direct-acting,  with  a 
rocking-beam  parallel  motion.  The  cylinders  are  80  inches 
in  diameter,  with  a  stroke  of  80  inches.  They  are  worked 
expansively,  the  steam  being  cut  off  at  one-fonrth  of  the 
stroke ;  and  the  engines  make  86  revolutions  per  minute. 
The  two  pairs  of  engines  are  supplied  with  steam  from  six 
Lancashire  boilers,  6^  feet  in  diameter  and  28  feet  long,  with 
two  tubes  2i  feet  in  diameter.  The  pressure  in  the  boiler  is 
45  lbs.  per  square  inch. 

The  excavations,  buildings,  and  machinery  were  executed 
in  one  contract  by  Messrs.  Eastons,  Amos,  and  Anderson, 
for  the  sum  of  £17,000. 

The  entire  drainage  of  85,000  acres  is  now  performed  by 
means  of  this  machinery.  It  was  well  tested  during  the 
winter  following  the  time  of  its  completion.  Within  86  hours, 
on  the  7th  and  8th  of  December,  1870,  there  was  a  fall  of 
rain  equivalent  to  0*94  inch,  whilst  the  total  rainfall  of  that 
month  was  fifty  per  cent,  in  excess  of  any  winter  month  dunng 
the  previous  40  years.  It  appeared  that,  whereas  in  January, 
1867,  with  a  rainfall  of  8*82  inches,  an  area  computed  at 
from  10,000  to  12,000  acres  was  placed  under  water  for 
several  weeks,  the  whole  of  the  district  was  kept  perfectly 
clear  of  water  in  the  month  of  December,  1870,  with  5*28 
inches  of  rainfall,  by  means  of  the  new  machinery. 

The  total  working  expenses  for  the  year  ending  March  81, 
1872,  amounted  to  £578.  For  the  preceding  year  it  was 
£490,  or  from  8^d.  to  4d.  per  acre  drained.  The  cost  of 
the  works  was  at  the  rate  of  10s.  per  acre,  which,  taking 
interest  at  ii  per  cent.,  represented  5d.  per  acre. 

Statistics  of  Wohx. 

Year  ending  81st  March. 
1871.  1872. 

Average  nnm'ber  of  turns  of  engines  per  minute       36*02  38*2 

Average  lift  in  inches  ....  44*77  45 

Sum  of  hours  worked  by  both  pumps  .        .  794*25  980*6 


13,564,190 

18,296,130 

328 

397-25 

25-75 

20-25 

181 

135 

135 

85 

£158  128. 

£158  128. 

£16  12s. 

£18  48. 

£30  80. 

£29  138. 

DRAINAGE  OF  LAKD.  659 

Weight  of  water  discharged,  tons 

Coals  consumed  daring  working  hours,  tons 

Engine  oil  consumed,  gallons 

Tallow  consumed,  lbs.         •       •        .        • 

Waste  used,  lbs. 

Wages  paid: — 

First  and  second  drivers,  yearly   . 

Boy,  yearly 

Firemen,  2,085}  hours  at  3}d.  per  hour 
Ditto    2,033  „  „ 

The  Middle  Level  presents  a  complicated  system  of 
drainage — a  network  of  leams,  drains,  eaus,  and  rivers, 
running  in  all  directions :  in  some  instances,  at  right  angles 
to  the  direction  of  the  outfall,  in  others  in  a  direction  nearly 
contrary.  The  Old  River  Nene — the  principal  artery — takes 
a  very  circaitons  conrse.  It  mns  throngh  Whittlesea,  Ugg, 
and  Bamsey  Meres,  and  thence  to  March  and  Upwell,  where 
it  is  connected  with  the  Oase  by  a  junction  with  Popham's 
Ean  and  Well  Creek.  It  had,  for  many  years  past,  been  a 
Bonrce  of  contention  between  those  using  it  as  a  navigation,  and 
the  owners  of  land  requiring  to  make  it  available  for  drainage. 

In  1842,  Mr.  James  Walker  reported  on  the  dramage  of  the 
Middle  Level,  affecting  an  area  of  140,000  acres,  exclusive 
of  the  high  lands  about  Whittlesea  and  March.  With  the 
exception  of  these  lands,  the  whole  of  this  vast  area  was 
drained  by  artificial  means.  He  proposed  a  main  line  of 
drain  to  commence  at  the  upper  end  of  the  Eau  Brink  Cut, 
ahove  the  Marshland  Sluice,  to  Caldecot  Farm,  on  the  west 
side  of  Whittlesea  Mere.  It  was  to  be  level  for  its  whole 
length,  which  was  81  miles ;  but  it  was  only  partially  con- 
structed. It  extends  11^  miles  from  the  point  of  junction 
with  the  Eau  Brink  Cut,  and  communicates  with  Popham's 
Eau  and  the  Sixteen  Feet  Biver,  which  are  two  of  the  main 
drains  oi  the  Middle  Level.  A  sluice,  known  as  the  St. 
Germains'  Sluice,  was  built  at  the  outfall  or  confluence  of  the 
main  drain  with  the  Ouse. 
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The  main  drain,  or,  as  it  is  called,  Walker's  Gat,  as  at 
first  made,  in  1847,  was  50  feet  wide  at  its  lower  end, 
40  feet  wide  at  Well  Creek,  and  80  feet  wide  above  Well  Creek. 
The  level  of  the  bottom,  at  the  ontlet,  was  5  feet  below  low 
water  in  the  Oase,  and  that  of  the  sill  was  8  feet  below  the  same 
level  It  had  an  inclination  upwards  of  1  inch  per  mile  to 
Well  Creek,  where  sluices  were  placed  to  keep  up  the  level 
of  the  water  in  this  river  for  navigation.  The  sills  of  the 
Well  Creek  sluices  were  laid  at  the  same  level  as  that  of  the 
outlet  sluice  at  the  upper  end  of  Eau  Brink  Cut,  and  they 
consisted  of  three  openings  of  20  feet  each.  In  1Q48,  it  was 
determined  to  deepen,  with  a  few  exceptions,  all  the  main 
rivers  and  drains  of  the  Middle  Level — about  110  miles — 
from  4  to  6  feet,  with  widths  at  the  bottom  of  from  12  feet 
to  80  feet ;  to  make  new  cuts  or  junctions  ;  and  to  construct 
locks  at  TJpwell,  Horsway,  and  Ashline,  for  navigation.  In 
consequence  of  these  works,  which  were  all  completed  in 
1852,  the  water  in  the  rivers  and  drains  was  lowered  6  feet. 

In  1857>  Mr.  Walker's  original  design  was  further  carried 
out  by  the  deepening  of  Walker's  Cut  .4  feet,  or  to  1  foot 
below  the  sill  at  the  outlet,  with  a  level  bottom  for  its  whole 
length  of  11^  miles.  The  width  at  the  bottom,  thus  deep- 
enedy  was  48  feet.  The  slopes  of  the  sides  are  2  to  1  ;  and| 
according  to  Sir  John  Hawkshaw,  writing  in  1868,  the 
level  of  the  bottom  is  7  feet  under  low  water  of  spring 
tides  in  the  river  Ouse,  at  the  point  where  the  drain  enters 
the  river.  The  rise  of  the  tide  in  the  Ouse  at  that  point  is 
about  19  feet  at  spring  tides,  and  the  level  of  the  sill  of 
the  St.  Germains'  Sluice  is  6  feet  below  low  water  of 
spring  tides.  The  bed  of  the  drain,  at  this  place,  is  of 
soft  blue  clay,  and  the  sides  consist  of  variable  thicknesses 
of  soft  blue  clay,  peat,  yellow  clay,  and  surface  soil.  Of 
these  materials  the  side  banks  above  the  level  of  the  ground 
are  composed. 

On  the  4th  of  May,  1862,  the  St.  Germains*  Sluice  gave 
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way.  The  tidal  waters  were  admitted  from  the  river  into 
the  drain,  aad  mshed  np,  and  again  poured  out  of  the  drain 
with  great  velocity.  For  a  distance  of  20  miles  the  waters 
ebbed  and  flowed.  In  the  course  of  a  few  days  the  banks 
were  breached  at  a  point  about  4  miles  above  the  sluice,  and 
an  area  of  upwards  of  9  square  miles,  or  about  6,000  acres 
of  land,  were  inundated. 

Sir  John  Hawkshaw,  who  was  intrusted  with  the  work,  of 
repair,  determined  to  construct  a  permanent  coffer-dam  of 
pile-work  across  the  drain,  as  the  only  structure  that  was 
likely  to  answer  the  purpose.  Two  rows  of  sheet-piling, 
25  feet  apart,  were  driven  across  the  slopes  at  the  sides  of 
the  drain,  and  the  intermediate  portion,  across  the  bottom 
and  the  lower  parts  of  the  sides,  consisted  of  pairs  of  whole 
timbers  driven  down,  H  feet  apart  from  centre  to  centre ; 
and  the  intervening  spaces  were  occupied  by  panels  7  inches 
in  thickness.  The  dam  was  strongly  fortified  by  struts  and 
ties. 

Sixteen  siphon  pipes  of  cast  iron.  Si  feet  in  diameter, 
were  laid  across  the  dam,  for  discharging  the  waters,  at  an 
inclination  of  2  to  1,  at  each  side.  The  upper  portions  of  the 
siphons  are  horizontal,  at  the  crown  of  the  dam ;  and  the  ends 
are  also  horizontal  at  the  bottom  of  the  drain,  being  laid 
18  inches  below  the  level  of  low  water  of  spring  tides,  mea- 
sured to  the  upper  side  of  the  pipes.  These  are,  therefore, 
always  under  water.  The  top  of  the  siphon  is  20  feet  above  the 
same  level.  The  siphons  are  set  in  action  by  exhausting  the 
air  from  the  inside,  by  means  of  an  air-pump  worked  by  a 
steam-engine.  The  air-pump  has  three  15-inch  cylinders 
worked  together  by  means  of  a  three-throw  crank-shaft, 
with  a  stroke  of  18  inches.  The  engine  is  of  10  horse* 
power,  having  a  12-inch  cylinder  with  a  stroke  of  20  inches. 

The  works  for  the  drainage  of  the  Ancholme  Level,  con- 
sisting of  about  50,000  acres,  extending  24  miles  south  of 
the  Humber,  were  executed  to  the  designs  of  Mr.  Bennie 
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and  Sir  Jobn  Reimie.  The  river  Aneholme  takes  its  rise  a 
little  to  the  north  of  Lincoln  ;  and,  after  a  conrse  of  about 
85  mileSy  passing  through  the  centre  of  the  district,  it  dis- 
charges itself  into  the  Hmnber  about  a  mile  to  the  west  of 
the  village  of  Ferraby.  The  valley  varies  from  one  mile  to 
three  miles  in  width.  At  a  place  called  Bishop's  Bridge, 
about  20  miles  from  the  Humber,  and  at  the  southern 
extremity  of  the  level  the  Ancholme  is  joined  by  a  large 
brook,  the  Basen,  which  brings  down  considerably  more 
water  than  the  Ancholme.  One  day's  flood  would  cover  the 
whole  level  to  a  depth  of  2i  inches.  The  following  state- 
ment affords  an  idea  of  the  quantities  of  water  that  were  to 
be  dealt  with : — 

Cdfaiefeet. 
The  streams  on  the  east  side  prodttce       •       •      48,014,000 

Those  on  the  west  side 24,600,000 

The  Anchohne  and  the  Basen   ....      36,000,000 

Sundry  small  streams 32,000,000 


Total  in  one  day's  flood  .        .        .    140,514,000 


v 


Whilst  the  area  of  the  valley  amounts  to  50,000  acres,  it 
receives  the  water  from  150,000  acres  of  high  lands  border- 
ing on  the  east  and  the  west  sides. 

Sir  John  Bennie  recommended  that  the  plans  of  the  catch- 
water  drains,  proposed  by  Mr.  Bennie,  should  be  carried  out 
to  their  full  extent*;  that  the  main  river,  the  Ancholme, 
should  be  straightened,  widened,  deepened,  and  enlarged  to 
double  its  capacity ;  that  a  new  sluice  should  be  constructed 
at  Ferraby,  with  its  sill  laid  6  feet  lower  than  the  old  sill, 
together  with  a  new  lock  20  feet  wide,  so  as  to  servo  the 
double  purpose  of  accommodating  larger  vessels  and  of  act- 
ing as  an  additional  discharge  for  the  drainage  waters  during 
periods  of  flood ;  that  all  the  old  bridges  should  be  removed, 
as,  during  floods,  they  kept  back  the  waters,  and  were  seri- 
ous obstructions  to  the  drainage ;  that  a  new  lock  should  be 
constructed  at  Haarlem  Hill,  18  miles  above  Ferraby  Sluice. 
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That  as,  daring  floods,  the  Ancholme  and  the  Basen  brought 
down  a  considerable  quantity  of  sand  from  the  adjacent  hills, 
so  as  sometimes  to  block  up  the  main  river  and  the  drains, 
and  thus  to  prevent  them  from  dischargmg  their  waters,  and 
thus  causing  inundation  of  the  adjacent  lands,  it  was  further 
proposed  to  construct  a  large  overfall  and  weir,  with  an 
extensive  reservoir  on  the  lower  side,  to  catch  all  the  sand 
and  mud  which  was  brought  down  from  the  upper  part  of 
the  country,  and  thus  to  prevent  its  falling  into  the  main 
river.  From  the  reservoir,  the  mud  and  sand  would  be 
occasionally  removed.  It  was  also  subsequently  recom- 
mended that  there  should  be  similar  overfalls,  weirs,  and 
reservoirs  at  all  the  minor  streams  and  brooks  where  they 
united  with  the  level. 

The  works  of  the  Ancholme  drainage  were  executed  in 
conformity  with  the  terms  of  Sir  John  Bennie*s  report,  and 
were  completed  in  1844.  They  were  attended  with  all  the 
success  which  was  anticipated.  Sir  John  Bennie  briefly 
indicates  the  leading  principles  of  drainage  thus  practically 
established : — 

1.  The  formation  of  catch- water  drams,  which  separated 
the  high-land  waters  from  the  low-land  waters,  and  conveyed 
each  class  of  waters  to  independent  sluices  at  the  lowest 
practicable  outfalls.  This  system  was  first  practised  by  Mr. 
Bennie,  about  the  year  1801,  in  the  Witham  drainage. 

2.  The  straightening,  deepening,  and  general  improvement 
of  the  main  river,  separating  as  much  as  possible  the  naviga- 
tion from  the  drainage. 

8.  The  formation  of  overfalls,  weirs,  and  reservoirs,  for. 
arresting  the  sand  and  mud,  and  preventing  the  drains  from 
being  choked.] 


CHAPTER  X. 

DRAINAGE  OF  TOWNS. 

The  Deaikaoe  of  Towns  is  a  subject  of  such  manifest  interest 
to  the  commnnity  at  large,  that  the  discnssion  of  the  best 
and  most  efficient  system  to  be  adopted  has  occupied  the 
attention  of  legislators  and  engineers  at  all  times.  There  are 
two  branches  of  the  subject  which  may  be  considered  to  be 
sufficiently  distinguishable  from  one  another  for  the  purposes 
of  classification,  and  which  may  be,  and  often  are,  treated  in 
practice  upon  very  different  principles.  These  subdivisions 
are — 1st,  the  consideration  of  the  means  for  removing  sur- 
fetce  or  drainage  waters ;  and,  2nd,  of  the  consideration  of 
the  means  of  removing  all  excrementitious  matters  in  such  a 
way  as  to  insure  their  most  effectual  removal  without  annoy- 
ance, and  their  economical  adaptation  wherever  possible. 

Wherever  a  large  and  highly  civilised  community  assembles 
it  becomes  frequently  difficult  to  separate  the  two  classes  of 
matters  to  be  removed,  especially  as  existing  municipal 
arrangements  complicate  the  question  in  an  infinite  number 
of  ways.  Cities  grow,  without  much  apparent  reason  for  the 
particular  manner  in  which  the  increase  affects  their  plan; 
very  rarely,  indeed,  is  it  possible  to  predicate,  and  to  provide 
for,  the  eventual  wants  of  their  population,  not  only  because 
the  distribution  of  cities  may  alter,  but  also  because  from 
time  to  time  changes  are  effected,  even  in  national  habits, 
which  defy  all  previous  calculation.  Thence  it  is  that  we  find 
))oth  the  want  of  systematic  arrangement  in  our  own  country, 
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and  the  excess  ot  ii  uk  Fimea,  eqniOy  sonrees  of  difficulty 
in  the  adaptation  of  modem  refinements.  But  we  have  at 
least  this  advanta^ie— 4]iai  having  done  little,  we  have  less 
to  undo ;  and,  after  all,  it  appears  to  be  the  wisest  coarse  to 
deal  with  these  qnastions  as  tb^  arisci  without  endeavonr- 
ing  to  restrain  the  freedom  of  action  of  those  who  are  to 
succeed  us. 

However,  in  all  modem  cities  the  tendency  certainly  is  to 
divert  house  sewage  into  the  public  drains,  especially  in  our 
own  country.  There  are  stiU  many  towns  in  which  the  old 
system  of  drainage  for  suriice  waters,  and  cesspools  for  house 
refuse,  prevails ;  but,  compulsorily,  they  are  diminishing  in 
number  every  year.  There  aie  some  conditions  which  ren- 
der it  doubtful  whether  the  concentration  of  the  two  systems 
in  the  same  discharging  drains  be  desirable,  at  least  under  all 
circumstances ;  and  in  this,  as  in  all  other  branches  of  engi- 
neering, no  inflexible  rule  can  be  said  to  exist.  Owing  to 
the  nature  of  the  soil  upon  which  a  town  is  built,  its  configu- 
ration, the  character  of  the  outfiill,  and  of  the  country  round 
that  outfall,  a  course  highly  advisable  in  one  case  might  bo 
objectionable  in  another.  These  modifying  causes  will  be 
examined  successively ;  stating  before  so  examining  them  the 
general  conditions  to  be  fulfilled.  Some  of  these  considera- 
tions will  be  found  to  apply  to  the  discussion  of  the  questions 
connected  with  the  water  supply  of  towns. 

The  conditions  required  to  be  fulfilled  are,  as  before  stated, 
that  the  whole  of  the  surface  and  land  waters  be  removed, 
and  that  the  house  refuse  be  carried  away  effectually  and 
inoffensively.  The  latter  will  depend,  in  quantity,  upon  the 
population,  and  the  greater  or  less  abundance  with  which 
water  is  supplied  for  domestic  use.  In  England,  it  is  only 
in  exceptional  cases  that  the  average  number  of  inhabitants 
per  house  exceeds  6 ;  whilst  in  France  and  some  parts  of 
Scotland  it  may  be  occasionally  as  many  as  40.  Upon  a 
copious  distribution  of  water  being  effected,  it  is  usual  to 
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calculate  that  every  individual  would  give  rise  to  a  consump- 
tion of  about  20  gallons  per  day  ;  and  probably  of  this  total 
quantity  about  16  gallons  may  find  their  way  into  the  sewers 
from  the  various  dependencies  of  houses.  Sewers,  then,  if 
designed  to  remove  all  waters,  must  be  of  sufficient  capacity 
to  discharge  a  volume  calculated  upon  the  above  supposition, 
together  with  any  storm- waters  which  may  fall..  It  has  been 
observed  by  Mr.  Phillips,  that  the  greatest  flow  of  house 
sewage  takes  place  between  the  hours  of  11  and  1 ;  and  that 
in  each  of  those  hours  at  least  ^th  of  the  total  daily  discharge 
finds  its  way  into  the  sewers.  The  capacity  of  the  latter 
must,  then,  be  made  such  as  to  discharge  the  greatest  quan- 
tity of  storm- water  falling  in  one  hour,  supposing  it  so  to  fall 
when  the  house  drainage  also  furnishes  the  greatest  volume. 
The  soil  upon  which  a  town  is  built  may  influence  the 
character  to  be  given  to  its  drainage,  either  as  it  may  favour 
or  impede  the  transmission  of  what  are  called  land  springs. 
Thus  in  many  parts  of  London,  and  also  in  the  town  of 
Southampton,  there  exist  small  elevations,  the  surface  of 
which  consists  of  an  impermeable  brick  earth,  l3dng  upon  a 
stratum  of  gravel  and  sand,  this  last  again  capping  the  stiff 
blue  clay  known  as  the  London  clay.  In  many  other  cases 
the  upper  stratum  of  brick  earth  is  wanting,  and  the  gravel 
forms  the  immediate  surface  stratum ;  whilst  in  others,  again, 
both  are  wanting,  and  the  London  clay  is  entirely  exposed. 
The  drains  and  sewers  to  be  laid  in  between  the  points  b  and 
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c,  of  such  a  formation  as  is  represented,  need  not  be  made  of 
a  greater  capacity  than  is  required  to  remove  the  surface  or 
the  house  waters  supplied  by  the  district ;  but  those  to  be 
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laid  between  o  and  d,  and  still  more  those  between  n  and  e, 
must  be  able  to  receive  the  waters  filtering  through  the  bed 
of  gravel.  Near  London,  the  exposed  surface  of  gravel  is 
generally  so  small  that  the  water  yielded  by  it  does  not 
require  to  be  taken  into  account;  because  the  dimensions 
given  to  the  sewers  to  enable  them  to  carry  off  storm- waters 
are  more  than  sufficient  to  relieve  the  strata  traversed  by  these 
springs,  which  are  necessarily  characterized  by  a  certain  degree 
of  regularity  in  their  flow.  At  Southampton,  however,  the 
extent  of  superficial  gravel  is,  proportionally,  infinitely  greater; 
and  it  is  found  that,  after  a  continuance  of  wet  weather,  the 
whole  of  the  lower  portions  of  the  gravel  become  charged 
with  water  to  such  an  extent  as  to  inundate  all  the  basements 
below  the  level  of  the  natural  ground,  unless  where  large 
sewers  are  formed,  so  as  to  intercept  the  flow  of  the  subter- 
ranean waters. 

In  some  parts  of  Paris  the  same  phenomena  occur  upon  a 
larger  scale  and  with  greater  regularity  than  in  the  cases  above 
cited.  There  a  considerable  portion  of  the  city  is  built  upon 
what  formerly  constituted  a  marshy  plain,  between  the  river 
and  the  hills  of  Belleville  and  Montmartre.  The  lowlands 
are  situated  upon  a  calcareous  formation,  called  geologically 
**  the  lower  fresh- water  limestone,'*  which  allows  the  water 
to  infiltrate  with  great  difficulty ;  and  the  several  hill-sides 
are  successively  formed  of  the  gypseous  deposits,  with,  their 
associate  marls,  capped  by  a  deep  stratum  of  sand  and  sand- 
stone, occasionally  covered  by  the  upper  fresh -water  limestone. 
In  the  direction  towards  Belleville  the  sands  occupy  a  consi- 
derable breadth  of  country,  and  receive  a  copious  supply  of 
water  during  the  rainy  seasons.  At  the  same  time  the  various 
hills  present  steep  escarpments,  so  that  the  storm-waters, 
falling  upon  them,  flow  away  with  groat  rapidity.  It  follows, 
from  these  combined  circumstances,  that  in  order  to  obviate 
any  inconvenience  from  these  respective  sources,  the  inter- 
cepting culvert,  executed  along  the  line  of  greatest  depression. 
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hfts  been  formed  of  mach  larger  dimensions  than  the  area  it 
immediately  drains  would  appear  to  reqnire,  without,  how- 
ever, preventing  the  occasional  flooding  of  the  lower  parts  of 
this  quarter  of  Paris. 

If  the  geological  structure  of  the  soil  of  a  town  in  some 
cases  appear  thus  to  increase  the  difficulties  connected  with 
its  sewerage,  there  may  be  others  in  which  it  produces  pre- 
cisely opposite  results,  so  far  at  least  as  the  removal  of  sur- 
face waters  are  concerned.  Thus,  in  Weymouth,  the  portion 
of  the  town  constituting  the  ancient  borough  of  Melcombe 
Regis,  is  constructed  upon  what  is,  in  fact,  the  shingle  bar 
thrown  across  the  mouth  of  the  Wey.  All  that  is  required, 
then,  to  remove  the  surface  waters  is  to  form  'openings 
through  any  paved  roads  or  courts— absorbing  wells,  in  fact 
—and  the  waters  immediately  sink  to  the  level  of  the  sea. 
In  some  parts  of  Liverpool,  also,  advantage  is  taken  of  the 
absorbent  nature  of  the  gravel  to  allow  the  surface  waters 
to  soak  into  it ;  for  the  drains  are  occasionally  executed  in 
the  lower  portion  of  bricks  laid  dry,  whilst  they  are  only  set 
in  mortar  in  the  upper  portion. 

The  configuration  of  a  district,  meaning  by  that  term  the 
general  conditions  of  its  division  into  subordinate  districts  of 
hill  and  dale,  will  also  influence  the  system  of  sewerage  to  be 
adopted,  insomuch  as  it  may  aflect  the  number,  dimension, 
and  direction  of  the  main  sewers.  New  and  distinct  outfalls 
may  be  required  for  the  several  portions,  and  frequently, 
according  to  the  final  mode  of  disposing  of  the  sewage,  dis- 
tinct establishments  may  be  required  for  its  preparation. 

The  influence  of  the  outfall  is  very  great,  for  it  may  easily 
be  conceived,  that  if  a  system  of  sewerage  be  made  to  dis- 
charge into  a  watercourse  flowing  always  in  one  direction, 
as  in  the  case  of  all  cities  situated  upon  rivers  above  the 
tidal  range,  provided  the  outlet  be  so  situated  as  to  insure  a 
constant  flow,  no  necessity  can  exist  for  providing  against  an 
accumulation  of  the  sewage  waters.     But  in  tidal  rivers,  it 
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frequently  vrill  ocear  that  the  months  of  the  sewers  will 
be  blocked  np  by  the  rise  of  the  tide  for  intervals,  varying 
of  course  with  the  peculiar  laws  of  the  tides  of  the  precise 
locality,  and  with  the  levels  of  the  mouths.  It  becomes 
necessary  in  such  cases  to  construct  the  lower  ends  of  sewers 
so  discharging  of  sufficient  size  to  admit  of  their  containing 
the  waters  at  any  time  likely  to  flow  into  them  during  the 
intervals  of  their  suspended  discharge ;  and  also  to  make 
them  of  sufficient  strength  to  resist  the  hydrostatic  pressure 
of  any  accumulation  in  their  more  elevated  portions.  It  is 
to  be  observed,  that  the  above  reasoning  only  applies  in  those 
instances  where  the  sewage  is  poured  into  the  rivers  directly, 
without  bemg  in  any  manner  usefully  applied,  either  in  the 
arts  or  in  agriculture. 

The  quantity  of  storm-waters  flowing  from  any  given 
district  within  a  given  time,  has  frequently  been  alluded  to 
as  one  of  the  most  important  elements  in  the  determination 
of  the  size  of  the  sewers.  It  is  naturally  very  variable,  not 
only  according  to  the  latitude  of  the  localities  considered,  but 
also  according  to  particular  seasons  of  the  year:  it  depends, 
in  fact,  upon  the  frequency  and  the  violence  of  sudden  atmo- 
spheric changes,  rather  than  upon  the  average  state  of  the 
weather ;  and,  as  the  sewers  must  be  constructed  so  as  to 
carry  off  the  maximum  rain-fall,  the  ascertaining  accurately 
what  the  latter  may  be  is  an  indispensable  condition  for  the 
determination  of  their  capacity. 

The  average  distribution  of  rain  in  different  localities  has 
already  been  treated  in  a  summary  manner.  It  may 
suffice,  then,  at  present,  to  observe  that  torrential  rains 
occur  with  the  greatest  frequency  in  countries  near  the 
tropics,  but  that  higher  latitudes  are  by  no  means  exempt 
from  them.  At  Home,  where  the  average  annual  fall  is 
about  2  feet  8  inches,  showers  have  been  observed  of  17 
hours'  duration,  with  a  total  fall  of  not  less  than  5  inches. 
At  Marseilles,  in  a  shower  of  14  hours'  duration,  13  inches 
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of  rain  have  fallen ;  and  at  Aries,  in  12  hours,  nearly 
8  inches.  At  Southampton,  the  greatest  fall  which  has 
been  noticed  is  about  2  inches  in  10  hours ;  whilst  in  Lon- 
don as  much  as  6  inches  of  rain  have  fallen  ia  H  hour. 
The  latter  observation  would  appear  to  have  been  influenced 
by  some  very  exceptional  phenomenon,  perhaps  of  the  cha- 
racter of  a  waterspout ;  but  it  appears,  from  numerous  other 
observations  in.  England,  that  storms  of  a  similar  nature  to 
that  mentioned  as  observed  at  Southampton,  are  of  suffi- 
ciently frequent  occurrence  to  justify  the  assertion  of  the 
rule,  that  '*  when  sewers  are  constructed  to  carry  off  storm- 
waters,  they  should  be  of  a  capacity  to  discharge  a  proportion 
of  a  4-inoh  rain  fall  in  24  hours,  varying  according  to  the 
character  of  the  district.'* 

The  proportion  so  flowing  into  the  sewers  will  depend 
upon  whether  the  district  be  rural  or  urban ;  and,  in  the 
latter  case,  upon  its  configuration  and  the  degree  of  per- 
meability of  the  soil.  It  is  usually  calculated,  that  in  the 
open  country  about  ^rd  of  the  rain-fall  finds  its  way  directly 
into  the  natural  watercourses ;  in  ordinary  country  towns 
about  frds  are  estimated  to  flow  at  once  into  the  sewers ; 
and,  perhaps,  in  large  densely-populated  towns,  it  would  be 
safer  to  calculate  upon  f  ths  of  that  quantity  as  likely  to  reach 
them. 

If  a  demand  existed  for  the  application  of  sewage  manure 
to  agricultural  purposes,,  and  if  a  sufficiently  copious  house- 
hold supply  existed  to  insure  the  flushing  of  the  drains,  it 
would  unquestionably  be  preferable  to  keep  the  two  classes 
of  sewage  distinct,  because  the  casual  introduction  of  large 
quantities  of  storm  water  must  superinduce  an  irregularity 
in  the  quality  of  the  sewage,  which  could  not  fail  to  be 
prejudicial  to  its  application.  Unfortunately,  there  appear 
to  be  difficulties  attending  this  practical  application,  at  least 
in  the  present  state  of  agricultural  and  engineering  science ; 
and,  notwithstanding  the  bold  assertions  of  some  modem 
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anihorities,  who  from  their  position  might  fairly  have  been 
expected  to  exercise  greater  reserve  and  discretion,  all  the 
attempts  to  apply  liquid  sewage  mannre  have  been  hitherto 
most  signal  economical  failures.  The  separation  of  the  two 
classes  would  produce  in  many  cases  an  additional  advantage, 
from  the  fact  of  the  smaller  sectional  area  required  for  the 
sewers,  and,  consequently,  from  the  increased  fall,  or,  where 
that  could  not  be  obtained,  from  the  greater  elevation  at 
which  the  outlet  might  be  established. 

The  form  to  be  given  to  sewers  may  sometimes  require  to 
be  different  from  what  it  is  at  others,  owing  to  the  necessity 
which  may  exist  to  visit  and  cleanse  those  which  have  not 
either  a  sufficient  fall  or  a  sufficiently  copious  supply  of  water 
to  keep  themselves  clear.    The  only  invariable  rule  to  be 
laid  down  upon  this  subject  is,  that  *'  the  wet  contour  should 
be  made  to  bear  the  smallest  possible  proportion  to  the 
sectional  area,''  for  the  simple  reason  that  the  friction  is 
always  in  the  direct  ratio  of  the  surface  upon  which  it  acts. 
It  follows  that,  wherever  it  is  possible  so  to  execute  them, 
sewers  should  be  made  of  a  circular  section.    For  house 
sewers  there  can  be  no  difficulty  on  this  score,  because  the 
introduction  of  the  tubular  drains  has  furnished  not  only  the 
most  efficient,  but  the  most  economical,  means  of  execution. 
The  only  remark  which  appears  to  be  required  on  this  sub- 
ject appears  to  be  that,  at  the  present  day,  the  tendency  is  to 
execute  them  too  small ;  and  that  there  is  danger  of  their 
choking  if  used  of  less  than  4  inches  in  diameter.     For 
secondary  main  drains  the  same  system  of  tubes  may  be 
applied  to  a  certain  extent ;  but  when  the  length  becomes 
considerable,  there  will  be  found  so  many  probabilities  of  ob- 
struction, and  so  great  danger  from  the  accumulation  of  gas 
evolved  from  the  water,  that  it  is  very  questionable  whether 
tubes  should  ever  be  used  without  the  formation  of  side  en- 
trances ioi  their  examination  and  repair  at  maximum  distances 
of  ^th  of  a  mile,  or  without  frequent  opportunities  of  com- 


572 


THE   RUDIMENTS  OF   CIVIL  ENGmEERlNG. 


mnnication  with  the  atmosphere.  Contrary  to  the  fashion-, 
able  theory,  it  may  perhaps  be  more  advisable  to  constmct  a 
main  drain,  intended  to  receive  several  secondary  mains  of 
sufficiently  large  sectional  area  to  allow  of  its  being  visited 
and  repaired  without  entailing  the  necessity  for  opening  the 
ground.  The  form  of  main  sewers  adopted  in  different 
oountries  varies,  as  may  be  seen  from  the  annexed  sketches. 


Rg.  296.  Seirers.  Big.  297. 

of  which  Kg.  296  represents  the  section  of  the  main  sewers 
used  in  Paris ;  Fig.  297  represents  the  section  lately  adopted 
in  our  own  metropolis.  The  former  is  more  convenient  for 
the  operations  of  workmen,  while  the  latter  is  certainly  less 
likely  to  require  cleansing,  because  the  scouring  action  of 
the  water  is  made  to  operate  more  forcibly  upon  the  materials 
brought  into  the  sewers. 

Whatever  be  the  form  of  sewer  adopted,  the  dimensions 
should  always  be  calculated  so  that  it  should  be  able  to 
discharge  the  maximum  quantity  it  can  ordinarily  receive 
without  beiug  more  than  half  full.  The  inclination  to  be 
given  to  house  sewers  should  be,  at  the  mminmw,  1  in  144, 
or  1  inch  in  12  feet ;  that  to  be  given  to  submains,  also  at  the 
minimum,  1  in  480,  or  1  inch  in  40  feet ;  whilst  the  inclina- 
tion to  be  given  to  main  drains  may  occasionally  be  carried 
as  far  as  1  in  2300,  although  it  is  decidedly  preferable  to 
keep  within  the  limits  of  1  in  1000.  All  junctions  should  be 
made  so  that  the  axes  of  the  secondary  sewers  should  be 
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portions  of  circles  tangential  to  the  axes  of  the  main  sewers, 
and  of  the  largest  radius  it  is  possible  to  obtain.  Side 
entrances  should  be  formed  as  closely  as  possible  to  the 
points  of  interaction  of  the  respective  sewers. 

The  collection  and  disposal  of  sewage  must  evidently,  from 
what  has  been  said  before,  be  entirely  guided  by  the  demand 
for  the  materials  so  obtained ;  and,  hitherto,  they  have  all 
been  wasted  in  England.  Thi^  is  the  more  to  be  regretted, 
because  in  France,  Germany,  Belgium,  and  Italy,  the  manure 
80  allowed  to  run  to  waste  in  England  is  found  to  be  highly 
beneficial,  and  in  our  own  country  all  manures  are  expensive. 
Near  Edinburgh  some  attempts  have  been  made  to  apply 
the  sewage,  by  irrigating  meadows  with  the  water  from 
sewers,  yet  the  results  there  obtained  are  far  from  such  as 
are  likely  to  guide  us  in  the  selection  of  any  general  course 
of  proceeding.  The  mode  of  application  at  Edinburgh  is 
stated,  in  fact,  to  be  very  objectionable,  on  account  of  the 
foul  smell  given  off;  and  it  is  also  to  be  observed,  that  it 
rarely  happens  that  any  extent  of  meadow  land  can  be  found 
near  large  towns  under  the  necessary  conditions  of  level  to 
allow  of  a  similar  application  by  mere  gravitation.  Fairly, 
the  disposal  of  sewage  is  the  great  problem  still  to  be 
resolved  by  all  parties  connected  with  this  branch  of  engi- 
neering ;  the  very  injudicious  assertions  of  the  advocates  of 
certain  theories  have  hitherto  only  indisposed  the  public 
mind  to  its  examination. 

In  the  case  of  Edinburgh,  the  storm  and  house  waters 
were  conducted  together  upon  the  meadows  irrigated  by  the 
sewers.  It  was  found,  however,  that  there  was  too  much 
manure  in  the  contents  of  the  latter,  and  it  became  necessary 
to  form  catch-ponds,  in  order  to  enable  it  to  deposit ;  and 
it  must  be  borne  in  mind,  that  in  the  days  when  these  ponds 
were  formed  (1829),  the  habits  of  the  Scotch  people  were 
not  such  as  to  cause  the  bulk  of  the  house  manure  to  find 
its  way  into  the  sewers.   The  grass  from  these  meadows  was 
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eat  from  four  to  six  times  a  year,  a  resnlt  so  little  smpasdng 
what  might  have  been  obtained  by  ordinaiy  irrigation,  that 
there  is  little  reason  to  indnee  any  "person  to  incur  a  large 
outlay  in  order  to  obtain  similar  privileges.  In  the  n^h- 
bourhood  of  Milan  nearly  the  same  results  were  obtained,  for 
the  waters  of  the  Naviglio  Grande,  whieh  receive  the  small 
quantity  of  house  sewage  continental  habits  allow  to  flow 
into  watercourses,  were  found  to  be  too  rich  at  first,  and 
after  deposition  not  to  produce  much  greater  results  than 
those  derived  from  any  other  stream,  so  fiEur,  at  least,  as  grass 
lands  were  concerned.  Upon  com  lands,  the  application  of 
the  comparatively  highly-diluted  manure  of  sewers  seems  to 
be  of  very  questionable  advisability,  whilst,  at  the  same  time, 
it  is  to  be  observed,  that  the  price  of  land  in  the  immediate 
neighbourhood  of  large  towns  rarely  allows  of  the  cultivation 
of  what  may  be  called  bulky  crops. 

It  appears  that  the  common  sense  of  the  disposal  of  sewage 
matters  consists  in  obtaining  the  deposition  of  the  fertilising 
properties  they  may  possess,  and  in  securing  them  in  the 
most  portable  form.  The  great  difficulty  to  be  overcome  lies 
in  the  ammoniacol  salts,  which  no  system  hitherto  proposed 
has  succeeded  in  obtaining  in  a  permanent  form.  The  use  of 
lime  water  may  cause  the  precipitation  of  organic  matter, 
but  the  salts  of  ammonia  in  sewage  water  usually  exist  in  the 
condition  of  the  carbonate,  and  there  is  not  a  sufficiently 
preponderating  affinity  between  the  lime  and  the  carbonic 
acid  gas  to  cause  the  latter  to  quit  its  combination  with  the 
ammonia  to  join  the  lime.  Perhaps  the  use  of  the  sulphate 
of  lime  or  the  sulphate  of  iron  might  be  attended  with  more 
satisfactory  results. 

In  France,  the  system  adopted  in  dealing  with  the  whole 
question  of  sewage  of  towns  is  to  separate  the  rain  and 
surface  waters  from  those  derived  from  water-closets.  The 
latter  description  of  sewage  is  collected  in  cesspools,  made 
as  impermeable  as  possible,  and  from  which  it  is  extracted 
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whenever  required ;  or  it  is  collected  in  large  casks  placed 
in  cellars  and  communicating  with  the  soil  pipes.  The  con- 
tents of  these  different  descriptions  of  cesspools  are  carried 
to  large  lay  stalls  at  Montfaucon  and  Bondy,  and  allowed  in 
the  former  to  settle  in  vast  basins  or  reservoirs,  two  in 
number,  with  a  close  dam  between  them,  so  that  one  may  be 
used  whilst  the  other  is  being  emptied.  The  liquid  upon  the 
top  of  these  reservoirs  is  drawn  o£f  by  sluices,  and  passes 
successively  into  not  less  than  seven  other  basins,  in  which  it 
is  treated  in  various  manners,  for  the  purpose  of  causing  the 
deposition  of  any  matters  in  suspension.  The  area  of  the 
npper  reservoir  is  about  equal  to  2^  acres  superficial,  with  a 
depth  of  about  12  feet ;  the  area  of  the  lower  reservoirs  is 
about  equal  to  13^  acres.  From  the  last  of  these  the  waters 
are  allowed  to  escape  into  the  main  sewer  running  through 
the  lowlands  at  the  foot  of  Montmartre.  At  Bondy,  the 
system  of  dealing  with  the  manure  is  in  principle  similar  to 
that  employed  at  Montfaucon ;  and  in  both,  the  solid  matters 
deposited  at  the  bottoms  of  the  reservoirs  are  placed  in  the 
open  air  to  dry  into  powder  before  being  used. 

Such  also  is  the  mode  of  dealing  with  sewage  in  use 
nearly  all  over  the  Continent,  and  to  a  certain  extent,  far  too 
great,  even  in  our  own  country.  Anything  more  economically 
absurd,  or  more  injurious  to  public  health,  it  would  be 
difficult  to  imagine  ;  and,  excepting  that  some  use  is  made  of 
the  manure,  the  whole  system  may  be  cited  only  as  a  model 
to  be  avoided.  Cesspools  are  always  objectionable,  because 
they  retain  a  permanent  source  of  infection,  wherever  and  how- 
ever constructed.  The  operation  of  cleansing  them  is  always 
disgusting  and  injurious,  whilst  the  foul  exhalations  from  the 
depositing  reservoirs  contaminate  the  air  to  a  great  distance 
around.  Add  to  this,  that,  in  the  operation  of  drying  the  de- 
posit, the  volatile  salts,  in  fact  the  most  valuable,  escape,  and 
our  surprise  will  be  increased  when  we  reflect  that  such  mon<» 
Btrous  nuisances  should  be  retained  in  any  civilised  community. 
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[The  most  generally  approved  form  of  secondary  brick 
sewers  is  of  the  type  iUustrated,  Fig.  298,  the  design  of  which 


Pig.  298.— Oeneral  typo  of  Sewer. 

is  obvious;    The  main  outlet  sewer  at  West  Ham,  Fig.  299, 
U  feet  high  and  8  feet  wide,  was  constructed  with  a  cast- 

iron  invert,  for  a  length  of  about 

half  a  mile,  at  the  level  of  low- 
water  spring  tides,  and  then  for 
2i  miles,  with  a  fall  of  3  feet 
per  mile.  The  outlet  into  the 
Thames  is  obtained  by  pumping. 
The  surface  of  the  ground  under 
which  the  sewer  was  laid  varies 
from  10  to  12  feet  below  high- 
water  level ;  and  the  subsoil  was 
so  porous  hat  the  water  could 
—  not  be  pumped  below  the  level 

Tig.  299.-Outlet  Sewer,  West  Ham,   ^y^^y^  Ju  the  SCCtion,  Fig.  299. 

Consequently,  an  iron  invert  was  devised,  upon  which  cement 
blocks  were  laid  to  above  the  wat^r-line.  The  other  por- 
tions were  built  in  the  ordinary  manner. 
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JnDctioiiB  of  sewen  ehonld  be  formed  at  acute  angles,  in 
order  that  the  combicing  cnrrents  may  not  baffle  each  other.  A 
jonctiou  is  illustrated  in  Figs.  300.  It  is  so  constmated  with  a 
cast-iron  gate  that,  for  pur-  _ 

poees  of  flashing,  the  sew- 
age may  be  tnmed  into  any 
sewer,  or  special  series  of 
sewers.  Placed  immediately 
under  a  manhole,  the  sewer 
may  be  rendered  self-dean- 
eing.  The  flnshing  gate  is 
only  15  inches  deep,  and  it 
answers  the  purpose  of  an 
overflow  weir,  preventing 
the  sewers  during  floods 
from  being  subjected  to  J 
pressure,  by  allowing  the 
snrplns  to  flow  into  subsi- 
duary  outlets,  and  so  equal- 
ising the  flow  of  water. 

It  is  dangerous  to   lay 
down  a   system   of  sewers 
over  the  whole  of  a  town 
without,   in    the    first    in-         Mg..  soo.-^>»«tic«  of  8ewe«. 
stance,  providing,  as  part  of  the  scheme,  for  the  fullest  and 
freest  ventilation,  though  it  is  ge- 
nerally most  needed  at  tie  upper 
and  higher  levels. 

In  Dundee,  the  gases  of  sewers 
arepreventedfrom escaping  through 
the  gullies  by  valves  made  of  stone. 
Fig.  801,  hung  with  copper  links  on 
one  side  of  a  small  cesspool.    The 

bottom  of  the  cesspool  is  10  inches     ^S-  SOl,— Onllj'-trap,  Dnndeo. 

below  the  valve-opening ;  and  all  heavy  matters,  such  as  sand 
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and  etones,  are  prevented  from  enterinf;  the  seweni.     These 
gnUf-drtkins  are  meant  for  the  reception  of  rain-wat«r  only. 

At  Newport,  where  the  sewers,  near  two  of  the  ontlets, 
have,  for  a  period  of  three  hours  at  spring  tides,  to  act  as 
Teeervoira,  ventilation  is  effected  by  a  large  nnmber  of  man- 
ht^es  and  ventilators  combined.    Each  manhole.  Fig.  802, 


Fig.  301.— VentOattcn  of  aewen,  Hairport 

consists  of  a  square  shaft  carried  up  from  the  sewer  to  near 
the  snrface,  and  covered  by  a  flagstone,  Knd  by  a  layer  of 
macadam.  Close  to  the  shaft  a  small  cess  is  oonstmcted  of 
brickwork  in  cement,  with  a  flagstone  bottom,  and  a  9-inch 
stoneware  pipe  is  laid  from  the  side  of  the  cess,  6  inches 
above  the  bottom,  throngh  the  brickwork  to  the  shaft ;  the 
cess  ia  covered  by  a  strong  iron  grating.  The  gnlly-grates 
for  street  drainage.  Fig.  SOS,  are  of  oast  iron,  21  inches  by 
17  inches  at  the  sarface,  hinged  and  slightly  concave  in  the 
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line  of  the  bars,  with  &  vertical  flange,  which,  with  the  Etoae 

ftnd  brickwork  in  cement  of  the  

cess,  for  catching  the  Bilt,  over 
-which  it  LB  placed,  forme  a 
water -trap  for  effluvia.  A 
6 -inch  pipe  is  laid  to  the 
se-wer. 

The   Byetem    of  ventilation 
adopted  by  Mr.  RawHnaoa  is       ^■>s-'<^-o^T-i^J>'««f^ 
ehown  in  Fig.  805.    The  manhole  ahafl  is  closed  with  a  man- 
hole cover,  by  removing  which  acccBS  may  be  had  to  the 


Tie- ^M.—VuDWatioD  at  SewtTa,^TST.BMiiaitia. 

shaft  when  desired.  The  sewer-gaB  is  compelled  to  rise 
through  two  or  more  charcoal  screens  or  filters  before 
passing  into  the  ventilating  chamber.  By  a  slide  at  the 
bottom  of  the  chamber,  deposit  can  be  removed.  A  modi- 
fication of  this  system  is  shown  in  Fig.  804. 
o  0  2 
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FIff .  aofi.— TenOlitloii  of  Samn :  Ui.  BkwliiuoQ'i  Snlem. 
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A  simple  and  efficient  form  of  street  guUy-trap  used  at 
Preston  is  shown  in  Fig.  306. 


ORAUffn. 
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Fig.  306.— Gully-trap,  Preston. 

The  Main  DRAiNAas  of  London. 

[The  works  for  the  main  drainage  of  London,  constructed 
to  the  plans  of  Sir  Joseph  W.  Bazalgette,  the  engineer,  were 
commenced  in  1859,  and  were  practically  completed  and  in 
operation  in  1865.  The  objects  sought  to  be  attained  were, 
the  interception  of  the  sewage,  as  far  as  was  practicable,  by 
gravitation,  together  with  so  much  of  the  rainfall  as  could 
be  reasonably  dealt  with,  so  as  to  divert  it  from  the  river 
Thames  near  London ;  the  substitution  of  a  constant  flow 
instead  of  an  intermittent  flow  in  the  sewers ;  the  abolition 
of  stagnant  and  tide-locked  sewers,  with  their  consequent 
accumulations  of  deposit;  and  the  provision  of  deep  and 
improved  outfalls  for  the  extension  of  sewerage  into  districts 
previously,  for  want  of  such  outfalls,  imperfectly  drained. 

New  lines  of  sewers  were  laid  at  right  angles  to  the  pre- 
viously existing  sewers,  which  conducted  the  sewage  direct 
to  the  river.  The  new  sewers  were  laid  a  little  below  the 
levels  of  the  old  sewers,  so  as  to  intercept  their  contents  and 
convey  them  to  an  outfall  14  miles  below  London  Bridge. 
For  such  of  the  sewage  as  could  not  be  carried  away  by 
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gravitation,  a  constant  discharge  is  effected  by  pumping.  At 
the  outlets,  the  sewage  is  delivered  into  reservoirs  situated  on 
the  banks  of  the  Thames,  placed  at  such  a  level  as  enables 
them  to  discharge  into  the  river  at  about  the  time  of  high 
water.  By  this  arrangement,  the  sewage  is  not  only  at  once 
diluted  by  the  large  volume  of  water  in  the  Thames  at  high 
water,  but  is  also  carried  by  the  ebb  tide  to  a  point  in  the 
river  26  miles  below  London  Bridge ;  so  that  its  return  by  the 
following  flood  tide  within  the  metropolitan  area  is  effectually 
prevented. 

In  answer  to  the  question.  What  is  a  sufficient  velocity  of 
flow  in  order  to  prevent  deposits  in  pipes  and  sewers,  Sir 
Joseph  Bazalgette  adopted  as  the  minimum  velocity  of  flow 
in  the  sewers  a  speed  of  lit  ^i^^  per  hour  in  a  properly  pro- 
tected main  sewer.  This  rate  of  speed  he  considered  to  be 
sufficient  when  the  sewer  runs  half  full,  more  especially  when 
the  contents  have  previously  passed  through  a  pumping 
station. 

To  estimate  the  fall  necessary  to  communicate  the  velocity 
of  li^  mile  per  hour  in  a  sewer,  it  |s  necessary  to  ascertain 
the  quantity  of  sewage  to  be  carried  off.  This  quantity  varies 
but  little  from  the  water-supply  with  which  a  given  popula- 
tion is  provided;  for  that  portion  which  is  absorbed  and 
evaporated  is  compensated  for  by  the  dry-weather  under- 
ground leakage  into  the  sewers.  It  was  ascertained  that  a 
district  of  average  density  of  population,  when  wholly  built 
upon,  contained  80,000  people  to  the  square  mile ;  and,  in 
districts  containing  that  number,  or  more  than  that  number, 
of  people  to  the  square  mile,  the  actual  numbers  were  ascer- 
tained and  provided  for ;  but,  in  districts  where  the  population 
was  below  that  number,  provision  was  made  for  an  increase  of 
population  up  to  80,000  people  to  the  square  mile,  except 
over  the  outlying  districts,  where  provision  was  made  for  a 
population  of  only  20,000  to  the  square  mile.  Now,  an  im- 
proved water-supply,  at  the  rate  of  5  cubic  feet,  or  81 J 
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gallons,  per  head  for  such  contemplated  increased  population 
has  been  anticipated. 

Experience  has  shown  that  sewage  is  not  discharged  into 
the  sewers  at  a  uniform  rate  during  the  twenty-four  hours, 
nor  even  throughout  the  day.  Taking  a  liberal  margin  beyond 
the  results  of  actual  measurements,  provision  was  made  for 
one-half  of  the  sewage  to  flow  off  within  six  hours  of  the 
day.  Thus  the  maximum  quantity  of  sewage  ever  likely  to 
enter  the  sewers  at  various  parts  of  the  metropolis  was 
arrived  at. 

But  the  rain-fall  was  also  to  be  provided  for.  Taking  an 
average  of  several  years,  it  was  ascertained  that  there  were 
about  155  days  per  year  on  which  rain  falls  in  the  metropolis. 
Of  these,  there  are  only  25  days  on  which  the  quantity 
amounts  to  ^  inch  in  depth  in  the  course  of  twenty-four 
hours,  or  the  xo-oth  part  of  an  inch  per  hour,  if  spread  uni- 
formly over  an  entire  day.  Of  such  rain-falls,  a  large  propor- 
tion is  evaporated  or  absorbed,  and  either  does  not  pass 
through  the  sewers  or  does  not  reach  them  until  long  afler 
the  rain  has  ceased.  It  was  concluded  by  the  engineers 
appointed  to  inquire — Messrs.  Bidder,  Hawksley,  and  Bazal- 
gette — "  that  the  quantity  of  rain  which  flowed  off  by  the 
sewers  was  in  all  cases  much  less  than  the  quantity  which 
fell  on  the  ground;  and  although  the  variations  of  atmo- 
spheric phenomena  are  far  too  great  to  allow  any  philoso- 
phical proportions  to  be  established  between  the  rain-fall  and 
the  sewer  flow,  yet  we  feel  warranted  in  concluding,  as  a 
rule  of  averages,  that  i  of  an  inch  of  rain-fall  will  not  con- 
tribute more  than  i  of  an  inch  to  the  sewers;  nor  a  fall 
of  iV  of  an  inch  more  than  ^  of  an  inch.  Indeed,  we  have 
recently  observed  rain-falls  of  very  sensible  amounts  failing 
to  contribute  any  distinguishable  quantity  to  the  sewers.'*  A 
quantity  equal  to  xixr  ii^ch  per  hour,  or  J  inch  in  twenty-four 
hours,  running  into  the  sewers  would  occupy  as  much  space 
as  the  maximum  prospective  flow  of  sewage  provided  for ;  so 
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that,  if  that  quantity  of  rain  "were  included  in  the  intercepting 
sewers,  they  would,  during  the  six  hours  of  maximum  fiow, 
be  filled  with  an  equal  volume  of  sewage,  and  during  the 
remaining  eighteen  hours  additional  space  would  be  reserved 
for  a  larger  quantity  of  rain.  It  was,  then,  considered  pro- 
bable that  if  the  sewers  were  made  capable  of  carrying  off  a 
volume  equal  to  a  rain-fall  of  i  inch  per  day,  during  the  six 
hours  of  the  maximum  flow,  there  would  not  be  more  than 
twelve  days  in  a  year  on  which  the  sewers  would  be  over- 
charged, and  then  only  for  short  periods  during  such  days. 
Overflow-weirs,  to  act  as  safety-valves  in  times  of  storm, 
have  been  constructed  at  the  junctions  of  the  intercepting 
sewers  with  the  main  valley  lines.  On  such  occasions  the 
water  is  largely  diluted,  and  after  the  interoepting  sewers 
are  filled  they  flow  over  the  weirs,  and  through  their  original 
channels  by  the  old  sewers,  into  the  Thames. 

That  the  sewage  should,  be  removed,  as  much  as  prac- 
ticable, by  gravitation,  so  as  to  reduce  the  quantity  of  pump- 
ing to  a  minimum,  three  lines  of  sewers,  in  the  nature  of  the 
catch-water  drains  familiar  in  the  fen  districts,  were  con- 
structed on  each  side  of  the  river,  caUed  respectively,  the 
High  Level,  the  Middle  Level,  and  the  Low  Level  Sewers. 
The  High  and  Middle  Level  Sewers  discharge  by  gravitation, 
and  the  Low  Level  Sewers  discharge  only  by  the  aid  of 
pumping.  The  three  lines  of  sewers  north  of  the  Thames 
converge  and  unite  at  Abbey  Mills,  east  of  London,  where 
the  contents  of  the  Low  Level  are  pumped  into  the  Upper 
Level  Sewer,  and  whence  the  aggregate  stream  flows 
through  the  Northern  Outfall  Sewer,  which  -is  carried  on  a 
concrete  embankment  across  the  marshes  to  Barking  Creek, 
and  there  discharges  into  the  river  by  gravitation. 

On  the  south  side  the  three  intercepting  lines  unite  at 
Deptford  Creek,  and  the  contents  of  the  Low  Level  Sewer 
are  there  pumped  to  the  Upper  Level ;  and  thence  the  three 
united  streams  flow  in  one  channel  through  Woolwich  to 
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Crossness  Point  in  Erith  Marshes.  Here  the  full  volume  of 
sewage  can  flow  into  the  Thames  at  low  water,  but  it  is 
ordinarily  raised  by  pumping  into  the  reservoir  at  that 
outfall. 

The  form  adopted  for  the  intercepting  sewers  generally  is 
circular,  as  combining  the  greatest  strength  and  capacity 
with  the  smallest  amount  of  brickwork  and  the  least  cost. 
This  form  was,  otherwise,  practically  as  good  as  the  elliptical, 
seeing  that,  as  these  sewers  only  carry  off  1- 100th  of  an 
inch  of  rain  in  an  hour,  whilst  the  volume  of  sewage  passing 
through  them  is  at  all  times  considerable,  the  flow  through 
these  sewers  is  more  nearly  uniform  than  in  drainage  sewers 
constructed  to  carry  off  heavy  rain-storms.  In  the  minor 
branches,  for  district  drainage,  the  sewer  that  is  egg-shaped 
in  section,  having  the  narrow  pait  downwards,  was  prefer- 
able, because  the  dry-weather  flow  of  the  sewage  being 
small,  the  greatest  hydraulic  mean  depth,  and  consequently 
the  greatest  velocity  of  flow  and  scouring  power,  is  made 
available  with  that  form  of  section  at  the  bottom,  at  the 
period  when  it  is  most  required ;  whilst  the  broader  section 
at  the  upper  part  affords  room  for  the  passage  of  the  storm- 
waters,  and  also  for  the  workmen  engaged  in  repairing  an^ 
cleansing. 

The  High  Level  Sewer  at  the  north  side,  commences  by  a 
junction  with  the  Fleet  Sewer  at  the  foot  of  Hampstead 
Hill.  It  passes  thence  across  Highgate  Boad,  HoUoway 
Road,  to  High  Street,  Stoke  Newington,  at  Abney  Park 
Cemetery;  thence  to  Church  Street,  Hackney,  under  the 
North  London  Bailway,  through  Victoria  Park,  under  the 
canal,  to  a  junction  with  the  Middle  Level  Sewer.  Up  to 
this  point  it  is  a  drainage  sewer — a  substitute  for  the  open 
Fleet  and  Hackney  Brook  main  sewers,  which  have  been 
filled  in  and  abandoned.  It  is  capable  of  carrying  off  the 
largest  and  most  sudden  falls  of  rain.  It  is  about  7  miles 
in  length,  and  it  drains  an  area  of  10  square  miles.     It  is, 

c  c  3 
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for  the  most  part  of  its  length,  circular,  varying  in  dimen- 
sions from  4  feet  in  diameter  to  9i  feet  by  12  feet.  It  falls 
at  rates  of  from  1  in  71  to  1  in  876  at  the  upper  end,  and 
4  feet  to  5  feet  per  mile  at  the  lower  end,  or  1  in  1,820  to 
1  in  1,056.  It  is  constructed  of  stock-brick  work,  varying 
in  thickness  from  9  inches  to  27  inches,  and  the  invert  is 
lined  with  Staffordshire  blue  bricks,  in  order  to  withstand 
the  scour  arising  from  the  rapid  fall.  One  tunnel,  from 
Maiden  Lane  towards  Hampstead,  is  about  half  a  mile  long. 
Great  care  was  necessary  in  tunnelling  under  the  New  River, 
its  channel  being'  on  an  embankment  where  it  intersects  the 
line  of  sewer ;  also  under  the  Great  Northern  Railway,  at  a 
place  where  its  embankment  is  80  feet  high,  the  sewer  being 
7^  feet  in  diameter,  with  14  inches  of  brick.  Much  house 
property  was  successfully  tunnelled  under  at  Hackney.  One 
house,  adjoining  the  railway  station,  was  under-pinned  and 
placed  upon  iron  girders.  The  sewer,  9^  feet  in  diameter, 
was  carried  through  the  cellar  without  farther  injury  to  the 
house.  The  sewer  is  carried  close  under  the  bottom  of  Sir 
George  Duckett's  Canal ;  there  is  only  24  inches  between 
the  bottom  of  the  canal  and  the  soffit  of  the  arch  of  the 
sewer.  The  bottom  of  the  canal  and  the  top  of  the  sewer 
are  here  formed  of  iron  girders  and  plates,  with  a  thin  coat- 
ing of  puddle.  The  whole  of  the  High  Level  Sewer,  including 
the  Penstock  chamber,  was  completed  in  May,  1861. 

The  Penstock  chamber,  at  the  junction  of  the  High  and 
Middle  Levels,  at  Old  Ford,  Bow,  is  150  feet  in  length, 
40  feet  in  breadth,  and,  in  places,  80  feet  high.  It  is  pro- 
vided with  five  large  iron  penstocks  worked  by  machinery, 
by  means  of  which  the  sewage  can  be  diverted  at  will,  either 
into  the  two  lower  channels  formed  for  the  discharge  of  the 
storm  waters  into  the  river  Lea,  or  into  the  two  upper 
channels  constructed  over  that  river,  and  forming  the  com- 
mencement of  the  Northern  Outfall  Sewer.  As  a  rule  the 
lower  channels  are  closed,  and  the  sewage  flows  through  the 
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two  upper  channels  to  Barking  Creek.  In  times  of  heavy 
rain,  when  the  water  rises  to  the  top  of  the  upper  channels, 
the  surplus  flows  over  five  weirs,  constructed  in  the  chamher, 
into  the  lower  channels,  and  discharged  hy  them  into 
the  Lea. 

The  Middle  Level  Sewer  commences  near  Harrow  Boad,  at 
Eensal  Green,  and  passes  into  Uxhridge  Road  along  Oxford 
Street,  Hart  Street,  and  Liquorpond  Street,  and  across 
Clerkenwell  Green;  thence  hy  Old  Street  to  Shoreditch, 
Bethnal  Green  Boad,  under  the  Regent's  Canal  and  the 
North  London  Railway,  to  join  the  High  Level  Sewer  at 
Bow.  A  hranch,  4  feet  hy  2  feet  8  inches,  is  carried  along 
Piccadilly,  with  a  fall  of  4  feet  per  mile ;  passes  through 
Leicester  Square  and  Lincoln's  Inn  Fields  to  the  main  line 
at  King's  Road,  Gray's  Inn  Road.  The  main  line  is 
9i  miles  in  length,  and  the  Piccadilly  hranch  is  2  miles ;  and 
there  are  minor  branches  and  feeders.  The  area  intercepted 
is  17i  square  miles  in  extent.  The  fall  of  the  main  sewer  is 
from  17i  feet  per  mile  at  the  upper  end,  and,  by  a  gradual 
reduction,  2  feet  per  mile  at  the  lower  end.  The  sectional 
dimensions  vary  from  4^  feet  by  8  feet,  to  lOj^  feet  in  dia- 
meter, and  di  feet  by  12  feet  at  the  outlet.  Six  miles  in 
length  were  constructed  by  tunnelling,  at  from  20  feet  to 
60  feet  underground.  The  sewer  is  carried  over  the  Metro- 
politan Railway  by  a  wrought-iron  plate  aqueduct  of  150  feet 
span.  The  sewer  is  provided  with  storm  overflows  into  the 
river. 

The  Low  Level  Sewer,  besides  intercepting  the  sewage  from 
the  low-level  area  of  11  square  miles,  serves  also  as  an  out- 
let for  a  district  of  14it  square  miles,  the  western  suburb  of 
London,  which  is  so  low  that  its  sewage  has  to  be  lifted  at 
Chelsea  a  height  of  17i  feet,  into  the  upper  end  of  the  Low 
Level  Sewer.  This  sewer  commences  at  the  Grosvenor  Canal, 
Pimlieo,  and  passes  to  the  riverside  from  Yauxhall  Bridge. 
From  Westminster  Bridge  to  Blackfriars  it  forms   part   oi 
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the  Thames  Embankment,  Fig.  807 ;  thence,  under  Qaeen 
Victoria  Street  to  Tower  Hill,  Mint  Street,  Commercial  Boad, 
Bow  Common,  and  under 
Ijthe  river  Lea  to  Abbey 
'  Uilla,  where  its  contents  are 
lifted  86  feet  by  steam  power. 
It  has  two  branches,  one  from 
Homerton  and  one  from  the 
Isle  of  DogB.  The  Isle  of 
Dogs  can  only  be  drained  by 
the  aid  of  pumping.  The 
main  line  is  B^  miles  long, 
and  its  branches  are  4  miles 

from  6|  feet  to  10^  feet  in  diameter.  Its  inclination  ranges 
from  2  feet  per  mile  to  8  feet  per  mile.  It  is  provided  with 
storm  overflows  into  the  ri  ver. 

The  sewage  of  the  western  snbnrbs,  eomprismg  Hammer- 
smith, Folham,  Chelsea,  Brompton,  Kensington,  and  other 
places,  is  conveyed  to  the  local  outfall  at  Chelsea  through  a 
main  line  of  sewers  from  4  feet  by  2  feet  8  inches  to  4^  feet 
in  diameter,  with  a  fall  of  4  feet  per  mile ;  with  branches  of 
from  8  feet  9  inches  by  2^  feet,  to  4^  feet  by  8  feet.  The 
ChiBwick  sewer  is  8}  miles  long;  the  Fnlham  sewer  is 
1  mile  720  feet,  and  the  Acton  branch  is  1|  miles,  with 
minor  branches. 

The  northern  ontfall  sewer  is  a' work  of  peculiai-  constmc- 
tion ;  for,  unlike  ordinary  sewers,  it  is  raised  above  the  ground 
by  an  embankment.  It  consists  of  two  brick  sewers  or  cnl- 
verts,  each  9  feet  by  9  feet,  side  by  side,  with  npright  sides, 
semicircular  crowns,  and  segmental  inverts.  These  are  bnilt 
npon  a  soUd  concrete  embankment,  carried  through  the  peat 
soil  np  from  the  gravel.  Concrete  ia  also  carried  np  at  a  slope 
of  1  to  1,  BO  as  to  form  an  abutment  for  the  aides  of  the 
sewers.     The  whole   stmoture  is  covered  with  an  earthen 
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embankment.  The  '*  line/*  as  it  may  be  called,  is  carried  by 
aqueducts  over  rivers,  railways,  streets,  and  roads.  The 
aqueducts  consist  of  two  wrought-iron  culverts  of  the  same 
section  as  the  brick  sewers,  upon  which  a  roadway  is  formed, 
with  parapet  walls,  the  whole  being  suppoitel  by  three 
wrought-iron  girders.  From  the  Abbey  Mills,  three  parallel 
sewers  of  the  same  dimensions  as  those  just  noticed  are 
carried  to  the  outfall  at  Barking  Creek.  Gates  and  overflow 
weirs  are  formed  in  the  line  of  these  culverts,  enabling  the 
sewage  to  be  turned  into  either  or  all  of  them  at  will,  and 
preventing  any  one  from  being  at  any  time  overcharged.  For 
a  distance  of  about  li  miles  at  the  lower  end  of  the  sewer, 
tbe  depth  of  peat  in  the  marshes  was  so  great  that,  instead 
of  carrying  up  a  solid  embankment,  the  sewer  was  carried 
on  piers  and  arches.  The  bank  is  40  feet  wide  at  the  top, 
and  is  in  some  places  25  feet  above  the  level  of  the  marshes. 

The  reservoir  at  Barking  is  16|  feet  deep,  in  four  com- 
partments, covering  an  area  of  9i  acres. 

At  the  south  side  of  the  river,  the  High  Level  Sewer  and 
its  Southern  Branch  correspond  with  the  High  Level  and  the 
Middle  Level  Sewers  on  the  north  side.  The  main  line  com- 
mences at  Clapham,  and  the  branch  line  at  Dulwich,  together 
draining  an  area  of  20  square  miles.  Storm-waters  are  dis- 
charged into  Deptford  Greek,  whilst  the  sewage  and  a  limited 
quantity  of  rain  flow,  by  four  iron  pipiss,  8^  feet  in  diameter, 
laid  under  its  bed,  into  the  outfall  sewer.  The  two  lines 
come  together  in  the  New  Cross  Boad,  at  the  branch  10  feet 
above  the  main  line.  They  come  to  a  level  at  Deptford 
Broadway. 

The  branch  is  ^i  miles  in  length,  of  which  1,000  feet  were 
constructed  in  tunnel  at  depths  of  from  80  feet  to  50  feet.  It 
varies  from  7  feet  in  diameter  to  a  form  lOJ  feet  by  lOi  feet, 
with  a  circular  crown  and  segmental  sides  and  inverts.  Its 
fall  varies  from  80  feet  per  mile  at  the  upper  end  to  2^  feet 
per  mile  at  the  lower  end. 
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The  main  line  varies  in  size  from  i^  feet  by  8  feet  at  tlie 
npper  end,  to  10}^  feet  by  10^  feet,  like  the  branch. 

The  outlets  of  the  two  sew^*s,  10^  feet  by  10^  feet,  are 
each  fitted  with  two  hinged  flaps,  one  above  the  other.  The 
lower  flap  is  usually  fixed  close,  so  as  to  form  a  dam  to  drive 
the  waters  through  the  iron  pipes  in  the  outfall  sewer ;  but 
the  upper  one  hangs  free,  in  order  to  serve  as  a  tide  flap  and 
allow  the  sewage  to  pass  into  the  Creek,  when  it  rises  to  a 
sufficient  height.  In  cases  of  heavy  floods,  the  lower  flaps 
can  be  opened. 

The  main  line  falls  53  feet,  26  feet,  and  9  feet  per  mile 
at  the  upper  end,  to  Brixton  Eoad,  and  thence  2^  feet  per 
mile.  The  sewer  is  in  brickwork,  varying  from  9  inches  to 
22i  inches ;  one  half,  the  invert,  being  in  Portland  cement, 
and  the  remfidnder  in  blue-lias  mortar. 

The  Low  Level  Sewer  begins  at  Putney,  and  passes  through 
Battersea,  Nine  Elms,  Lambeth,  Newington,  Southwark, 
Bermondsey,  Botherhithe,  and  Deptford,  comprising  an  area 
of  20  square  miles.  It  is  10  miles  long.  In  size  it  varies  from 
a  single  sewer  4  feet  in  diameter  at  the  upper  end,  to  two 
culverts,  each  7  feet  by  7  feet.  Its  fall  is  from  4  feet  to  2  feet 
per  mile,  and  the  lift  at  the  outlet  is  18  feet. 

A  branch,  2  miles,  is  laid  from  St.  James's  Churchy 
Bermondsey,  to  Deptford,  with  a  fall  of  4^  feet  per  mile. 

From  Deptford  the  sewage  is  conducted  by  the  southern 
outfall  through  Greenwich  and  Woolwich  to  Crossness  Point, 
in  Erith  Marshes — a  distance  of  7i  miles^ — entirely  under- 
ground. It  is  11^  feet  in  diameter,  in  brickwork  generally 
18  inches  thick,  with  a  fall  of  2  feet  per  mile.  The  bottom 
of  the  sewer  is  9  feet  below  low  water  at  the  outlet  into  the 
river,  so  that  it  can  discharge  at  and  near  low  water  by 
gravitation.  But,  ordinarily,  the  sewage  is  discharged  by 
pumping  into  the  Crossness  Beservoir,  which  is  6^  acres  in 
extent.  The  tunnel  through  the  chalk  under  Woohvich  is 
the  principal  feature  of  the  work. 
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The  bricks  used  in  the  works  were  mostly  picked  stocks  and 
Gaolt  clay  bricks ;  and  the  inverts  were  occasionally  faced 
-with  Staffordshire  bine  bricks.  The  brickwork  was  laid  in 
blue-lias  lime  mortar,  in  the  proportion  of  2  of  sand  to  1  of 
lime  for  the  upper  part,  and  Portland-cement  mortar  in  the 
ratio  of  1  to  1,  below.  A  very  considerable  length  was  laid 
entirely  in  cement. 

The  total  cost  of  the  main  drainage  works  is  stated  to 
have  been  £4,100,000.  There  are  about  1,800  miles  of 
sewers  in  London,  and  82  miles  of  main  intercepting  sewers. 
The  total  pumping  power  employed  is  2,880  nominal  horse- 
power. The  sewage  on  the  north  side  of  the  river  amounted, 
in  1865,  to  10  millions  of  cubic  feet  per  day,  and  on  the  south 
side  to  4  millions  per  day;  but  provision  has  been  made 
for  Hi  millions  and  5}  millions  respectively,  in  addition  to 
28i  millions  of  cubic  feet  of  rain-fall  per  day  on  the  north 
side,  and  17^  millions  on  the  south  side  :  making  a  gross  total 
of  68  millions  of  cubic  feet  per  day,  equivalent  to  a  lake 
fifteen  times  as  large  as  the  Serpentine  in  Hyde  Park. 

Dbainage  of  Pabis. 

When,  in  1808,  the  subject  of  the  main  drainage  of  Paris 
first  received  a  systematic  investigation,  the  **  great  "  or  main 
drain  was  only  a  large  natural  ditch — the  brook  of  Menil- 
montant  converted  into  a  ditch  or  open  sewer.  In  1740,  this 
ditch  was  walled  and  arched  over.  It  was  assumed,  in  1808, 
that  the  drains  should  empty  themselves  into  the  river 
Seine,  following  the  undulations  of  the  streets.  The  river, 
within  the  limits  of  the  city,  was  made  the  main  receiver  of 
all  the  sewage.  From  both  banks  and  from  the  central 
islands  all  outlets  poured  directly  into  it,  and  at  the  end  of 
1887  there  were  probably  forty  independent  mouths.  By 
the  more  recent  developments,  all  these  dischargiDg  mouths 
were,  with  three  exceptions,  abandoned,  and  longitudinal 
intercepting  drains  of  a  large  section,  running  parallel  to  the 
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river,  were  snbstitnted,  and  the  drainage  was  collected  into 
four  points  of  discharge,  namely,  Asniere,  Chaillot,  the  Isle 
of  St.  Lonis,  and  the  Isle  of  Notre  Dame ;  in  addition  to  which, 
in  1868,  217  miles  of  main  sewers  had  been  constructed  in 
Paris.  In  January,  1874,  a  total  of  856  miles  had  been 
constructed  ;  and  it  was  then  estimated  that  nearly  287  miles 
— mostly  in  the  suburbs  near  the  fortifications — remained 
to  be  executed,  in  order  to  complete  the  whole  system. 

The  drains  are  confined  to  the  carrying  off  of  rain-water 
and  household-water.  Night-soil  has  no  connection  whatever 
with  the  drains.  It  is  carted  away  from  the  city  and 
deposited  at  appointed  places.  Boad  scrapings  find  their  way 
into  the  drains.  Besides,  the  sand  which  is  stored  in  heaps 
along  the  streets  for  purposes  of  repair  is  converted  into  a 
mud  which,  with  the  road-scrapings,  is  not  uncommonly 
swept  into  the  drains.  In  many  cases,  the  inclination  of  the 
drains  is  so  slight  that  they  can  hardly  carry  off  the  solid 
matter,  which,  in  fact,  is  deposited,  and  must  be  cleared  away 
by  mechanical  means. 

The  main  intercepting  sewer  of  the  south  side,  **  Grand 
Egout  Collecteur  de  la  Eive  Grauche,'*  is  of  the  type  No.  8, 
Fig.  308.     It  commences  at  the  Boule-  ^^^mmttrL- 

vard  St.  Marcel,  Jardin  des  Plantes,  and    ^^^^^^^^k 
terminates   at  the   siphon  of  the  Pont  ^^  ^Sk 

de  I'Alma,  10  feet  above  the  lowest  water-  ^. j^ .  ;f. JB 

level  of  the  Seine.    It  is  6,015  yards,  ^^  JB 

or  8*42  miles,  in  length,  with  a  fall  of    ^Bte«g^_-gg^P^ 
1'8  feet  to  the  mile,  or  about  1  in  8,000.        ^'i^^^P*^ 
The  branch   sewers  are  mostly  of  the  ^.       «^'?*'     «  . 

^  Intercepting  SeTrer,  Paiu. 

section  shown  in  Fig.  809. 

The  main  intercepting  sewer  of  the  north  side,  "  Collecteur 
Generale  de  la  Bive  Droite,'*  is  to  the  section,  type  No.  1, 
Fig.  810.  It  commences  at  the  Boulevard  Sebastopol,  and 
terminates  at  Clichy,  opposite  Asnieres.  The  fall  varies  from 
1  in  798  to  1  in  2,766. 
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The  "  CoUecteur  de  la  Bi^vre  "  is  a  prolongation  of  the 
mam  sewer  of  the  south  side,  of  the  same  section  as  this 
sewer.  It  commences  at  the  outfall  of  the  siphon  Pont  de 
I'Alma,  and  terminates  hy  a  junction  with  the  main  sewer  of 
the  north  side  at  a  distance  of  601  yards  from  its  outfall  into 
the  river.  It  is  nearly  8  miles  in  length,  and  the  fall  varies 
from  1  in  1,926  to  1  in  2,961. 


Eig.  a09.— Branch  Sewer,  Paris.  Fig.  810.— Interceptmg  Sewer,  Paris. 

In  streets  of  a  width  greater  than  65^  feet,  douhle  lines  of 
sewers  are  constructed,  one  under  each  footpath,  to  limit  the 
length  of  the  hranch  drains,  which  are  laid  in  at  the  expense 
of  the  proprietors.  The  principle  of  the  design  of  the  drains  of 
Paris,  it  may  he  noted,  differs  materially  from  that  of  London 
and  other  English  towns.  In  Paris,  the  oval  form  is  followed, 
but  the  invert,  or  '*  radier,**  is  nearly  flat,  of  a  width  varying 
from  16  inches  to  24  inches,  in  order  to  afford  footing  for  the 
workmen  engaged  in  cleansing  the  sewers.  For  the  same 
reason  they  are  made  of  considerable  height.  The  smallest 
section  of  drain  that  has  been  constructed  was  6^  feet  high, 
and  2^  feet  wide  at  the  springing  of  the  roof. 

The  deposit  in  the  sewers  is  removed  by  mechanical  means. 
In  the  smaller  sewers,  where  small  flushing-boards  and  iron 
half-gates  are  occasionally  used,  the  deposit  is  pushed  forward 
into  the  larger  sewers  by  wooden  hand-scrapers.  In  many 
of  the  smaller  types,  hand-tipping  trucks  convey  the  refuse 
into  the  larger  sewers.  In  the  larger  sewers,  sluice-gates, 
hung  by  chains  to  the  crown  of  the  sewer,  are  frequently 
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lowered,  in  order  to  back  up  the  water  so  as  to  float  the 
flashing-boats  by  which  the  cleansing  is  effected. 

The  siphon  of  the  Pont  de  TAJma,  for  conveying  the  sewage 
of  the  south  side  to  the  north  side  across  the  Seine,  is  com- 
posed of  two  lines  of  wronght-iron  tabes  8^  feet  in  diameter, 
i  inch  thick.  It  has  a  minimum  head  of  1*70  feet,  the 
difference  of  level  between  the  south  side  and  the  north  side ; 
but  the  head  can  be  increased  to  7*8  feet.  An  effective  system 
of  scouring  can  thus  be  practised.  A  wooden  ball  88^^  inches 
in  diameter,  weighing  187  lbs.,  is  sent  through  the  tubes  once 
a  week.  As  it  is  about  6  inches  less  in  diameter  than  the 
tube,  it  rolls  along  the  crown  of  the  tube ;  and  should  its 
course  be  arrested  by  deposit  an  additional  scouring  takes 
place  under  the  ball,  and  the  sediment  or  accumulation  is 
dislodged  and  removed. 

The  greater  part  of  the  excremental  matter  is  drained  into 
cesspools  not  connected  with  the  sewers,  and  it  is  pumped 
thence  into  cylindrical  iron  carts.  These,  when  filled,  are 
hermetically  sealed  and  conveyed  to  the  several  depots.  The 
more  modem  system  is  that  of  the  *'  appareils  diviseurs,^*  or 
**  tinettes  filtres  " — sheet-iron  cylinders  for  separating  the  fluid 
from  the  solid  portion  of  the  excreta.  The  fluid  is  either  dis- 
charged into  a  cesspool  or  is  sent  into  the  sewers. 

Drainage  of  Hamburg. 

The  sewerage  of  Hamburg,  designed  by  Mr.  W.  Lindley, 
is  worthy  of  notice.  It  was  executed  upwards  of  thirty  years 
ago.  The  most  striking  feature  of  the  system  is  the  means 
of  constantly  flushing  the  sewers,  which  are  kept  so  clean 
that  it  is  rarely  necessary  to  send  any  men  into  them 
except  for  the  purpose  of  making  repairs.  The  forms  and 
dimensions  of  the  sewers  vary  with  their  inclinations,  as  well 
as  with  the  quantities  of  sewage  which  they  were  designed 
for  carrying  off.      The  steep  sewers  are  cylindrical,  from 
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15  inches  to  20  inches  in  diameter;  their  fall  varies  from 
1  in  15  to  1  in  150.  Four  or  five  miles  of  such  sewers  have 
been  laid.  For  long  main  lines,  where  such  rapid  falls  could 
not  be  obtained,  oval  sewers  of  larger  dimensions  were  built, 
sufficiently  large  for  men  to  pass  through,  being  4^  feet  high 
and  2^  feet  wide.  This  class  of  sewer  was  not  made  with 
less  inclination  than  1  in  500  in  the  upland  districts  of  the 
city,  where  the  quantity  of  water  to  be  obtained  for  flushing 
is  dependent  upon  the  waterworks.  But  in  the  marsh  dis- 
tricts, where  the  water  for  flushing  is  obtained  from  the  river 
Alster,  sewers  of  this  description  are  laid  as  nearly  level  as 
an  inclination  of  1  in  8,000.  The  marsh  level  would  not 
allow  of  a  greater  fall,  and  the  unlimited  flushing  power 
derived  from  the  river  rendered  the  adoption  of  such  low 
gradients  quite  unobjectionable.  Every  house  has  its  drain- 
pipe discharging  directly  into  the  sewers,  without  any  cess- 
pool. Where  there  is  fall  enough,  a  6-inch  cast-iron  pipe 
is  carried  directly  into  the  opening  built  in  the  sewer  to 
receive  it ;  but  where  there  is  less  fall,  the  brick  drains,  of 
12  inches  or  15  inches  in  diameter,  receive  the  soil-pipes 
within  the  house  and  discharge  the  contents  into  tne  main 
sewer. 

The  larger  classes  of  sewers  follow  each  other  in  succes- 
sion as  the  number  of  smaller  sewers  are  united  and  the 
quantity  of  water  to  be  carried  off  increases.  The  largest 
sewer  is  5  feet  wide  and  6  feet  high.  During  heavy  storms 
of  rain  the  quantity  of  water  delivered  into  it  from  all  its 
tributaries  is  so  great  that  it  has,  on  a  few  occasions,  been 
flUed  nearly  to  the  soffit. 

The  whole  of  the  upland  sewers  were  laid  out  so  as  to 
act  as  catch-water  drains,  and  thus  to  separate  the  upland 
waters  from  the  marsh  sewers.  This  arrangement  was  neces- 
sary, because  the  water  in  the  Elbe  remains  at  times,  from 
24  to  86  hours,  above  the  cellars  of  the  houses.  The  upper 
ends  of  all  the  sewers  are  connected  either  with  the  rivei 
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Alster,  which  affords  a  head  of  18  feet  of  water,  or  with  the 
canals  by  which  the  city  is  intersected,  or  with  other  high- 
lying  sewers — the  latter  forming  reservoirs  supplied  from 
the  waterworks.  Thus  there  are  not  any  dead-ends,  and  all 
the  sewers  can  be  thoroughly  flushed  from  one  end  to  the 
other.  By  this  arrangement,  it  is  true,  additional  outlay  was 
incurred  for  extra  lengths  of  sewer  to  form  the  connections 
with  the  water-heads,  and  for  penstocks  and  flushing-gates., 
to  turn  the  stream  in  the  direction  required  through  the 
sewers.  But  the  general  result  of  this  through  system  of 
flushing  was  great  economy  in  working,  and  it  was  proved 
that  the  cheapest  means  of  getting  rid  of  the  matters  dis- 
f^harged  into  the  sewers  was  to  dilute  them  with  large  quan- 
tities of  water,  and  thus  to  flush  them  away. 

There  are  two  outfalls  for  the  sewage  of  Hamburg,  one  for 
the  upland  waters,  and  the  other  for  the  lowland  waters. 
The  two  discharges  are  delivered  into  the  main  stream  of  the 
river  Elbe  at  a  point  below  the  city  and  the  harbour,  so 
selected  that  steam-engines  may  be  placed  to  pump  the 
sewage  water  over  the  lands  of  the  adjoining  district,  when 
such  a  proceeding  may  be  deemed  advisable.] 


CHAPTER  XI. 

RECLAMATION   OF   LAND. 

It  frequently  happens  that  large  tracts  of  allavial  deposits 
are  found  at  the  months  of  rivers,  which  are  alternately 
covered  or  left  hare  hy  the  tides,  and  which,  generally  speak- 
ing, continue  to  increase  until  they  attain  such  a  height  as 
only  to  he  affected  hy  the  spring  tides.  These  hanks  then 
hecome  covered  with  a  species  of  marine  vegetation,  and  are 
cut  up  into  innumerahle  small  creeks,  which,  at  the  low 
water,  serve  as  channels  for  the  inshore  streams.  Many 
banks  of  this  description  have  been  reclaimed  from  the  tidal 
action,  both  in  our  own  country  and  in  Belgium  and  Holland, 
with  such  signal  advantage,  in  many  cases,  as  to  cause  regret 
that  others  should  still  remain  unproductive. 

The  works  usually  required  to  reclaim  these  foreshores 
consist — ^firstly,  of  an  embankment  forming  an  enclosure  to 
protect  them  from  the  sea,  which  must  be  able  not  only  to 
resist  the  hydrostatic  efforts  of  the  external  waters,  but  also 
the  more  destructive  action  of  the  waves  and  the  currents ; 
secondly,  of  the  system  of  drainage  of  the  enclosed  lands, 
including  under  this  head  occasionally  the  arrangements  for 
introducing  waters  charged  with  fertilising  matters,  an  opera- 
tion performed  in  some  districts,  and  known  locally  by  the 
name  of  "  warping." 

The  enclosure  banks  are  made,  generally  speaking,  from 
2  to  4  feet  above  the  high-water  line  of  the  equinoctial  spring 
tides,  with  a  minimum  width  of  from  8  feet  6  inches  to  7  feet 
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at  the  crown.  The  outline  of  the  bank  in  plan  must  depend 
upon  many  local  circumstances  ;  but,  theoretically,  it  will  be 
found  to  offer  the  greatest  resistance  to  the  normal  action  of 
the  waves  if  it  be  convex  seawards,  whilst  the  stability  of  the 
material,  if  it  be  executed  in  stone  rubble,  will  be  the  greatest 
if  the  outline  be  concave.  Whatever  be  the  form  given  in 
plan,  it  must  always  be  borne  in  mind  that  no  sharp  internal - 
angles  should  be  allowed,  and  that  every  projection  must  be 
joined  into  the  body  of  the  work  by  gentle  curves  of  the 
largest  possible  radius. 

The  best  form  of  the  sea  slope  is  a  subject  still  much  in 
discussion  amongst  engineers.  On  the  shores  of  Holland 
and  Belgium  the  practice  has  been,  for  many  years,  to  make 
it  rectilinear,  and  inclined  at  a  small  angle  to  the  horizon. 
Although  these  slopes  have  succeeded  in  some  positions,  there 
are  others  in  which  the  results  obtained  have  been  precisely 
of  an  opposite  character,  and  in  which  it  would  appear  that  a 
vertical  wall  would  have  been  preferable.  Again,  many  dis- 
tinguished engineers  are  of  opinion  that  the  best  form  to  be 
given  is  one  similar  to  the  outline  the  materials  themselves 
would  assume  if  left  to  arrange  themselves  by  natural  causes ; 
whilst  latterly  Colonel  Emy  has  advocated,  with  considerable 
ability,  the  theory  that  a  concave  transverse  section  was  the 
most  fitted  to  resist  the  action  of  the  ground  waves. 

Long  fore  slopes  possess  the  advantage  of  allowing  the 
employment  of  any  sand,  or  other  similar  materials ;  they 
offer  the  least  resistance  to  the  action  of  the  sea,  and  are 
precisely  the  less  exposed  to  injury  in  proportion  as  their 
inclination  is  greater.  It  has  been  observed  that  the  destruc- 
tive action  of  the  sea  exercises  its  greatest  effect  about  the 
level  of  the  lowest  high  tides  of  the  neaps.  But  if  these 
long  slopes  possess  some  advantages,  they  are  accompanied 
by  corresponding  disadvantages ;  for  they  conduct  the  waves 
to  much  higher  points  than  they  would  otherwise  reach,  and 
it  is  not  always  that  either  the  materials  at  hand  or  the  space 
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disposable  are  snch  as  to  allow  of  their  economical  execution, 
to  which  consideration  after  all  the  decision  as  to  works  of 
this  description  mast  be  referred. 

Vertical  enclosure  walls  occupy  the  least  space,  and  expose 
the  smallest  surface  to  the  action  of  the  waves ;  and  these 
again,  instead  of  breaking  upon  the  shore,  are  reflected 
towards  the  open  sea.  But  wails  of  this  description  must 
encounter  the  maximum  effort  of  the  waves,  wherever  these 
do  strike,  and  their  recoil  must  act  very  injuriously  upon  the 
footings,  unless  they  be  of  a  very  resisting  description.  The 
concave  walls  recommended  by  Colonel  Emy  have  not  yet 
been  tried  in  a  sufficient  number  of  cases  to  justify  any  definite 
conclusions  as  to  their  merits ;  but  they  are  in  many  cases 
objectionable  on  the  score  of  the  ground  they  require,  and  the 
great  expense,  not  only  of  the  first  cost,  but  of  the  repairs. 

The  reasons  which  should  influence  the  choice  of  the  form 
to  be  given  to  the  sea  slope  of  an  embankment  may  be 
resumed  as  follows,  1.  It  will  be  influenced  by  the  main 
direction  of  the  winds,  waves,  tides,  and  currents,  which 
should  be  made  to  strike  the  bank  as  nearly  as  possible  in  a 
direction  normal  to  the  surface  of  the  facing.  2.  By  the 
materials  to  be  procured  in  the  neighbourhood.  B.  By  the 
surface  of  land  which  can  be  devoted  to  the  formation  of  a 
bank.  4.  And  principally  by  the  commercial  considerations 
affecting  the  original  execution,  the  maintenance,  and  the 
value  of  the  whole  operation. 

The  inner  slope  of  the  banks  will  depend  upon  the  materials 
of  which  it  is  composed ;  and  at  its  foot  a  catch-water  drain 
must  be  formed  to  collect  the  waters  falling  upon  the  enclosed 
land,  and  to  conduct  them  to  the  outfall.  The  Dutch  engi- 
neers usually  make  the  slope  about  5  to  1,  and  they  form  a 
roadway  about  20  feet  wide  between  its  foot  and  the  edge  of 
the  catch-water  drain.  When  the  bank  is  formed  of  mud  or 
silt,  it  is  necessary  to  carry  up  in  its  centre  a  core  of  sand  or 
other  hard  substance,  to  prevent  rats  or  moles  from  boring 
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throngh  it ;  and  means  mast  be  taken  to  cover  the  exposed 
surfaces  with  vegetation  of  a  character  to  bind  together  the 
materials  of  which  the  bank  is  made. 


Fig.  811.— Reclamation  of  Land. 


The  land  waters  collected  in  the  ontfall  drain  are  let  off  by 
means  of  sluices,  whose  apertures  will  be  regulated  by  the 
quantity  to  be  discharged,  and  the  duration  of  the  period  in 
which  the  flow  can  take  place,  as  well  as  by  the  head  of  water 
which  may  exist  at  the  commencement  of  the  discharge. 
Upon  the  sea-coast  the  intervals  between  the  tides  recur  with 
great  regularity ;  but  in  the  upper  portions  of  river-courses 
idle  casual  floods  are  likely  to  prevent  the  discharge  during 
periods  of  variable  duration,  so  that  in  many  such  positions 
it  is  very  probable  that  the  reclaimed  lands  may  be  partially, 
or  entirely,  flooded  on  all  such  occasions :  the  cultivation  to 
be  adopted  must  be  regulated  with  a  view  to  these  contin- 
gencies. 

The  simplest  mode  of  closing  the  outfall  drain  is  by  a 
sluice  upon  hinges,  fixed  at  the  outer  end  of  a  culvert,  in 
wood,  masonry,  or  iron,  passing  through  the  body  of  the 
bank.  The  floor  of  this  aqueduct  is  placed  at  the  level  of 
the  bottom  of  the  catch-water  drain,  and  it  has  an  inclination 
outwards.  So  long  as  the  head  of  water  upon  the  outside  of 
the  sluice  is  greater  than  that  upon  the  inside,  it  will  remain 
closed ;  directly  the  waters  upon  the  outside  have  fallen  so  as 
to  form  a  sufficient  head  upon  the  inside  to  overcome  the 
friction  of  the  hinge,  the  sluice  will  open  and  give  passage  to 
the  waters.  It  is,  however,  advisable  that  a  sliding  gate 
working  in  a  valve  be  placed  behind  the  hinged  sluice,  to 
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goard  against  the  possiljHity  of  accidental  derangements  of 
the  latter. 
I  Another  description  of  gate  frequently  used  in  these  works 
is  the  gate  working  upon  a  vertical  axis  and  shutting  against 
a  rebate,  in  which  the  areas  of  the  two  portions  of  the  gate 
are  made  unequal.  When  the  waters  on  the  outside  are 
higher  than  those  on  the  inside,  the  gates  are  pressed  against 
the  rebate;  when  the  opposite  conditions  occur,  the  gates 
open  and  afford  a  passage  to  the  land  waters.  Sometimes  in 
large  gates  of  this  description  where  two  leaves  are  employed, 
they  are  made  to  meet  at  an  obtuse  angle,  like  the  leaves  of 
a  lock  gate. 

The  system  of  warping  is  much  adopted  on  the  banks  of 
the  Humber  in  our  own  country,  in  Tuscany,  in  the  valleys 
of  the  Chiana  and  of  the  Bhone  ;  and,  indeed,  the  cultivation 
of  the  valley  of  the  Nilb  is  but  an  illustration  of  it  upon  a 
very  extensive  scale.  It  is  founded  upon  the  principle  that 
all  rivers  carry,  in  their  downward  course,  the  earthy  matters 
they  derive  from  the  lands  surrounding  their  water-shed. 
The  waters  so  charged  are  allowed  to  flow  over  the  land  to 
be  warped,  and  they  are  retained  upon  it  until  the  earthy 
matters  are  deposited,  when  they  are  allowed  to  run  off  by 
means  of  surface  weirs. 

It  is  usual  to  surround  land  proposed  to  be  thus  treated  by 
an  embankment,  in  which  are  placed  the  inlet  sluices,  at  the 
lowest  level.  The  water  enters  through  these  sluices  at  the 
highest  point  of  one  tide,  and  is  retained  during  the  interval 
between  two  successive  tides ;  to  be  then  run  off  entirely, 
even  from  the  ditches,  before  the  influx  of  the  next.  Upon 
the  banks  of  the  Humber  it  is  considered  that  the  most  bene- 
ficial efforts  are  produced  by  the  execution  of  this  operation 
between  the  months  of  June  and  September ;  the  embank- 
ments are  made  from  8  feet  to  7  feet  high,  and  it  is  usually 
calculated  that  a  sluice,  with  a  clear  water-way  about  6  feet 
high  and  8  feet  wide,  will  suffice  to  warp  a  surface  of  from 
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60  to  80  acres.  In  this  district  it  is  foand  that  the  warped 
lands  are  at  first  cold  and  raw,  and  that  they  re^oire  a 
peculiar  treatment  for  agricultural  purposes. 

The  quantity  of  sediment  brought  down  by  the  rivers 
Ming  into  the  Humber  is  enormous.  Lord  Hawke  stated, 
in  his  Report  on  the  Agriculture  of  the  West  Biding,  that  one 
tide  would  deposit  an  inch  of  mud,  and  the  source  from 
whence  it  is  derived  is  still  a  matter  of  great  uncertainty.  At 
its  mouth  the  Humber  is  as  clear  as  most  rivers,  and  the 
floods  from  the  upper  countries,  so  far  from  increasing  the 
quantity  of  matters  in  suspension,  on  the  contrary,  exercise 
a  very  injurious  effect  upon  them.  In  the  driest  seasons  and 
the  longest  droughts  it  is  found  to  be  the  best  and  most 
plentiful,  and  produces  its  effect  totally  irrespective  of  the 
subsoil.  In  fact,  a  new  soil  is  formed,  and  the  operation  of 
warping  differs  in  this  respect  from  ordinary  irrigation,  which 
acts  by  improving  the  soil  already  existing. 


CHAPTEB  Xn. 

IRRIGATION  OP  LAND. 

iBfiioATioN  18  a  braneh  of  Hydranlio  Engineering,  wlikli  haa 
not  received  the  attention  from  the  public  in  our  country 
which  its  advantages  and  results  would  appear  to  warrant. 
In  France,  Spain,  Italy,  Egypt,  and  India,  however,  it  has 
for  ages  engaged  the  attention  of  agriculturists- and  govern^ 
ments,  and  immense  national  works  have  beisn  executed  to 
insure  its  successful  application.  In  Sweden  and  Northern 
Germany  irrigation  works  have  been  carried  out  to  a  great 
extent ;  but,  inasmuch  as  it  appears  that  the  more  temperate 
zones  are  the  most  adapted  to  insure  satisfactory  economical 
results,  and  that  practically  it  is  advisable  to  confine  irriga- 
tion to  countries  situated  between  the  25th  and  27th  parallels 
of  latitude,  in  the  northern  hemisphere  at  least,  it  is  only 
exceptionally  that  works  of  this  description-  have  been 
executed  beyond  those  limits. 

All  waters  are  not  equally  fitted  for  the  purpose  of  irri^ 
gation,  and  a  certain  degree  of  care  is  required  in  their 
selection,  whatever  be  the  description  of  cultivation  to  which 
it  may  be  proposed  to  apply  them.  Those  which  fiow  from 
forests,  peat-mosses,  or  contain  large  quantities  of  the  oxide 
of  iron,  are,  if  not  positively  injurious,  at  least  but  little 
adapted  to  this  use.  Those  waters  are  the  best  which  have 
been  the  longest  exposed  to  atmospheric  influences,  or  which 
may  have  traversed  fertile  lands  able  to  communicate  some 
of  their  propertiesr^     It  is  on  this  account  that  streams 
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flowing  throQgh  towns  and  villages  are  the  most  desirable, 
provided  always  that  they  do  not  become  too  highly  charged 
with  sewage.  The  waters  flowing  from  granitic  or  primary 
rocks  are  often  more  advantageous  than  those  from  the 
secondary  formations,  particularly  if  these  consist  of  the 
magnesio-calcareons  deposits.  The  waters  from  the  argillo- 
calcareoos  rocks,  or  marls,  possess  an  intermediate  character ; 
bat  as  the  condition  to  be  fnlfllled  by  any  water  used  in 
irrigation  is  that  it  supply  the  deficiencies  of  the  soil 
traversed,  it  may  frequently  happen  that  calcareous  waters 
may  be  the  most  advantageous.  A  very  simple  criterion, 
however,  exists,  by  which  the  adaptation  of  the  waters  of 
any  particular  stream  to  these  purposes  may  be  judged ;  it 
consists  in  the  nature  of  the  vegetation  in  the  natural  bed. 
If  this  be  covered  with  a  luxuriant  vigorous  herbage,  of  a 
good  quality,  the  water  may  safely  be  considered  to  be  fitted 
for  the  proposed  use. 

The  description  of  soil  which  derives  the  greatest  benefit 
from  irrigation  is  that  which  is  the  most  permeable  and  the 
most  easily  warmed.  Compact  clay  lands  gain  the  least, 
because  they  absorb  the  heat  necessary  to  insure  that  the 
water  should  produce  its  greatest  eflect  with  difficulty ;  and, 
as  they  are  very  retentive,  the  evaporation  from  them  cools 
the  ground  to  a  serious  extent.  The  nature  of  the  subsoil 
is,  however,  able  to  modify  very  considerably  the  practical 
application  of  these  rules. 

The  greatest  advantage,  economically,  is  derived  from  the 
irrigation  of  what  are  called  natural  and  artificial  meadows,  in 
the  higher  latitudes  at  least ;  more  southerly,  garden  grounds, 
rice  fields,  and  even  sugar  plantations,  are  found  to  derive 
immense  benefit  from  the  process ;  and,  indeed,  it  is  hardly 
too  much  to  say  that  the  difierence  between  fertile  land  and 
barren  wilderness  in  warmer  countries  may  be  attributed  to 
the  presence  or  absence  of  some  means  or  description  of  irri- 
gation.    The  terms  natural  and  artificial  meadows,  used 
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above,  sure  to  be  nnderstood  as  referring  to  the  nature  of  the 
vegetation  only;  the  former,  the  natural  meadows,  being 
those  in  which  plants  of  the  natural  order  of  the  Oraminea 
are  principally  grown,  such  as  the  Phleum  pratense,  Lolium 
perenne,  Festuca  aylvatieay  Poa  pratensis,  &c.;  whilst  the 
latter,  the  artificial  meadows,  produce  plants  of  the  order 
Leffuminosa,  which  require  to  be  sown  every  year,  such  as 
the  Medicago  sativa,  Trifolium  pratense^  Vicia  satwa^  &c.  Of 
these  descriptions  of  meadows,  again,  the  best  results  are 
obtained  from  those  called  natural;  and,  as  they  are  almost 
the  only  ones  adopted  in  our  country,  the  following  remarks 
will  be  confined  to  them. 

The  period  of  the  year  in  which  the  water  should  be 
poured  over  the  land  will  vary  with  the  latitude  and  the 
purposes  to  which  it  is  to  be  applied.  In  England  it  is  used 
sometimes  for  the  express  purpose  of  protecting  the  vegeta- 
tion from  the  effects  of  frost,  and  is  therefore  applied  in 
winter ;  but  if  it  be  desired  to  retain  the  matters  in  suspen- 
sion in  the  waters,  they  should  be  used  in  the  later  part  of 
the  autumn  and  in  the  early  spring,  because  it  is  at  those 
epochs  of  the  year  that  rivers  are  the  most  charged,  under 
normal  circumstances.  The  usual  practice  in  the  south-west 
of  England  is  to  irrigate  through  the  months  of  October, 
November,  December,  and  January,  from  fifteen  to  twenty 
days  at  a  time,  without  intermission.  At  the  expiration  of 
each  of  these  periods  the  ground  is  left  to  dry  during  five  or 
six  days.  If  a  slight  frost  should  occur,  the  water  is  again 
immediately  turned  on,  but  the  ground  is  left  dry  if  there  be  any 
probability  of  a  long-continued  and  severe  frost.  In  February 
the  length  of  the  periods  of  irrigation  is  diminished  to  about 
eight  days,  and  care  is  taken  to  shut  off  the  water  early  in 
the  morning,  so  as  to  allow  the  ground  to  dry  during  the 
daytime,  and  thus  obviate  any  danger  from  the  light  frosts 
at  night.  In  March  the  same  precautions  are  observed,  and 
the  periods  of  irrigation  gradually  diminished,  in  such  pro- 
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portions  that  the  gronnd  shall  be  thoionghly  dry  before  the 
end  of  the  month.  The  meadows  are  then  depastured  during 
the  month  of  April  by  sheep  and  lambs,  and  eaten  barely 
down  before  May  by  a  heavy  stock.  After  that  the  grass  is 
allowed  to  stand  for  hay,  and  in  some  districts  it  is  nsiial  to 
inigate  for  a  week  before  it  is  so  left ;  bat,  as  an  invariable 
role,  it  appears  that  when  the  grass  is  2  inches  hi^  no  more 
water  is  applied* 

Occasionally  the  lands  are  irrigated  after  the  crop  of  hay 
has  been  carried ;  but  it  Is  asserted  that  the  grass  of  the 
aftermath  is,  under  snch  circnmstances,  very  injnrioas  to 
sheep.  Grass  lands  irrigated  in  snmmer  are  known  to  pro- 
dace  the  rot  in  those  animals,  though  cattle  are  not  affected 
in  a  similar  manner.  It  is  known,  also,  that  if  the  purest 
water  remain  upon  land  for  any  length  of  time,  especially  in 
spring  or  suinmer,  it  deposits  a  species  of  white  scum,  of  the 
consistence  of  melted  glue,  which  acts  very  injuriously  apon 
the  qualities  of  the  grass. 

Yery  little  is  known  with  respect  to  the  quantity  of  water 
required  to  irrigate  a  definite  surface ;  and,  indeed,  this  most 
depend  upon  many  circumstances  coimected  with  the  latitude 
of  the  district  and  the  nature  of  the  subsoil.  In  the  south  of 
France,  it  has  been  calculated,  an  acre  of  meadow  land  would 
require  about  1,200  cubic  feet  of  water  per  day  during  the 
season  for  irrigation ;  but  there  the  land  is  very  light,  and 
the  ground,  owing  to  the  summer  heats,  is  very  dry.  In 
England  it  is  almost  certain  that,  even  upon  tolerably  light 
lands,  it  would  not  be  necessary  to  employ  much  more  than 
half  the  above  quantity.  In  the  county  of  Gloucestershire 
the  practice  is  to  allow  a  stream  of  2  inches  in  depth  to  flow 
over  the  surface,  and  to  dress  the  latter  with  a  fall  of  half  an 
inch  to  a  foot  from  the  feeder  to  the  drain. 

The  primary  conditions  for  the  establishment  of  a  system 
of  irrigation  are,  that  a  copious  supply  of  water  exist  at  all 
times,  and  that  the  land  to  be  irrigated  should  present  suc& 
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a  eonfignration  as  to  allow  the  waters  to  flow  over  it  with  a 
regular  current,  and  to  insure  a  perfect  discharge  of  the  water 
after  it  shall  have  passed  over  the  land. 

The  water  may  be  ponred  over  the  land  either  by  means  of 
a  dam  across  the  whole  width  of  the  channel,  or  by  a  lateral 
deviation,  according  to  the  water  privilege  of  the  landowner. 
The  former  course  is  preferable  wherever  it  can  be  adopted, 
because  it  enables  the  water  to  be  penned  back,  and  thus 
ponred  over  a  greater  surface  and  upon  higher  points ;  bat  it 
is  necessary  to  pay  particular  attention  to  the  effects  of  such 
a  dam  upon  the  flow  of  the  stream,  in  order  to  avoid  flooding 
the  lands  of  neighbours.  It  must  be  borne  in  mind  thai  the 
top  water  line  of  any  intercepted  stream  is  never  horizontal, 
but  that  it  assumes  a  hyperbolic  curve,  which  may  be  con- 
sidered to  join  the  natural  declivity  at  a  distance  varying  with 
the  inclination  of  the  bed.  ' 

In  Spain  the  waters  for  irrigation  are,  in  many  cases, 
obtained  from  artificial  reservoirs,  formed  by  throwing  dams 
across  the  narrow  gorges  of  deep  valleys ;  and  the  various 
reservoirs  constructed  in  many  districts  of  England  might  be 
made  to  perform  the  same  office.  The  construction  of  the 
transverse  dams  in  such  works  is  a  matter  of  vital  import- 
ance in  every  sense  of  the  word,  as  was  lately  exemplified  in 
the  case  of  the  Holmfirth  catastrophe ;  and  it  is  impossible 
to  dwell  too  much  on  the  necessity  for  the  careful  construcfion 
of  the  foundations,  so  as  to  prevent  any  infiltrations.  When 
these  dams  are  formed  of  earthwork,  the  crowns  should  be 
made  of  a  width  equal  to  half  the  height,  and  the  base  be  at 
least  three  times  the  height.  It  is  safer  to  make  the  principal 
slope  on  the  inside,  towards  the  water,  and  to  form  it  in 
steps;  and  it  would  also  be  preferable  to  make  the  dam 
convex  inwards.  The  top  should  be  at  least  2  feet  above 
the  highest  water  line ;  two  sluices  should  be  placed  near  the 
bottom,  one  to  draw  off  the  water,  the  other  to  allbw  the 
reservoir  to  be  cleansed ;  and  overflows  should  be  formed  to 
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prevent  the  waters  ever  rismg  to  the  top  of  the  darn  itself* 
If  the  streams  flowing  in  be  charged  with  very  large  quanti- 
ties of  matter  in  suspension  daring  the  rainy  seasons,  it  may 
also  be  necessary  to  construct  depositing  basins  to  receive 
the  mud  and  sand  they  bring  down. 

The  construction  of  large  reservoirs  has  been  treated  at 
some  length  by  the  author,  in  an  article  upon  Inland  and 
Hiver  Navigation,  inserted  in  the  "Aide  Memoire  to  the 
Military  Sciences."  The  reader  is  referred  to  it  for  a  descrip- 
tion of  the  precautions  to  be  taken  and  the  lessons  to  be 
derived  from  similar  works  already  executed.  It  may  suffice 
here  to  state,  that  it  is  indispensable  that  the  strata  of  the 
valley,  in  which  it  may  be  proposed  to  construct  a  new 
reservoir,  should  be  naturally  impermeable  or  rendered  so 
by  art,  and  that  they  should  not  allow  of  any  unequal  settle- 
ments in  the  dam.  Care  must  also  be  taken  to  prevent  the 
detrusion  of  the  dam,  by  stepping  its  foundations  and  by 
avoiding  any  horizontal  joints  traversing  the  whole  thickness. 

When  a  supply  of  water  has  been  secured,  the  next  opera- 
tions will  consist  in  the  disposal  of  the  ground  in  such 
manner  as  to  insure,  firstly,  that  the  water  arrive  by  the 
culminating  points ;  secondly,  that  it  be  distributed  equally 
and  with  a  proper  velocity  over  the  whole  surface ;  and 
thirdly,  that  it  be  collected  into  the  outfall  drains  directly  it 
shall  have  passed  over  the  land  to  be  irrigated. 

There  are  two  systems  for  preparing  the  land  for  this  pur« 
pose,  which  are  known  in  the  south-western  counties  by  the 
names  of  bed-work  and  catch- work  irrigation.  In  bed-work 
irrigation,  the  land  is  thrown  into  beds  or  ridges,  in  direc- 
tions at  right  angles  to  the  main  feeder  as  far  as  possible, 
although  that  precise  arrangement  is  not  absolutely  neces- 
sary. In  catch-work  irrigation,  ditches  are  made  at  distances 
below  each  other,  across  the  declivity,  to  catch  the  water 
flowing  from  the  top  of  the  field  and  distribute  it  again  and 
again  over  the  land.     The  former  system  is  more  expensive, 
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but  it  is  far  more  equally  successful  than  the  latter ;  because, 
evidently,  the  land  receiving  the  water  at  the  point  where  it 
first  leaves  the  stream,  must  retain  a  larger  portion  of  the 
fertilising  materials  it  may  a£ford  than  those  parts  receiving 
the  water,  as  it  were,  at  second-hand.  Catch-work  irriga* 
tion,  in  fact,  should  never  be  resorted  to  but  in  those  posi< 
tions  where  the  declivity  is  too  great  to  admit  of  the  troughs 
or  distributing  gutters  being  made  to  point  down  the  descent. 
The  beds  and  ridges  are  so  disposed  that  a  ridge  may  bo 
formed  in  the  centre,  with  a  slight  longitudinal  fall,  and  the 
ground  on  either  side  slope  away  to  a  drain  intended  to 
receive  the  waste  waters.  The  channels  or  floating  troughs 
are  placed  upon  the  ridge,  and  communicate  with  the  main 
feeders  or  conductors.  Their  inclination  is  usually  made 
about  1  in  500,  and  practically  their  length  appears  to  be 
confined  to  about  70  yards.  When  the  surface  to  be  irri- 
gated exceeds  that  width,  it  is  usual  to  form  fresh  conductors, 
so  that  the  water  should  not  flow  over  the  land  for  a  greater 
distance  than  70  yards  without  being  again  carried  into  the 
natural  bed.  The  usual  dimensions  of  these  channels  are 
about  20  inches  in  width  at  the  junction,  and  12  inches  at 
the  end.  The  inclined  planes  on  either  side  of  the  trough 
have  inclinations  varying  with  the  nature  of  the  soil  and  the 
supply  of  water.  In  light  and  absorbent  soils  they  require 
to  be  slight  in  order  that  the  water  may  remain  long  on  them 
and  not  to  scour  the  ground ;  in  compact  heavy  lands,  on 
the  contrary,  they  should  be  greater.  The  limits  of  varia- 
tion are  between  1  in  1,000  and  1  in  100,  according  to  the 
nature  of  the  ground.  The  width  of  the  planes,  also,  is 
dependent  upon  the  same  considerations.  The  more  com- 
pact the  nature  of  the  soil,  the  wider  must  be  the  planes, 
because  the  water  can  flow  over  a  greater  surface  without 
being  absorbed ;  whilst  in  open  porous  soils  the  width  must 
be  diminished.  Upon  the  former  a  width  of  about  180  feet 
may  occasionally  be  adopted  ;  upon  the  latter  40  feet  is  the 
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Qsnal  ^dth.  When  the  bed  Ms  in  one  direction  longi- 
tudinally, the  crowns  or  ridges  shonld  be  in  the  middle ;  if 
they  iskU,  laterally  and  longitudinally,  the  crowns  should  be 
made  towards  the  upper  side ;  and  in  either  case  they  should 
j^oject  slightly  above  the  planes. 

The  dimensions  and  inclinations  of  the  drains  at  the  foot 
of  the  planes  must  be  xuade  sufficiently  great  to  insure  the 
speedy  and  effectual  removal  of  the  water* 

The  inclination  and  sectional  area  of  the  conductor  must 
be  regulated  by  the  number  and  position  of  the  side  floating 
troughs  it  may  be  required  to  supply,  taking  into  account 
the  quantity  which  may  be  absorbed  by  the  earth  or  lost  by 
evaporation  during  the  passage  through  the  conductor.  The 
latter  source  of  loss  may  be  diminished  by  confining  the 
width  of  the  canal  within  the  smallest  limits  possible.  If  the 
river  carry  down  much  extraneous  matter  it  is  advisable  to 
give  a  tolerably  sharp  fall  to  the  conductor,  in  order  that  it 
may  not  be  deposited  in  the  latter.  An  inclination  varying 
between  1  and  H  in  10,000  will  be  found  sufficient  for  this 
purpose  in  the  majority  of  cases.  It  is  also  desirable  that 
the  conductor  be  made  as  narrow  as  possible,  in  order  to 
occupy  the  smallest  quantity  of  land. 

The  formula  for  ascertaining  the  dimensions  of  the  channel 
are,  q  =  s  v ;  in  which  q  =  the  quantity  to  be  supplied ; 
8  =  the  sectional  area ;  and  v  ss  the  velocity.    By  transpo* 

Q 

sition,  this  formula  becomes  s  ss  y,  and  v  may  be  ascer- 
tained by  the  formula,  given  by  Play&ir,  from  De  Prony, 

V  =  -  -154118  +  V-023751  +  828066  x  bi  ;  in  which  r 
is  the  hydraulic  mean  depth,  or  a  quantity  obtained  by 
dividing  the  area  of  the  transverse  section,  expressed  in 
square  inches,  by  the  perimetre,  or  boundary  of  that  section 
minus  the  breadth  of  the  surface,  expressed  in  lineal  inches ; 
and  X  =  the  sine  of  the  inclination.  As  the  angles  formed 
with  the  horizon  are  infinitely  small,  in  these  operations  it  is 
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generally  found  to  be  sufficient  to  snbstitate  the  rate  of 
inclination  for  the  more  theoretically  correct  term  of  the 
Bine.  It  is  hardly  to  be  supposed  that  the  class  of  workmen 
who  usually  direct  irrigation  worka  make  many  calculations 
of  this  kind ;  nor,  with  the  superabundance  of  water  we 
have  in  Eogland,  is  it  often  necessary  to  consider  the  precise 
dimensions  required.  It  may  happen,  however,  that  it  will 
be  found  desirable  to  execute  irrigation  channels  in  countries 
where  water  is  more  valuable.  In  Gloucestershire  it  is  usual 
to  make  the  conducting  channel,  for  a  surface  of  800  acres, 
about  15  feet  wide  by  8  feet  deep.  The  distance  between 
the  feeders  and  drains,  in  cold  swampy  land  in  that  county, 
is  also  ordinarily  confined  to  about  4  or  6  yards. 

Hutches  or  sluices  should  be  placed  at  the  points  where 
the  conductor  communicates  with  the  stream,  or  where  the 
floating  troughs  branch  off  from  the  conductors,  so  as  to 
regulate  the  admission  and  distribution  of  the  water  at  any 
period.  The  most  important  of  these  is  the  hatch  at  the 
mouth  of  the  conductor,  which  will  require  to  be  of  con- 
siderable strength  in  order  to  resist  the  efforts  of  any  sudden 
freshets ;  for  if  these  should  occur  when  the  crop  is  in  a 
forward  state,  and  bring  down  waters  charged  with  much 
sedimentary  matter,  they  may  produce  very  disastrous  effects. 
The  floating  troughs  themselves  may  be  closed  by  movable 
dams,  or  merely  by  pieces  of  turf  laid  across  the  mouth. 

All  the  above  remarks  must  be  considered  as  only  possess- 
ing a  very  general  application,  and  as  being  susceptible  of 
variation  according  to  local  circumstances.  Thus  the  incli- 
nation frequently  given  to  the  main  conductors  in  the  tjaoun- 
tainous  districts  of  the  Alps,  Tyrol,  Savoy,  Dauphine,  and 
Pjrrenees  is  7^ ;  whilst  in  the  private  canals  lately  executed 
in  Piedmont  and  Lombardy  it  varies  from  rsW  to  tsW;  and 
in  La  Provence  it  varies  from  tttS^t  to  T<rhro'  It  would 
appear  that  in  mountainous  countries,  therefore,  the  higher 
limit  may  be  adopted ;  but  that  if  the  inclination  approach 
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tivf  it  becomes  necessary  to  retard  the  veloeity  of  Uie  stream 
by  a  series  of  cascades  or  dams,  for  there  are  few  boiIb  that 
could  resist  its  denuding  effects  under  such  eircnmstanees  ; 
and  if  the  irrigation  take  place  in  a  plain  where  the  river  has 
become  tolerably  clear,  the  inclination  may  be  made  as  stated 
above  from  nVir  to  tAtt* 

In  setting  out  the  main  conductor,  it  is  important  that  iho 
radius  of  curvature  of  the  changes  of  direction  be  made  as 
large  as  possible,  in  order  to  avoid  any  diminution  in  the 
velocity  of  the  flow  and  the  rate  of  discharge,  and  also  to 
obviate  any  destructive  action  upon  the  banks.  The  mini- 
mum radius  should  be  from  100  to  150  yards.  The  banks 
should  be  kept  at  least  8  inches  above  the  water  line  when 
the  supply  is  constant ;  and  it  is  even  desirable  to  make  that 
height  from  16  to  18  inches,  to  guard  against  any  incon- 
venience from  the  development  of  aquatic  plants,  which  takes 
place  with  most  extraordinary  rapidity  in  all  such  positions. 
The  peculiar  mode  of  growth  of  these  plants,  in  long  festoons, 
also  produces  a  greater  interference  with  the  rate  of  discharge 
than  would  arise  from  their  precise  volume ;  because  they 
retard  the  velocity  of  flow,  on  account  of  the  manner  in 
which  their  long  streamers  follow  the  direction  of  the  cur- 
rent. It  is  important  that  they  should  be  cut  as  often  as 
possible. 

In  England  the  supply  of  water  is  usually  so  copious,  that 
it  is  rarely  necessary  to  measure  the  quantity  distributed  at 
any  particular  place.  In  warmer  climates,  or  even  here 
when  the  preliminary  expense  of  procuring  the  water  has 
been  considerable,  its  economical  value  becomes,  however,  so 
much  enhanced  that  it  is  a  matter  of  primary  importance  to 
ascertain  the  quantities  supplied  to  the  various  recipients. 
The  construction  of  gauges  has,  therefore,  for  a  long  time 
occupied  the  attention  of  the  hydraulic  engineers  of  Northern 
Italy ;  and  the  researches  and  experiments  made  by  them  for 
the  purpose  of  establishing  a  simple,  self-acting  instrument  of 
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that  description^  have  led  to  the  announcement  of  the  canons 
law  of  hydrodynamics,  not  before  observed,  to  which  atten- 
tion has  been  already  called,  and  upon  which  is  based  the 
principle  of  the  gauges  used  in  Piedmont  and  Lombardy. 
A  description  of  these  gauges  is  subjoined,  as  they  may 
frequently  be  required  in  our  colonies,  or  in  India. 

The  unity  adopted  in  the  measurement  of  water  in  Italy  is 
called  Vonda  d'acqiui^  and  it  is  the  quantity  which  could  flow 
through  a  rectangular  orifice,  discharging  freely  at  the  lower 
end,  but  not  entirely  into  the  air,  under  a  constant  pressure 
of  four  inches  above  the  orifice.  When  it  is  desired  to  dis- 
tribute more  than  a  single  ounce,  the  width  only  is  modified, 
whilst  all  the  other  conditions  are  retained.    The  orifices  of 
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Figs.  812*— Measuxement  of  Water,  Italy. 

discharge  are  formed  of  the  hardest  description  of  stones  to 
be  found  in  the  country,  or  occasionally  of  cast  or  wrought 
iron,  and  are  cut  square  without  any  bevel,  or  the  addition  of 
anything  like  a  funnel  capable  of  facilitating  the  discharge. 
There  are  no  prescriptions  as  to  the  thickness,  which  under 
these  circumstances  is  regulated  by  the  width  of  the  opening; 
and  this  latter  dimension  is  usually  made  of  the  width  neces- 
sary to  pass  six  ounces ;   when  more  than  six  ounces  are 
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required  to  be  passed,  the  number  of  orifices  ia  increased. 
Tlie  oondnotor  is  formed  upon  the  banks  of  the  canal  leading 
from  the  nuin  stream,  hy  means  of  wing  valla  of  masonry, 
and  the  sill  is  usually  pUced  at  the  floor  line.  If  the  ground 
be  of  a  soft  or  yielding  nature,  the  portion  exposed  to  the 
wash  of  the  water  mnst  be  paved,  especially  in  the  part 
where  a  species  of  cataract  will  exist.  The  opening  of  the 
conductor  a  b  of  Fig.  818  is  made  eqnal  in  width  to  that  of 


Jig  SIS.— MeoniKment  at  Water. 
the  orifice  of  discharge,  but  the  height  is  not  lunited.  The 
rectangular  space  c  c,d  d,ia  made  abont  20  feet  in  length, 
and  10  inches  wider  on  each  aide  than  the  orifice  of  dischai^e, 
and  the  floor  of  this  space  is  laid  with  a  rise  of  16  inches  in 
the  total  length,  towards  the  orifice  g  H.  At  the  level  c  d  of 
Fig.  314  is  a  flooring,  placed  for  the  doable    purpose  of 


Fig.  ail.— UMmrsmmt  of  Wat«r. 
preventing  the  water  from  rising  beyond  the  prescribed ' 
height,  and  for  preventing  any  movement  or  agitation  on  its 
snr&ce.  The  entry  to  this  covered  portion  of  the  gauge  ia 
formed  by  a  stone  lintel,  the  nnderaide  of  which  is  exactly 
level  with  the  top  of  the  orifice,  and  consequently  4  inches 
below  the  jmface  of  the  water ;  and  as  the  height  of  the 
orifice  is  always  8  inches,  and  the  rise  of  the  inclined  plane 
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IB  16  inches,  the  onderside  of  this  lintel  is  necessarily  2  feet 
above  the  sill  of  the  sluice.  Immediately  beyond  the  orifice 
is  the  tail  chamber,  which  is  made  4  inches  on  each  side 
wider  than  the  orifice ;  its  length  is  usually  18  feet,  and  at 
the  further  extremity  its  width  is  made  6  inches  on  each  side 
wider  than  at  the  commencement.  A  small  drip  of  2  inches 
is  formed  at  the  commencement  of  the  tail  bay,  and  an 
inclination  of  2  inches  is  given  from  thence  towards  the 
extremity.  Gauges  of  this  description  require  a  minimum 
difference  of  level  of  8  inches  between  the  water  on  the 
respective  sides  of  the  sluice,  and  so  cannot  be  applied  upon 
canals  with  less  than  8  feet  of  water. 

It  must  be  evident  that  a  gauge  such  as  is  above  described 
is  far  from  being  theoretically  perfect.  Indeed  there  can  be 
no  question  but  that  the  interference  of  the  contraction  of  the 
fluid  vein  upon  the  discharge  of  a  small  orifice,  must  be  far 
greater  than  that  which  takes  place  in  a  large  one ;  and  it 
has  actually  been  found  that  the  discharge  through  a  single 
orifice  of  6  ounces  exceeds  that  which  would  take  place 
through  six  smaller  orifices  of  1  ounce  each,  in  the  ratio  of 
282  to  222.  For  all  practical  purposes,  however,  the  Italian 
engineers  consider  these  gauges  to  be  sufficiently  correct ; 
but  they  do  not  allow  more  than  6  ounces  to  pass  through 
any  one  opening. 

It  is  necessary  to  construct  waste  weirs  and  overflows 
upon  the  sides  of  the  main  conductor,  especially  when  the 
stream  from  which  the  water  is  supplied  is  liable  to  sudden 
and  considerable  variations  in  its  volume. 

In  some  parts  of  France,  and  in  the  Milanese  territory,  a 
supply  of  water  for  irrigation  has  been  obtained  from  artesian 
wells ;  and  when  the  spring  which  feeds  this  well  rises  from 
a  considerable  depth,  it  is,  generally  speaking,  of  a  very 
superior  quality  for  the  purpose  in  view.  The  higher  tem- 
perature of  the  waters  thus  obtained  to  that  of  river  waters, 
is  of  itself  an  important  recommendation  in  their  favour,  and 
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it  IB  indeed  one  resBOii  why  they  are  piinoipally  need  in 
Kortheni  Italy  far  the  "  marcite,"  or  'winter  meadoirs.  At 
times,  also,  the  tmneral  element  contained  in  well  waters 


irig.SlS.— Mrau. 


are  oi  great  value ;  but  it  b  rarely  that  the  volnme  they 
fnnush  is  safficient  for  an  extensive  application.     In  other 


Fiff.  317.— Persian  Wheel. 


oonntrieB,  eepecially  in  warm  laiitndea,  mechanical  means  are 
resorted  to  for  the  pitrpose  of  raising  the  water  to  the  height 
required;    and   windmills,  norias,   (Fig.  816),    swapeSj    or 
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fadoufs  (Fig,  816),  Persian  or  bucket  wheels  (Pigs.  817 
and  818),  may  frequently  be  seen  in  motion  with  that  object. 


Figs.  818.— Persian  Wheeler. 

The  noria  is  indeed  one  of  the  characteristic  instruments 
of  the  Moorish  agriculture,  and  may  be  observed  in  all  the 
countries  where  the  Saracens  settled  for  any  length  of  time ; 
whilst  the  "fadouf"  may  be  observed  in  the  records  of 
Egyptian  civilisation  recorded  in  their  temples  or  hiero- 
glyphical  writings.  In  our  own  country  steam  power  has 
been  applied  for  raising  drainage  waters;  but,  with  the 
exception  of  the  small  works  executed  at  Bugby  for  the  dis- 
tribution of  the  town  sewerage,  the  author  is  not  aware  of  the 
erection  of  any  steam-engine  exclusively  for  irrigation  pur- 
poses, though  there  can  be  no  doubt  but  that  such  an 
application  would  be  highly  profitable  in  many  cases. 

There  is  one  of  those  questions  of  detail  which  certainly 
merits  more  attention  than  it  has  hitherto  received  &om  our 
agricultural  engineers,  namely,  whether  or  no  it  be  necessary 
to  manure  the  lands  to  be  irrigated  ?  It  would  appear,  from 
what  has  been  hitherto  recorded,  that  the  answer  to  this 
question  would  depend  mainly  upon  the  quantity  of  water  to 
be  distributed,  upon  the  relative  natures  of  the  soil  and  of 
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the  waien.  The  Gennan  irrigators,  who  are  able  to  dispose 
of  large  qnantiiies  of  water,  as  we  also  are  in  England,  have 
a  popular  proverb  to  the  effect  that  "  he  who  has  water  has 
grass ;"  but  in  the  north  of  Italy,  where  the  supply  of  water 
is  limited,  the  nniversal  practice  is  to  manure  the  lands 
highly  before  commencing  a  coarse  of  irrigation.  In  the 
granitic  districts  of  Northern  Spain  there  does  not  appear  to 
be  any  reason  for  the  application  of  any  fertilising  ingredients 
beyond  those  which  are  supplied  by  the  water  itself;  and 
even  in  parts  of  the  Campine,  or  the  plains  near  Antwerp, 
meadows  are  known  to  be  annually  improved  simply  by  the 
application  of  water  without  the  addition  of  any  manure. 
The  grasses  in  our  northern  latitudes  act,  indeed,  to  convert 
the  mineral  and  organic  matters  contained  in  the  waters  for 
their  own  nourishment ;  but  in  warmer  latitudes  the  function 
discharged  by  the  waters  distributed  by  irrigation  is  to 
facilitate  the  assimilation  of  the  elements  required  for  the 
growth  of  the  plants,  rather  than  themselves  to  furnish  those 
elements. 

Generally  speaking,  the  turf,  or  the  natural  grass  surface 
of  a  country  laid  out  for  irrigation,  will  suffice  for  the  cover- 
ing of  the  ground  over  which  the  water  is  to  flow ;  but  as  it 
may  occasionally  be  necessary  to  sow  grasses  for  the  purpose 
of,  as  it  were,  creating  a  new  vegetation,  it  may  be  worth 
while  to  give  a  translation  of  the  mixtures  of  seeds  which  are 
recommended  by  the  most  practical  foreign  irrigators  for  the 
various  descriptions  of  soils.  Thus,  for  sandy  soils,  a  mix- 
ture is  recommended  composed  of  the  seeds  of — 
1.       Pheltun  pratense        .....      2  lbs. 

Agrostifl  vulgaris 6  „ 

Holcns  lanatus 4  „ 

Poatriyialis 6  „ 

Trifolium  repens 12  „ 

Medicago  maculata 3   „ 

Latliynis  pratensis 3  „ 

Per  aero 36  lbs. 
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Per  aero 

4.  For  stiff  clayey  soils 

Fhleum  piatenfle 
Alopecurus  pratensis 
Poa  triTialis 
Fustaca  pratensis 
ff      elatior  • 
Peucedannm  officinale 
Medicago  macalata 
Trif olium  pratense 
Lathyras  pratends 
Yicia  sepium     » 

Per  acre 


If 


>t 


>* 


»» 


)f 


2.  For  a  sandy  soil  with  a  slight  mixture  of  clay : 

Phelum  pratonso 2  lbs. 

Poa  trivialis       ••...•      6 

Festuca  elatior   ••..••      6 

Lolium  perenne  . 

Avena  pubeBcens 

Vida  sepium      • 

Lotus  coxnionlatos 

Trifoliom  prateosiB 10 

Per  acre 
8.  For  calcareous  soils : 

Bromtis  pratensis 
Baotilis  glomerata 
Avena  elatior     • 
Lolium  perenne  • 
Poa  trivialis 

I,    pratensis     • 

„    augustifolia 
Medicago  maculata 
Trifolium  pratense 
,f       £ragiferum 


35  lbs. 

5  lbs. 

4 

»» 

4 

19 

2 

tt 

9 

)» 

2 

» 

2 

»> 

2 

» 

6 

n 

4 

ff 

40  lbs. 


2  lbs. 

4 

w 

9 

f» 

4 

19 

3 

99 

3 

»> 

2 

99 

10 

» 

2 

91 

2 

91 

41  lbs. 


Of  conrse  it  mnst  not  be  considered  that  the  attempt  to  fix 
these  proportions  is  anything  more  than  a  rude  attempt  to 
fix  the  composition  of  the  grains  to  be  sown ;  and  every 
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fanner  mast  exercise  bis  own  discretion  as  to  the  precise 
nature  of  the  mixture  he  will  employ.    If  sowing  should  be 
resorted  to,  it  would  appear  that  in  our  northern  parts  of 
Europe  the  most  advantageous  period  for  performing  that 
operation  is  about  the  month  of  March ;  and,  for  the  purpose 
of  protecting  the  young  plants,  it  is  customary  to  sow  some 
of  the  cereal  crops  at  the  same  time  with  the  grasses.     Oats 
seem  to  be  the  most  useful  in  such  cases,  and  they  are  cut  in 
flower,  to  be  used  as  fodder ;  or  the  buckwheat  may  be  used, 
provided  it  be  not  allowed  to  shed  its  grain,  for  otherwise 
the  new  plants  would  run  the  risk  of  being  smothered  by  it. 
When  water  is  used,  as  in  the  warmer  regions  of  the  East, 
for  garden  cultivation,  the  manner  of  its  application  must 
vary  essentially  from  that  resorted  to  in  North-Western 
Europe  for  meadow  lands,  on  account  of  the  different  function 
it  has  to  perform.    In  the  former  case  the  water  principally 
acts  to  refresh  the  vegetation  and  to  facilitate  the  assimilation 
of  its  nourishment,  and  it  is  therefore  made  to  infiltrate  the 
ground,  instead  of  flowing  over  it  in  a  uniform  stream,  as  is 
the  case  in  water  meadows.     The  intervals  between  the 
watering  of  the  irrigated  meadows,  however,  enables  that 
class  of  operation  to  be  carried  on  more  economically  (so  far 
as  the  mere  consumption  of  water  is  concerned)  than  when, 
as  in  garden  irrigation,  the  feeding  channels  must  be  kept 
constantly  fiill ;  and  thence  it  happens  that  the  latter  opera- 
tion is  rarely  performed  when  the  supply  of  water  is  ob- 
tained from  reservoirs.    Wherever  in  the  East  a  permanent 
supply  has  been  obtained,  the  garden  cultivation  has  been 
applied ;  and  it  might  almost  be  said  that  in  those  regions 
irrigated  orchards  and  gardens  take  the  place  of  our  meadows. 
The  dry,  clear,  burning  atmosphere  has  indeed  there  ren- 
dered irrigation  necessary  not  only  for  the  plants,  but  also 
for  the  comfort  of  man,  and  even  the  worst  regular  govern- 
ments have  striven  to  secure  that  blessing.     In  the  plains  of 
Syria,  and  in  the  dominions  of  the  Mohammedan  kings  of 
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India,  great  works  have  thus  been  undertaken  for  this  pur- 
pose ;  and,  indeed,  the  engineers  of  our  East  India  Company 
have  lately  had  little  else  to  do  with  the  irrigation  canals  of 
their  predecessors  than  to  repair  and  slightly  redress  them, 
in  order  to  restore  their  efficiency.  There  is  one  difference, 
however,  between  the  irrigation  provided  in  Syria  and  that 
of  our  Indian  possessions,  viz.,  that  the  former  is  almost 
exclnsively  devoted  to  garden  cultivation,  whilst  the  latter  is 
occasionally  applied  to  the  growth  of  rice,  and  the  enormous 
quantities  of  water  which  the  East  Indian  engineers  are  able 
to  dispose  of  have  enabled  them  to  combine  other  commercial 
applications  of  water  with  the  one  they  principally  had  in 
view.  But  whilst  dwelling  upon  this  part  of  the  subject,  it 
may  be  as  well  to  observe,  that  at  all  times,  and  in  all 
climates,  the  tendency  of  irrigation  is  to  develop  in  the 
plants  receiving  it  a  growth  of  the  leaves  at  the  expense  of 
the  £:uit  or  grain.  This  is  especially  the  case  in  warm 
climates,  where  all  the  operations  of  nature  take  place  on  an 
extended  scale ;  but  the  effect  of  the  law  is  to  exclude  cereal 
crops  from  the  system  of  agriculture  in  irrigated  districts, 
unless  the  cereals  themselves  should  be  of  a  peculiar  nature, 
such  as  the .  rice,  and  perhaps  also  the  Indian  corn.  More- 
over, although  in  India  the  great  feeders  for  irrigation,  canals, 
are  at  times  made  to  facilitate  a  species  of  canal  navigation, 
and  to  drive  mills,  the  economical  results  of  such  mixed 
systems  have  hitherto  been  more  than  questionable. 

In  the  warmer  latitudes,  as  has  been  before  observed, 
water  is  largely  used  for  the  purpose  of  creating  artificial 
rioe-grounds,  and  the  conditions  of  the  growth  of  that  plant, 
as  well  as  those  of  the  application  of  water  to  it,  are  suffi- 
ciently distinct  from  the  conditions  which  prevail  in  ordinary 
irrigation  to  justify  a  passing  reference  to  them.  Now,  the 
rice  is  essentially  an  aquatic  plant,  and  it  only  grows  in 
latitudes  situated  below  the  parallel  of  46^  north.  During 
its  growth  it  requires  to  be  constantly  immersed  in  water ; 


632         THE  RUDIMENTS  OF  CIVIL  SKGINEEKINa. 

aad  it  wonld  seem  thai  the  quality  of  the  land  npon  which  it 
is  grown  is  a  matter  of  far  less  importance  than  that  of  the 
water  employed,  and  that  the  water  is  by  so  mnch  the  more 
fitted  for  the  irrigation  of  rice-fields  as  it  is  charged  with  the 
greater  quantity  of  eztraneons  matter.    For  this  reason  river 
.  and  pond  waters  are  preferable  to  spring  waters ;  and,  indeed, 
the  coldness  and  piuity  of  the  latter  are  at  times  so  objec- 
tionable in  rice-fields,  that  it  is  considered  necessary  to  expose     ' 
them  in  shallow  reservoirs,  and  to  mix  them  with  animal    I 
manure  before  pouring  them  upon  the  land.    It  is  usually 
calculated  that  the  quantity  of  water  required  to  irrigate  a     i 
rice-field  is  about  1  cubic  foot  per  minute,  and  per  acre. 
This  style  of  cultivation  may  either  be  permanent,  or  it  may 
form  part  of  a  rotation :  in  the  first  case  it  is  adopted  because 
the  land  is  marshy,  either  from  the  want  of  outfall  or  from 
the  springs  rising  in  it ;  in  the  second,  a  species  of  artificial 
irrigation  is  required  for  every  crop  of  rice  which  is  to  be 
raised  from  the  land. 

Whatever  may  be  the  nature  of  the  ground  to  be  con-  i 
verted  into  rice-lands,  the  first  condition  required  is  that 
the  water  should  be  kept  continually  in  motion,  and  that  all 
of  it  which  is  brought  upon  the  land  should  be  removed.  A 
series  of  plane  surfiices  must  thus  be  formed,  so  that  no  part  i 
of  the  land  may  be  left  dry,  and  that  the  water  may  not  be 
allowed  to  stagnate  in  any  part.  After  the  land  has  been 
properly  levelled,  it  is  to  be  ploughed,  and  then  the  retain- 
ing banks  are  to  be  formed ;  of  these  there  are  two  sorts : 
Ist,  the  longitudinal  ones,  or  those  which  have  the  same 
direction  as  that  of  the  stream,  and  which  are  intended  to  last 
as  long  as  the  field  is  laid  down  in  rice ;  and  2nd,  the  trans- 
verse banks,  which  intercept  the  current  in  an  angular 
direction,  so  that  when  the  banks  are  completed  the  rice- 
field  will  be  divided  into  a  series  of  polygons.  The  sizes  of 
these  polygons  is  principally  regulated  by  the  difierence  of 
levels  of  the  planes  themselves ;   and  they  are  made  the 
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Bmallest  in  those  oases  wherein  the  inclination  is  the  greatest, 
in  order  to  economise  the  labour  of  disposing  them  in 
horizontal  planes.  Moreover,  the  dimensions  of  these 
fields  are  limited  by  the  consideration  that  the  larger  they 
are,  the  greater  probability  there  mast  be  that  the  wind  may 
tear  np  the  young  plants.    It  is  usual  to  make  the  banks 
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about  6  inches  above  the  ground  on  the  upper  side  of  the 
field,  and  about  2  feet  above  that  level  on  the  lower  side  ; 
the  width  is  never  less  than  6  inches  at  the  crown ;  but  as 
the  top  of  the  bank  often  serves  for  a  road,  as  well  as  for 
the  immediate  object  of  their  formation,  the  width  may  vary 
indefinitely.  They  are  made  with  the  earth  taken  from  the 
lower  parts  of  the  field ;  and  when  they  are  roughly  termi- 
nated, the  water  is  let  into  the  first  division  and  allowed  to 
rise  about  5  inches  all  over  the  surface.  Openings  are  then 
made  in  the  lower  banks,  and  water  is  successively  let  into 
them,  so  that,  in  fact,  the  whole  of  the  field  is  converted 
into  a  succession  of  small  ponds,  separated  by  the  several 
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banks.  Daring  the  whole  of  the  growth  of  the  plant,  it  is 
thus  exposed  to  be  irrigated  by  flooding ;  bnt  the  extent  and 
the  manner  of  this  flooding  will  vary  with  the  health  of  the 
plant,  its  degree  of  maturity,  and  the  violence  of  the  wind. 
It  becomes,  therefore,  necessary  to  regulate  the  admission  of 
the  water  in  such  a  maimer  as  to  be  able  to  control  its  flow 
at  any  moment,  and  even  occasionally  to  shut  it  off  entirely. 
After  the  rice  crop  has  been  carried,  all  the  water  is  with- 
drawn, and  the  land  is  left  exposed  to  the  action  of  the 
atmosphere  throughout  the  winter,  and  until  the  spring. 

In  the  Humber  district  it  is  found  that  the  warped  lands 
are  at  first  cold  and  raw,  and  that  they  require  a  peculiar 
treatment  for  agricultural  purposes.  Thus  they  are  not 
favourable  for  the  growth  of  com ;  oats  may  succeed  upon 
them,  but  barley  never  will.  The  rotation  usually  adopted 
is  as  follow : — The  new  warp  is  sown  with  grass  for  two 
years ;  on  the  third  year  wheat  is  sown ;  on  the  fourth, 
beans ;  on  the  fifth,  wheat  again.  Should  the  ground  thus 
warped  be  found  to  contain  too  much  salt,  it  must  be  exposed 
to  the  air  for  some  time  before  being  brought  into  cultiva- 
tion ;  and  at  all  periods  it  is  found  to  be  objectionable  to 
allow  the  salt  warp  to  deposit  upon  growing  grasses.  Indeed, 
in  Yorkshire,  it  is  customary  to  let  the  newly-warped  land 
lie  fallow  for  twelve  months  before  sowing  the  grass,  and 
to  let  on  the  waters  after  the  second  crop  of  wheat  has 
been  raised. 

There  is  a  system  which  acts  principally  by  infiltration,  and 
is  applied  in  hilly  districts  as  much  for  the  purpose  of  ob- 
viating any  ravinement,  so  to  speak,  of  the  vegetable  soils  on 
their  inclined  slopes,  as  it  is  for  the  purpose  of  irrigation 
strictly  speaking.  The  feeders  are  in  this  case  made  as 
horizontal  as  possible,  and  the  banks  are  raised,  so  that  the 
water  shall  not  flow  over  the  sides  ;  but  it  is  allowed  to  per- 
meate the  soil  in  a  manner  dependent  of  course  upon  the  cha- 
racter of  the  latter.     In  Devonshire,  &c.,  as  was  before  said, 
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a  modification  of  this  system  is  adopted,  under  the  name  of 
the  catch-water  meadows,  "which  consists  in  allowing  the  water 
to  flow  over  the  edge  of  the  lower  sides  of  the  feeders  in  a 
small  shallow  stream,  to  be  collected  in  a  series  of  parallel 
lower  horizontal  feeders  which  retard  its  velocity,  and  retain 
any  vegetable  or  alluvial  matters  the  waters  might  remove. 
A  drain  is  usually  carried  from  the  top  to  the  bottom  of  a 
meadow  of  this  description,  at  right  angles  to  the  feeders, 
for  the  purpose  of  removing  the  water  from  them  if  required ; 
but  the  entrances  to  these  drains  are  closed  when  the  irriga- 
tion is  to  be  effected.  Catch- water  irrigation,  it  may  be 
added,  is  executed  at  a  much  cheaper  rate  than  any  other. 
For  it  is  usually  calculated  that  the  first  cost  of  laying  down 
any  large  area  on  a  system  of  bed-work  irrigation  is  about 
£10  per  acre,  whilst  that  of  a  system  of  catch- water  irriga- 
tion is  only  about  £5  per  acre.  In  the  case  of  the  Duke  of 
Portland's  celebrated  water  meadows  at  Mansfleld,  the  total 
outlay  was  not  less  than  JS80  per  acre ;  but  as  it  is  tolerably 
well  known  that  the  enhanced  value  of  irrigated  land,  as 
compared  with  ordinary  land,  is  not  less  than  from  £1  10s. 
to  £2  per  acre,  it  is  strange  that  so  little  attention  should  at 
the  present  day  be  paid  to  the  subject.  In  India,  the  irri- 
gation works  have  yielded  at  least  from  40  to  60  per  cent, 
on  the  outlay  ;  and  though  we  cannot  expect  in  England  to 
obtain  equally  brilliant  results,  there  is  no  reason  to  doubt 
l^ut  that  operations  of  this  description  would  still  be  eminently 
successful.  The  irrigation  of  the  barren  sands  of  the  Cam- 
pine  by  the  waste  waters  of  the  canal  from  the  Meuse  to  the 
Scheldt,  it  would  have  been  supposed,  would  have  induced 
the  persons  interested  in  the  sufTering  canal  property  of 
England  to  examine  whether  the  sale  of  their  waste  waters 
might  not  compensate  to  them  in  some  manner  for  the  de- 
struction of  their  carrying  trade  by  the  railways.  The  old 
Dutch  engineers,  who  designed  the  irrigation  of  the  valley 
of  the  Itchen,  in  Hampshire,  made  a  very  creditable  attempt 

&  E 
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to  apply  a  mixed  system  of  canal  and  irrigation  works :  credit- 
able, that  is  to  say,  when  the  state  of  the  science  of  applied 
hydraulics  in  their  day  is  taken  into  account ;  and,  not  to 
leave  the  county  of  Hampshire  itself,  it  must  appear  strange 
that  the  Basingstoke  Canal  proprietors  have  not  attempted 
to  apply  the  lesson  they  might  have  learnt  from  their  pre- 
deeessors. 
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ABERDEEN,  New  South 
Breakwater  at,  404,  406 

Abemethy,  J.,  on  hydraulic  laws, 
384 ;  timber -framed  break- 
waters by,  at  Port  of  Blyth, 
400 

Abutments  and  walls,  equilibrium 
of,  37 

Albert  Docks,  Hull,  quay  walls 
of,  444 ;  timber  wharf  at,  451 ; 
over-boring  for,  458 

Aldemey  Breakwater,  391 

Algiers,  new  mole  at,  3S8 

Amsterdam  Canal,  178 ;  North 
^ea  piers  for,  411 

Aqueducts,  516 ;  aqueduct  of 
Eoquefavour,  517,  518  ;  tunnel 
aqueducts,  314;  tunnel  aque- 
ducts, Paris,  518;  Glasgow 
Corporation  Waterworks,  521 

Arch,  principles  of  the,  209,  244 

Archimedean  screw,  for  draining 
land,  547 

Armstrong,  Sir  W.  G.,  and  Co., 
hydraulic  machinery  by,  466 ; 
Is^ge  stop-valves  by,  for  water 
mains,  6'61 

Artesian  wells,  485 ;  water  supply 
from,  for  irrigation,  615 

Asphalt-macadsun  roads,  80 ;  pave- 
ments, 98 

Asphalt  pavements,  Paris,  98 ; 
City  of  London,  98 ;  Croydon 
tramways  and  Cambridge 
tramways,  160 

Ajsphaltic  wood  pavement,  96 

Atlantic  Ocean,  currents  in,  325 


Aveling  and  Porter,  steam-rollers 

by,  78,  79 
Avonmouth,  dock  walls  at,  by  J. 

Brunlees,  443 

BARKER'S  tramway,  by  J.  H. 
Lynde,  167 

Barlow,  W.  H.,  and  Sir  John 
Hawkshaw,  Clifton  Suspension 
Bridge  by,  270 

Bars  at  the  mouths  of  rivers,  203 

Barton,  J.,  quay  at  Greenore  by, 
447 

Bateman,  J.  F.,  brick-cylinder 
foundations  by,  450 ;  on  pres- 
sure of  filtration,  496 ;  impuri- 
fication  of  water-supply  in 
reservoirs,  Warrington,  498 ; 
Glasgow  Corporation  Water- 
works, 520 

Bath  Tunnel,  Great  Western 
Railway,  285,  288,  313 

Bazalgette,  Sir  Joseph,  Main 
Drainage  of  London  by,  581 

Bedford  Level,  drainage  of,  549 

Belgium,  type  section  of  roods 
in,  83,  84 

Bell  and  Miller,  construction  of 
sea  walls  without  coffer  dams 
by,  450 

Berlin,  water  supply  of,  498 

Bidder,  G.  P.,  on  the  best  system 
of  permanent  way  of  railways, 
118 

Binnie,  A.  R.,  on  outlets  for  stor- 
a&;e  reservoirs,  493 ;  on  pressure 
of  filtration,  496 ;   on  sudden 
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access  of  pressure  in  pipes, 
505 ;  on  waste  of  water  by  im- 
perfect fittings,  505 

Birmingham,  cost  of  maintenance 
of  macadam  roads  in,  80 

Blackwall,  Brunswick  Wharf  at, 
441 

Blasting  rock  for  tunnelling,  524 

Blisworth,  railway  cutting  at, 
104 

Blyth,  Port  of,  timber-framed 
breakwater  at,  400 

Bogs  in  Ireland,  drainage  of,  548 

Boyne  Bridge,  252 

Breakwaters,  376;  the  Digue 
at  CJherbourg,  375;  Plymouth 

V  Breakwater,  378 ;  breakwater 
in  Delaware  Bay,  380  ;  break- 
water of  Cette,  381 ;  break- 
water at  Buffalo,  'LbJs.q  Erie, 
382 

Three  types  of  break- 
waters, 384;  Mr.  Abemethy 
on  the  hydraulic  laws,  384 ; 
comparative  cost  of  different 
systems,  385 ;  mole  at  Algiers, 
388 ;  mole  of  La  Joliette,  Mar- 
seilles, 389:  large  blocks  of 
concrete  for  breiiwater,  Dub- 
lin Harbour,  391;  Aldemey 
Breakwater,  391 ;  Holyhead 
Breakwater,  396;  breakwater 
at  Wick — force  of  waves,  398 ; 
breakwaters  of  timber-framing 
and  rubble,  399 ;  at  Port  of 
Blyth,  400 ;  framed  system  of 
construction,  by  D.  Miller, 
400;  crib-work  in  American 
lakes,  401 ;  sea  walls  of  con- 
crete, at  Genoa  and  Leghorn, 
403;  building  by  concrete  in 
bags,  403  ;  New  South  Break- 
water, Aberdeen,  404 ;  Manora 
Breakwater,  Kurrachee,  406 ; 
Madras  Breakwater,  409 ;  South 
Jetty,  Kustendjie,  409 ;  North 
Sea  piers,  Amsterdam  Canal, 
411 ;  depth  to  which  sea  waves 
act,  413 

Breakwater  for  sea-wall  at  Pen- 
maenmaur,  364 

Brickwork,  28 


Bridges,  209;  principles  of  the 
arch,  209;  selection  of  site, 
221 ;  table  of  the  force  of  cur- 
rents, 224;  foundations,  225, 
234  ;  selection  of  bridge,  225  ; 
tables  of  bridges,  227,  230 

Bridges,  cast-iron,  244;  table  of. 
cast-iron    bridges,    247;    cast- 
iron  arched  bridges,    by   Mr. 
John  Fowler,  248 

Bridges  of  masonry,  -228 ;  cen- 
tering, 235 ;  Grosvenor  Bridge 
at  Chester,  236 ;  bridge  over 
the  Dora  Kiparia,  Turin,  241 ; 
bridge  over  the  Severn,  at 
Gloucester,  242 

Bridges,  movable,  273;  table  of 
movable  bridges,  274 

Bridges,  suspension,  259  ;  equi- 
librium, 259  ;  table  of  suspen- 
sion bridges,  266 ;  arrangement 
of  the  chains,  269;  Clifton 
Suspension  Bridge,  270 

Bridges,  wrought-iron,  249 ; 
Wylam  Bridge,  249;  bridge 
over  the  Aire,  at  Leeds,  251 ; 
Torksey  Bridge,  252;  lattice 
girders,  252 ;  Boyne  Bridge, 
252 ;  Charing  Cross  Bridge, 
253  ;  Fink-truss  Bridge,  256  ; 
steel  as  a  material,  257 

Bridge  aqueducts,  Glasgow  Cor- 
poration Waterworks,  526 

Bruce,  G.  B.,  Huelva  Pier  by, 
433 

Brunlees,  J.,  sea  embankments 
by,  in  Morecambe  Bay,  359  ; 
experiments  for  best  slope, 
359;  Whitehaven  Pier,  429; 
Dock  walls,  Avonmouth,  443 

Buckhom  Weston  Tunnel,  316 

Buenos  Ayres,  tramways  in,  154 

Burgoyne,  Sir  John,  on  rolling 
roads,  78 


CALEDONIAN  Canal,  177 
Cambridge  tramways,  160 
Canals,  161 ;  table  of  canals,  163  ; 
locks,    163 ;    aqueducts,    168 ; 
barge    canals,     171;     inclined 
planes,  172;   lifts,  173;  waste 
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weicB,  176;  stop-gates,  175; 
tow  path,  176;  ship  canals, 
177  ;  Suez  Canal,  178 

Cements,  20 

Carey's  wood  pavement  in  the 
City  ol  London,  9t) 

Carpentry,  30 ;  scari  joint,  31 ; 
halving,  31 ;  mortise  and  tenon, 
31;  bolts,  33;  straps,  33; 
struts,  34 ;  timber  culverts, 
35 ;  crib-work,  36 

Cartagena  and  Fenol,  floating 
docks  at,  472 

Cay,  W.  D.,  concrete  in  bags  by, 
for  foundations  of  Kew  South 
Breakwater,  Aberdeen,  404 

Centering  of  bridges,  236  ;  Dee 
Bridge,  240 

Centrifugal  force  on  railways, 
113 

Cesspools,  575 

Cett,e,  breakwater  at,  381 

Charing  Cross  Bridge,  263 

Chat  Moss,  drainage  of,  548 

Cherbourg,  Digue  at,  375 

Chesil  beach,  323 

Chicago,  crib-work  breakwater 
at,  403 

Civil  Engineer,  business  of,  1 

Civil  Engineering,  synopsis  of,  3 

Clazk,  Edwin,  hydraulic  lift  by, 
for  floating  docks,  475 

Cliffs,  undermining  of,  332,  336, 
344 

Clifton  Suspension  Bridge,  270 

Clifton  tunnel,  317 

Clontarf  Estuary,  sea  embank- 
ment across,  361 

Coast,  sea,  effect  of  waves,  tides, 
and  currents  on,  332,  341,  344. 
(See  Marine  Engineering,) 

Cockbum-Muir,  W.  JT.,  tramway 
by,  156 

Cofferdams,  51;  at  St.  Eathe- 
rine^s  Docks,  52  ;  at  Houses  of 
Parliament,  51 ;  at  Great 
Grimsby  Docks,  52;  at  Vic- 
toria Embankment,  57  ;  at  New 
Sonth  Dock,  West  India  Docks, 
466 

Compound  engine  and  pump,  509 

Concrete,  22 ;  for  bridge  founda- 


tions,   61 ;    for    breakwaters, 
391,  403,409 ;  in  sea  walls,  403 

Concrete,  bags  of,  in  submarine 
construction,  404,  448 

Conduits  for  water  supply,  616; 
Conduit  of  the  Pont  du  Gard, 
516 

ConfervsB,  growth  of,  in  pure« 
water  tanks,  498 

Constantinople,  tramways  in,  149 

Construction,  materials  employed 
in,  8;  metals,  14,  24;  tmiber, 
16 ;  building  stones,  19 ;  arti- 
ficial stones  and  cements,  20; 
concrete,  22 

Different  kinds  of  construc- 
tion, 28;  brickwork,  28;  ma- 
sonry, 29 ;  carpentry,  30 ; 
foundations,  43 

Copland,  asphaltic  wood  pave- 
ment by,  96 

Crane,  steam  hydraulic  travelling, 
at  Kurrachee,  407 

Crenier,  Le,  sleeper,  134 

Creosoting  timber,  17,  27 

Crib- work,  36;  rivers  dams  of, 
208 ;  breakwaters,  in  America, 
401 ;  at  Chicago,  403 

Crinan  Canal,  177 

Croydon  tramways,  159 

Cubitt,  Sir  William,  dams  in  the 
river  Severn  by,  207 

Culverts,  36 

Currents  in  the  sea,  325  ;  velocity, 
328 

Cuttings  and  embankments  of 
railways,  103 ;  type-sections, 
103;  cuttings  on  the  London 
and  Birmingham  Railway,  104 
Newcastle  and  Carlisle  Hail- 
way,  105 ;  slips,  105 


DAMS,    in  rivers,  206;  dams 
for  reservoirs,  491 
Davey's  direct-acting  compound 

engine  and  pump,  509 
Deacon,  G.  F.,  on  steam  rollers 
in  Liverpool,  78;  stone  pave- 
ment in  Liverpool,  92 ;  tram- 
ways in  Liverpool,  162;  on 
waste  of  water,  and  constant 
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supply  vertut  intermittent  sup- 
ply, 501 

Dee,  riyer,  Grosyenor  Bridge 
oyer,  236 

Delaware  Bay,  breakwater  in,  380 

Denmark,  d^kes  on  the  coast  of, 
353 ;  fascine  dykes,  355 

Derby,  cost  of  maintenance  of 
macadam  roads  in,  80 

Digue  at  Cherbourg,  375 

Docks,  classification  of,  452 ;  Li- 
verpool docks,  452 ;  construc- 
tion of  docks,  457;  oyer-boring, 
468 ;  hydraulic  power,  459 ; 
New  South  Dock,  Isle  of  Dogs, 
459  ;  graying  docks,  469 ;  gray- 
ing dock.  New  York,  469; 
floating  docks  at  Cartagena  and 
Ferrol,  472 

Docks,  Great  Grimsby,  cofferdam 
for,  52 

Docks,  St.  Katherine's,  cofferdam 
for,  52 

Docks,  Sunderland,  groins  for  the 
foreshore,  340 

Docks,  floating,  hydraulic  lift  for, 
by  Edwin  Clark,  475 

Dock  walls,  equilibrium  of,  42. 
(See  Quap  WaUa.^DockWaUs,) 

Dora  Riparia,  bridge  oyer,  at 
Turin,  241,243 

Douglas,  Morris  Canal  by,  172 

Doyer,  pier  at,  427 

Drainage  of  land,  532 ;  regula- 
tion of  riyers,  535 ;  new  chan- 
nels, 536 ;  drains,  538 ;  drain- 
age of  marsh  lands,  644  ;  treat- 
ment of  land  springs,  638, 646  ; 
machines  for  raising  water, 
547 ;  drainage  of  bogs  in  Ire- 
land, 648 ;  drainage  of  the 
Fens,  548 ;  repair  of  the  St. 
Germains'  Sluice,  561 

Drainage  of  towns,  564 ;  in- 
fluence of  the  soil,  566;  out- 
fall, 568;  storm- waters,  569; 
sewers,  570,  576,  588,  692 ;  dis- 
posal of  sewage,  573;  i unctions 
of  sewers,  577 ;  gully  traps, 
677,  579,  581 ;  ventilation  of 
sewers,  578 ;  main  drainage  of 
London,    681 ;     Thames    Em- 


bankment, 588;  drainage  of 
Paris,  591 ;  Drainage  of  Ham- 
burg, 594 

Drainage,  catch-water,  555,  556, 
562,  563 

Drains,  for  land,  538 

Dublin,  Port  of,  breakwater  at, 
concrete  blocks  on  foreshore 
of,  391 ;  quay  walls  of  concrete 
for,  442 

Dumas  on  <'the  maximnm  of 
beauty  "  of  a  road,  83 

Dundee,  g^y-trap  for  sewers  in, 
577 

Dykes,  349;  dykes  in  Holland, 
349;  at  Hayre,  349;  puddle 
dykes,  349  ;  dykes  in  Denmark, 
353;  fascine  dykes,  Holland, 
355  ;  dykes,  for  rivers,  189 

Dymchurch  wall,  363 

EDGE  rail,  108 
Edinburgh,  mound  tunnel 
at,  320 ;  utDisation  of  sewage 
at,  573 

EUdngton's  rule  for  treatment 
of  land  springs,  546 

Ellesmere  and  Chester  Canal, 
aqueduct  of  Pont-y-Cysyllte, 
169;  Chirk  Aqueduct,  170 

Embankment,  Thames,  588 

Embankments,  sea,  358  ;  of  Fur- 
ness  Railway,  358 ;  Morecambe 
Bay,  359  ;  J.  Brunlee's  experi- 
ments on  slopes,  359 ;  Clontarf 
Estuary,  361 ;  Malahide  Estu- 
ary, 361 ;  Dymchurch  sea  wall, 
362,  363;  St.  Mary's,  Kent, 
363;  sea  wall,  Penmaenmaur, 
364 ;  breakwater  for  sea  wall, 
364 

Embabkments,  for  reclamation, 
597 

Embankments.  (See  Cuttings  and 
JEmbankfnents.) 

Erie,  Lake,  breakwater  in,  382 

Eytelwein's  formula  for  flow  of 
water  in  pipes,  512 

FADOUF,  616 
Fascines,  for  riyer    banks, 
192 
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Fascine  dykes,  in  Holland,  355 ; 
in  Denmark,  355 

Fascine  piers,  at  Rotterdam,  432 

Fens  in  Lincolnshire,  drainage 
of,  648 

Filtration  of  water,  494 ;  filtra- 
tion reservoir,  495 ;  filter  beds 
and  pure-water  tai^  Leicester, 
497 

Fink-truss  bridge,  256 ;  bridge 
across  the  Monongahela  Biver, 
257 

Fish-plates  of  rails,  122,  130,  131 

Floyd,  T.,  tramway  by,  with 
girder  rail,  159 ;  asphaltic 
payement  for  tramways,  160 

Forth  of  Clyde  Canal,  177 

Foundations,  methods  of  forming, 
43 ;  piles,  43 ;  piled  founda- 
tions, 44  ;  inverted  arches,  44 ; 
screw-pile,  45 ;  foundations  on 
inclined  strata,  46 ;  on  day,  47 ; 
on  gravel  or  dry  sand,  47; 
pile  foundations,  48;  hydrauHo 
foundations,  51 ;  cofferdams, 
51 ;  cylindrical  foundations,  61 . 
{See  Bridges,  Docks f  Quay  Walls, 
—Dock  Walls.) 

Fowler,  John,  standards  of  per- 
manent way  by,  122 ;  cast-iron 
bridges  by,  248 

France,  roads  in,  81 ;  currents  on 
west  coast  of,  326 ;  utilisation 
of  sewage  in,  574 

Frost,  James,  his  patent  for 
building  in  water  by  concrete 
in  bags,  403 

Fumess  Kailway,  sea  embank- 
ments on,  358 

G ALTON,  Captain,  on  the  per- 
manent way  of  the  Pennsyl- 
vania Eailroad,  131 

Gard,  Pont  du,  conduit  of,  in- 
crustation of,  516 

.Gauges  of  railways,  100 ;  broad 
gauge  versus  narrow  gauge, 
102 

Giles,  A.,  dock  wall  by,  446 

Glasgow,  brick  cylinder  founda- 
tions for  Plantation  Quay, 
450 


Glasgow  Corporation  tramways, 
151 ;  waterworks,  314,  520 

Glasgow  Harbour  tramway,  166 

Grasses,  618 

Great  £astem  Kailway,  Black- 
waU  branch,  steel  rails  and 
iron  rails  on,  120 

Great  Grimsby  Docks,  tii  bcr 
pier  at,  431 

Great  Western  Railway,  perma- 
nent way  of,  1 14 

Greaves' s  bowl  sleepers,  133 

Greenock,  Albert  Harbour, 
framed  system  of  construction, 
401 

Greenore,  quay  at,  447 

Groins,  338 ;  for  Sunderland 
docks,  340 ;  on  east  coast,  344 

HAMBURG,  drainage  of,  594 
Harbours,  366 ;  ports,  366 ; 
roads,    366 ;    inner   harbours, 
370 ;  harbours  of  refuge,  373 ; 
commercial  harbours,  373 

Harrison,  T.  E.,  construction  of 
quay  walls  on  cylinders,  450 

Hartley,  Grosvenor  Bridge  at 
Chester,  bj,  236 

Hartwich's  iron  permanent  way 
for  railways,  135 

Havre,  puddle  dyke  at,  349,  851 ; 
south  pier  at,  420 ;  quay  wall 
at,  439 

Hawkshaw,  Sir  John,  Charing- 
Cross  Bridge  by,  253;  New 
South  Dock,  West  India 
Docks  by,  459 ;  pumping  ma- 
chinery by,  on  Hobhole  drain, 
East  Fen,  557;  repair  of  St. 
Qermains*  Sluice,  561 

Hawksley,  T.,  on  the  action  of 
sand  in  filtration,  496 ;  filter- 
beds  and  pure-water  tank,  Ivei- 
cester  Waterworks,  497 ;  con- 
stant supply  versus  intermittent 
supply,  600,  602 ;  waste  of 
water,  601 ;  formula  for  flow 
of  water  in  pipes,  613 

Haywood,  Col.,  on  the  cost  and 
life  of  stone  pavement  in  the 
City  of  London,  91 

Hemans,  G.  W.,    sea  embank- 
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ment  Vy,  acroa  CSontarf  Estu- 
ary, 361 

Henson'B  wood  pavement,  97 

Hilf's  iron  permanent  way  for 
railways,  135 

Holland,  dykes  in,  349,  352 ;  fas- 
cine dykes,  355 ;  Archimedean 
screw  for  draining  land,  547 

Holyhead  Breakwater,  396 

Honfleur,  jetty  at,  423 

Hopkins,  Qeorge,  tramways  in 
Liyerpool  hy,  146 

HoworCh  on  the  cost  of  Henson's 
wood  pavement,  97 

Huelva  Pier,  433 

Hull,  quay  walls  of  Albert  Docks 
at,  444;  of  Junction  Dock, 
445 

Humber,  reclamation  of  land  on 
the  banks  of,  601,  624 

Hydraulic  engineering,  477 >  (See 
Water,  Supply  of,  to  towns; 
Drainage  of  Land  ;  Drainage  of 
Towne;  Irrigation  of  Land^ 

Hydraulic  foundations,  51 

Hydraulic  machinery,  by  Sir  W. 
G.  Armstrong  &  Co.,  466 

INDIA,  stones  used  for  mac- 
adam in,  84 ;  irrigation  in,  620 

Ireland,  bogs  in,  drainage  of,  548 

Iron.     (See  Metah.) 

Irrigation  of  land,  603;  waters 
best  fitted  for  irrigation,  603 ; 
soils  best  adapted,  604 ;  method 
of  distribution  of  water,  607 ; 
artificial  reservoirs  of  water, 
607;  preparation  of  the  land, 
608 ;  watercourses  or  conduits, 
610  ;  measurement  of  water  in 
Italy,  613;  waste  weirs  and 
overflows,  615;  machines  for 
raising  water,  616 ;  rice  lands, 
621 ;  irrigation  by  infiltration, 
624 

Italy,  unit  of  measurement  of 
water  in,  613 

JETTIES.     (See  Pi>r#.) 
Junction   Dock,  Hull,  walls 
of,  445 


KATEIKE,  Loch,  waterworks 
at,  521 
Ketling  Canal,  inclined  plane  on, 

172 
Kincaid's  tramway,  156 
Kingstown     Harbour,    pier    at, 

425,  426 
Kurrachee,    ilanora  hreakwatei 

at,  406 
Kustendjie,  south  jetty  at,  40^ 

LAND,  drainage  of .  (2See2>ram- 
>    age  of  Land.) 

Land,  irrigation  of.  (See  Irriga- 
tion of  Land.) 

Land,  reclamation  of.  (See  JEUela- 
mation  of  Land.) 

Langley,  on  steel  rails  versus  iron 
rails,  120 

Languedoc  Canal,  177 

Lea,  river,  dams  in,  207 

Lebout,  tramways  in  Constanti- 
nople by,  149 

Leicester,  filter-beds  and  pure- 
water  tanks  at  the  waterworks, 
497 

Leslie  and  Bateman,  inclined 
planes  by,  on  the  Monkland 
Canal,  173.    . 

lindley,  W.,  I>nunage  of  Ham- 
burg bv,  594 

Liverpool,  steam  rollers  at,  78 ; 
cost  of  maintenance  ot  macadam 
roads  in,  80 ;  asphalt  -  mac- 
adam, 80 ;  stone  pavement,  92 ; 
tramways,  146,  152 

Liverpool  Docks,  452 

Liverpool  Waterworks,  self-act- 
ing valves  on  water-pipes,  511 

Liverpool  and  Manchester  Bail- 
way,  embankment  across  Chat 
Moss  on,  107 

livesey's  tramways,  154 

London,  macadam  roads  in,  75 ; 
cost,  79 ;  stone  pavements,  86 ; 
King  William  Street,  87  ;  type 
sections,  87;  Southwark  Street 
90,  91 ;  wear  and  duration  of 
stone  pavement,  91,  92 ;  wood 
pavement  in  the  City,  95; 
asphalt  pavements,  98 ;  North 
Metropolitan  Tramway,  150 
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liOndon,  drainage  of,  566;  sewers, 
572;  main  drainage,  581 

London  and  Birmingham  Kail- 
way,  cuttings  on,  104 ;  cutting 
at  Blisworth,  104  ;  early  per- 
manent way,  116 

London  and  Croydon  Railway, 
cutting  on,  at  New  Cross,  106 

London  and  South- Western  Eail- 
way,  Nine  Elms  station,  steel 
rails  versus  iron  rails  at,  120 

Lovegrove,  cost  of  maintenance 
of  roads  in  Hackney  hy,  79 

Lydgate  Tunnel,  316 

Lynde,  J.  H.,  Barker's  tramway 

by,  157 
Lyons  Railway,  Vautherin  sleeper 
on,  134 

MACADAM  roads,  75 ;  tear  and 
wear,  76 ;  analysis  of  a 
macadam  road,  76 ;  void  space 
in  macadam,  76  ;  cost,  79 ;  ma- 
terial, 84 

Macadam  roads,  asphalt,  80 

Malahide  Estuary,  sea  embank- 
ment across,  361 

Manchester,  stone  pavements  in, 
93;  tramways;>167 

Manchester  and  Sheffield  Rail- 
way, Newton  Green  •'Embank- 
ment on,  106 

Marine  engineering,  322;  winds 
and  waves,  322;  currents  in 
the  sea,  325 ;  groins,  338 ; 
dykes,  349  ;  sea  embankments, 
368;  harbours,  366;  break- 
waters, 376;  piers,  415;  quay 
walls—dock  walls,  438  ;  docks, 
462 ;  graving  docks,  469 

Marseilles,  mole  of  La  Joliette  at, 
389  ;  quay  walls  of  Marseilles 
Docks,  446 

Masonry,  29 

McLean,  J.  R.,  sea  embankments 
by,  on  the  Fumess  Railway, 
358 

Mediterranean  Sea,  currents  in, 
325 

Messent,  P.  J.,  foundation  of 
bags  of  concrete,  north  pier, 
T^emouth,  404 


Metals,  14,  2^ ;  decay  and  pre- 
servation of,  24 

Milan,  utilisation  of  sewage  at, 
674 

Miller,  D.,  framed  system  of 
breakwater  by,  400 

Mitchell,  J.,  analysis  of  a  mac- 
adam road  by,  76 

Mitchell's  screw  piles,  45 

Monkland  Canal,  inclined  planes 
on,  173 

Mont  Cenis  Tunnel,  318 

Morecambe  Bay,  sea  embank- 
ments in,  369 

Morris  Canal,  U.S.,  inclined 
planes  on,  172 

Moscow  tramways,  158 

Murray,  John,  groins  for  fore- 
shore of  Sunderland  Docks,  by, 
340 ;  on  the  cost  of  different 
systems  of  breakwaters,  386 ; 
pier  at  Sunderland  harbour  by, 
430 

VTETHERL^lNDS,  dykes  in  the, 

il      349,  352 ;  fascine  dykes,  355 

Netherton  Tunnel,  314 

New  South  Wales  Railways,  per- 
manent way  of,  122 

New  York,  tram-rails  in,  143 

Newcastle  and  Carlisle  Railway, 
cutting  on,  through  Cowran 
HiU,  105 

Newport,  ventilation  of  sewage 
in,  678 ;  gully-trap,  578 

Noria,  647,  616 


0 


RES,  shipment  of,  spouts  for, 
436 


PARIS,  asphalt  pavements  in, 
98 

Paris,  tunnel  aqueducts  in,  519 

Paris,  drainage  of,  567,  574 ; 
sewers,  572 ;  utilisation  of  sew- 
age, 676,  694 

Peu'kes,  W.,  Manora  Breakwater 
at  Kurrachee  by,  406;  break- 
water at  Madras  by,  409 

Parliament,  Houses  of,  cofferdam 
for,  \\ 
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Panons'  rerenible  steel  croniiig, 
141 

FaTements,  stone,  86 ;  wood,  95 ; 
asphalt,  98 ;  stone  parements : 
— City  of  London,  S6 ;  material, 
87 ;  Soathwark,  91 ;  Lirerpool, 
92 ;  Manchester,  93 

Peckwell,  )Ir.,  on  the  waste  of 
sea-coast,  Withemsea,  346 

Penmaenmanr,  sea-wall  at,  364 

Permanent  way  of  raOways : — 
type  sections,  103, 104, 123,  128, 
1*31 ;  sections  of  rails,  109,  110, 
117,  \24,  129,  131 ;  centrifugal 
force  on  curves,  112 ;  Great 
Western  Bailway,  114;  old 
systems,  116 ;  cost  of  relaying 
permanent  way,  by  Mr.  B.  Price 
Williams,  121;  New  South 
Wales  Bailways,  122 ;  Pennsyl- 
vania fiailroad,  131 

Metallic  permanent  way: — 
GreaTes*  cast-iron  bowlsleepers, 
133  ;  wrought -iron  sleepers, 
133 ;  Le  Crenier  sleeper,  134 ; 
Yautherin  sleeper,  134;  Hart- 
wich  system,  135 ;  Hilf  system, 
135 

Perronet,  Neuilly  bridge  by,  233, 
243;  bridge  at  St.  Maxence, 
233 

Persian  wheels,  616, 617 

Peterhead,  jetty  at,  426 

Philadelphia,  tramway  in,  144, 
145 

Pick  well,  Mr.,  on  the  waste  of 
sea-coast,  Withemsea,  343. 

Piers,  415;  wooden  piers,  416; 
stone  piers,  419;  piers  filled  with 
earthwork,  422  ;  jetties,  423, 
425 ;  rubble  foundations,  424  ; 
concrete  foundations,  425 

Pier  at  Aldemey,  391;  Pier  at 
Dover,  427;  South  Albert 
Pier,  Whitehaven,  428;  New 
North  Pier,  Whitehaven,  429  ; 
New  North  Pier,  Sunderland, 
430 ;  timber  pier.  Great  Grims- 
by docks,  431 ;  South  Pier, 
Rotterdam,  of  fascines,  432 ; 
open  pier-work  on  piles,  433 ; 
pier,  Eio  Tinto  Mining  Com- 


pany,  434;    screw   pile,   435; 
sponto  for  diipment  of  ore8,436 

Piers,  in  the  North  Sea,  for  Am- 
sterdam Canal,  411 

Piers  constructed  of  fasdnea,  432 ; 
piers  at  Botterdam,  432 

Piles,  43,  4^;  pile-driving,  48 ; 
pile  foundation,  49 ;  weig^ht  of 
rams  for  pile-driving,  50.  (See 
Coffer  duwM.) 

Piles,  construction  of  breakwater 
of,  for  sea-wall  at  Penmaen- 
maur,  364 

Piles  on  the  seashore,  418 

Piles,  screw,  45 ;  at  Hoelva  Pier, 
435 

Piles,  guard,  for  quay  waUs,  441 

Pipes  and  mains,  for  distributiiig 
water,  511 ;  self-acting  valves, 
511,  530;  formulas  for  flow  of 
water  in  pipes,  512  ;  coating 
for  pipes,  528 

Plymouth  breakwater,  378 ;  force 
of  waves  at,  323 

Points  and  crossings,  136 

Polenceau,  proposal  of  road-rollers 
by,  83 

Ports,  366 

Preston,  guUy-trap  for  sewers  in, 
581 

Price,  James,  on  the  emplojnment 
of  steel  in  bridges,  258 

Pump,  centrifuged,  Appold's,  557 

Pumping  -  engines,  for  floating 
docks  at  Cartagena  and  Ferrol, 
473 

Pumping-eng^nes  for  water  sup- 
ply, 507 ;  single-acting  or  Cor- 
nish engines  versus  rotative 
engines,  507 ;  pumping-engine 
at  East  London  Waterworks, 
508  ;  Davey's  direct  -  acting 
compound  engine  and  pump, 
509 

Pumps  for  draining  land,  547  ; 
pumping  machinery,  atHobhole 
Drain,  East  Fen,  557 

QUAY  WALLS.  —  DOCK 
WALLS,  438, 458 :  Mr.  Ren- 
nie's  quay  wall,  438 ;  quay  wall, 
Havre,  439 ;   guard  piles,  441 ; 
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lock-wallB,yictoTia  Docks,  441 ; 
quay  walls  of  concrete,  at  Dub- 
lin, by  B.  B.  Stoney,  441 ;  dock 
walls  at  Avonmouth,  by  Mr.  J. 
Bronlees,  443 ;  qnay  walls,  Al- 
bert  Docks,  HuJOl,  444;  quay 
walls,  Marseilles  Docks,  445; 
quay  at  Greenore,  by  J.  Bar- 
ton, 447 :  quay  wall,  St.  Louis 
Canal,  449;  quay  walls  con- 
structed without  cofferdams, 
450;  quay  wall  on  cylinders, 
byT.  B.  Harrison,  460;  brick- 
cylinder  foundations,  by  J.  F. 
Bateman,  for  Plantation  Quay, 
Glasgow,  450;  timber  wharf, 
Albert  Docks,  Hull,  451 ;  Quay 
of  La-JoHette,  Marseilles,  389 

RAILS.— Edge-rail,  108;  old 
sections  of  rails,  109,  110; 
modem  sections,  117  ;  iron 
vertu8  steel  for  rails,  119 ; 
comparative  wear  of  rails,  on 
the  BlackwaU  Eailway,  120; 
double-headed  rail  for  the  New 
South  Wales  Railways,  by  Mr. 
John  Fowler,  124;  single - 
headed  flange -rail,  by  Mr. 
Fowler,  129 ;  flange-rails  in 
the  United  Slates,  130  ;  on  the 
Pennsyvania  Railroad,  131  ; 
tram-rails  (see  IVamwaya). 

Railways,  100;  gauge  of  rail- 
ways, 100;  cuttings  and  em- 
bankments, 103 ;  permanent 
way,  108;  switches  and  cross- 
ings, 136  ;  turn-tables,  138 ; 
reversing  curves,  139 

Rainfall,  487;  loss  by  evapora- 
tion, 488 ;  torrential  rains,  569 ; 
rainfall  in  London,  583 

Rainwater,  479' 

Ramsgate  Harbour,  foundations 
of,  425 

Ransomes,  Deaa,  and  Rapier*s 
tramway,  166 

Rawlinson,  Mr.,  system  of  ven- 
tilation of  sewers  by,  579, 
680 

Recife  and  Sao  Francisco  Railway 
tunnel,  317 


Reclamation  of  land,  597:  em- 
bankments, 597 ;  outfall  drain, 
600  ;  warping,  597,  601 

Regent's  Canal,  tunnel  on  the 
Une  of,  285,  287 

Rennle,  G.  and  J.,  floating  docks 
at  Cartagena  and  Ferrol by,  472 

Rennie,  J.,  quay  wall  by,  438 

Reunie,  Sir  John,  Whitehaven 
Pier  by,  428 

Rennie,  Sir  John,  and  R.  Ste- 
phenson, drainage  of  the  Fens 
by»  663,  555 

Reservoirs  for  water  supply, 
482 ;  dimensions,  488 ;  site, 
490;  construction,  490,  608; 
dams  of  reservoirs,  491 ;  outlet 
for  water,  492 ;  filtration  re- 
servoir, 495;  impurifictition  of 
water  in  exposed  reservoirs, 
498 

Reversing  curves,  railway,  140 

Rice  lands,  irrigation  of,  621 

Rivers,  181 ;  velocity  of  rivers, 
183,  224 ;  works  of  improve- 
ment, 184;  towing  path,  187; 
banks,  188;  dykes,  189;  rub- 
ble-facing of  banks,  190 ;  tim- 
ber-facing, 192 ;  fascines,  192 ; 
smaU  branches,  196 ;  practical 
rules  for  narrowing  rivers, 
197;  junction  of  rivers,  198; 
deltas,  199;  bars,  and  their 
removal,  203;  scouring  reser- 
voirs, 205. 

Classification    of    parts    of 
rivers,  206 ;  dams  and  weirs,  206 

Rivers,  effect  of  currents  on  the 
embouchures  of,  329 

Rivers,  the  "bore"  in,  331 

Rivers,  as  sources  of  water- 
supply,  486 

Rivers,  regulation  of,  535;  new 
channels,  636 

Roads,  common,  63 ;  different 
kinds  of  roads,  71 ;  construc- 
tion of  roads,  72 ;  macadam 
roads,  76  ;  roads  in  France,  81 

Roads,  or  sheltered  seas,  366 

Road-roUers,  78,  83 

Romney  Marsh,  Dymchurch 
Wall  for  the  protection  of,  363 
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Ronchetti,  suggestion  by,  of  as- 
phalt jointmg  for  stone  pave- 
ment, 94 

Roquefavonr,  aqueduct  of,  517, 
518 

Botterdam,  fascine  piers  at,  432 

Rubble,  29 

SALFORD  Corporation  Tram- 
ways, 156 

Schuylkill  River,  dams  in,  206, 
207 

Sea  defences.  (See  Ifarine  Eh" 
gineering.) 

Severn,  river,  dams  or  weirs  in, 
207,  208 

Severn,  bridge  over,  at  Glouces- 
ter, 242;  cast-iron  bridges 
over,  248 

Sewage,  utilisation  of,  670,  673, 
674,  675 

Sewers,  668  ;  house  sewers,  671  ; 
main  sewers  in  London  and  in 
Paris,  572,  684 ;  fall  of  sewers, 
572 ;  type  of  secondary  brick- 
sewers,  576 ;  iimctions  of 
sewers,  577;  g^y-traps,  677, 
579,  581 

Sewers,  ventilation  of,  578,  579 

Shakespeare  Tunnel,  318 

Shingle,  334,  339, 344 ;  action  of, 
on  piers,  422 

Shipment  of  ores,  spouts  for, 
436 

Simpson,  James,  experiments  by, 
on  flow  of  water  through 
pipes,  612 

Siphon  pipes  : — Glasgow  Corpo- 
ration Waterworks,  627  ;  for 
repair  of  St.  Germains*  Sluice, 
561 ;  to  convey  sewage  across 
the  Seine,  at  Paris,  594 

Skerryvore  Lighthouse,  force  of 
waves  at,  323 

Sleepers  for  railways.  (See  FeV' 
manent  Way ;  for  tramways, 
see  Tramways.) 

Smeaton,  Ramsgato  Harbour  by, 
425 

Smith,  Dr.  Angus,  composition 
by,  for  lining  water-pipes,  628 

Snow  water,  480 


South   Eastern    Railway,    early 

permanent  way  on,  116 
Spain,  irrigation  in,  607 
Spring    waters,     480 ;     use    of 
springs,     484 ;    treatment    of 
land  springs,  546 
Steel  versus  iron  for  rails,  119 
Steel,   employment    of,   for    the 

construction  of  bridges,  257 
Step-rail  for  tramways,  144 
Stephenson,  R.,  sea  wall  by,  at 

Penmaenmaur,  364 
Stevenson,  D.,  on  stop-g^tes  on 
canals,  176 ;    on  dams  in  the 
bed  of  a  river,  206  ;  on  the  force 
of  the  waves  at  Wick  Break- 
water, 398 
Stevenson,    T.,    on    commercial 
harbours,  373 ;  on  the  width  of 
entrance,  374 
St.  Germains  Sluice,  repair  of,  by 

Sir  John  Hawkshaw,  561 
St.  Gothard  Tunnel,  319 
St.  Louis  Canal,  quay  wall  at,  449 
St.  Mary's,  Kent,  sea  wall  si,  363 
Stones,  buUding,  17 ;  artificial,  20 
Stoney,  B.  B.,  use  of  large  blocks 
of  concrete  for  defence  of  break- 
waters, 391 ;  his  system  of  con- 
structing and  transporting  large 
blocks  of  concrete,  412,  441 
Suez  Canal,  178 
Sunderland  docks,  groins  for  the 

foreshore  of,  340 
Sunderland  Harbour,  pier  at,  430 
Suspension  bridges.    {See  Bridget, 

Suspension.) 
Switches    and    Crossings,    rail- 
way, 136 ;   Wild  and  Parsons' 
switch,  140  ;    Parsons*  rever- 
sible steel  crossing,  141 

TELFORD,  on  the  tear  and 
wear  of  roads,  76 ;  aqueducts 
by,  on  the  Ellesmere  and  Ches- 
ter Canal,  169,  170;  jetties 
constructed  by,  426 ;  drainage 
of  the  Fens  by,  553 
Teredos,  or  sea- worm,  26 
Test  for  double-headed  rails,  by 
John  Fowler,  125 ;  for  flange- 
rails,  129 
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Tetney  Hayen  Oanal,  toniiel  on 
the  line  o£,  286,  287 

Thames  Embankment,  688 

Thames  Tonnel,  286,  298 

Thames  and  Medway  Canal,  tun- 
nel on  the  line  of,  286,  286 

Tides,  323,  326,  329 

Timber,  16 ;  decay  of,  17 ;  pre- 
servation of,  17,  26 ;  hardwood 
and  softwood,  32 

Towns,  drainage  of.  (See  Drains 
U0e  of  totMM.) 

Towns,  water  supply  of,  477.  (See 
WaUr,  tttpply  of^  to  town^^ 

Train,  G.  F.,  mtroduction  of 
tramways  in  England  by,  146 

Tram-plates,  108  , 

Tramways,  142 ;  tram-rails.  New 
York,  143;  stepraQ,  Philadel- 
^lia,  144 ;  tramway,  146 ;  G. 
F.  Train's  tramways,  146 ; 
liverpoolTramway,  146 ;  tram* 
ways  of  Constantinople,  149; 
North  Metropolitan  Tramway, 
151 ;  Glasgow  Corporation 
Tramways,  161 ;  Liverpool 
Tramway,  163;  livesey's  tram- 
way 164  ;  W.  J.  Cockbnm-Mur's 
tramway,  166  ;  Bansomes, 
Deas,  and  Rapier*s  tramway, 
166;  Kincaid's  tramway,  167; 
Salford  Corporation  Tramway, 
167 ;  Barker's  tramway,  Man- 
chester, 167  ;  MoscowTramway, 
168;  Floyd's  tramway,  159; 
Cambridge  Tramway,  160 

Trent  and  liersey  Canal,  lift  for, 
173 

Tresagnet,  on  roads  in  France, 
82 ;  their  construction  by,  83 

Tuonels,  283 ;  driftway,  283 ; 
table  of  tunnels,  286 ;  mode  of 
construction,  289 ;  sinildng 
shafts,  289;  excavation,  296; 
subaqueous  tunnels,  298  ; 
Thames  Tunnel,  298 

Systems  of  driving  tunnels, 
313;  tunnel-aqueducts,  Glasgow 
Waterworks,  314;  Buckhom 
WestonTnnnel,316;  break-ups, 
316 ;  tunnel  on  the  line  of  uie 
Aedfe  and  Sio  Francisco  Bail- 


way,  317;  enlarging  tunnels, 
817;  Clifton  Tunnel*  817; 
Shiflcespeare  Tunnel,  818 ;  Mont 
Oenis  Tunnel,  818 ;  St.  Gothard 
Tunnel,  319;  Mound  Tunnel, 
Edinburgh,  820;  table  of  ooil 
of  tunnels,  821.    (See  JWwmI* 

Tunnel-aqueducts,  618;  in  Paris, 

519 ;      Glasgow    Corporation 

Waterworks,  622 
Tum-taUes,  railway,  138 
Tynemoutii,  North  Pier,  bags  of 

concrete  under  foundation  of, 

404 

UNITED  STATES,  Yiffnales 
or  flange-rail  for  railways 
in,  130;  permanent  way  of 
Pennsylvania  Bailroad,  181 

VAL  DB  TRAYEBS,  aq^t, 
98 

Valves,  self-acting,  on  water- 
pipes,  611,  630 

Valves,  stop,  for  large  water 
mains,  631 

Vautherin  sleeper,  134 

Vermuyden,  drunage  of  the  Fei^s 
by,  550 

Vicat,  construction  of  foundations 
of  dock-walls  of  concrete,  with- 
out cofiferdams,  450 

Victoria  (London)  Docks,  dock 
walls  of,  441 

Victoria  Embankment,  ooiFer- 
dams  for,  57 

Vignales  rail  for  railways,  117* 
128,  129,  131 ;  for  tramways, 
155,  158 

WALEEB,  JAMES,  on  the 
drainage  of  the  Middle 
Level,  559 

Walls^  equilibrium  of,  37.  (See 
QtAoy  WaVU—Doek  fTalU.) 

Warping,  for  reclamation  of 
land,  597,  601 

Water,  transporting  power  of, 
224 

Water,  flow  of,  in  pipes,  for- 
mulas for,  512 
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Water,  machinet  for  raiffln^, 
in  l&ad  drainage,  547 ;  for  irri- 
gation, 616  ;  for  water  supply, 
606.  (See  Fump*^  Jhmping 
Engine*.) 

Water,  supply  of,  to  towns,  477 ; 
waters  fit  for  nse,  478;  rain 
water,  479 ;  snow  water,  480 ; 
.  spring  waters,  480 ;  collection 
<n  water,  481 ;  constmction  of 
reserroirs,  483,  488,  490;  nse 
of  springs,  484 ;  artesian  wells, 
486;  riTer  supply,  486;  water 
supply  per  head  of  population, 
486,  489,  631 ;  drainage  area, 
487  ;  loss  by  OTaporation,  488  ; 
rainfall,  488;  filtration,  496; 
filter-beds  and  pure-water  tank 
at  Leicester,  497 ;  water  supply 
of  Berlin,  498 ;  distribution  of 
water  supply,  600;  constant 
supply  ver$%u  intermittent  sup- 
ply, 601 ;  sudden  pressure  in 
pipes,  606;  power  for  raising 
water,  606 ;  pumping-engines, 
607y  509 ;  mains  and  distnbut- 
ing  pipes,  611 ;  conduits,  aque- 
ducts, and  tunnels  for  water 
supply,  616 ;  Glasgow  Corpora- 
tion Waterworks,  620 

Water-dosetB,  waste  of  water  by, 
604 

Water-wheels  for  water  supply, 
at  Philadelphia,  Bichmond,  and 
Toulouse,  606 


Watford  Tunnel,  286,  287 
Waves,  sea,  magnitude  and  force 

of,  322,  323,    26;   depths    to 

which  they  act,  413 
Weirs  across  rivers,  20<S 
Wells,  artesian,  486 
West  Ham,  outlet  sewer  at,  676 
West  India  Docks— New*  South 

Dock,  469 
Wharf,    Brunswick,    Blackwall, 

441 
Wheels,    on    railways,     conical 

form  of,  110;  self -adjustment 

of,  112 
Whitehaven,  South  or  West  Pier 

at,  428 ;  New  North  Pier,  429 
Wick  Breakwater,  force  of  the 

waves  at,  398 
Wild  and  Parsons*  switch,  140 
Williams,  E.  L.,  jun.,  canal  lift 

by,  at  Anderton,  173 
Williams,  B.  Price,  on  steel  rails 

versiM  iron  rails,   119 ;  cost  of 

relaying  permanent  way,  121 
Winds,  322;  their  force,  323 
Withemsea,  waste  of  the  coast 

opposite,  344;   landslips,  346; 

groins,  346 
Wood   pavements,    96;    in    the 

City  of  London,    96;   Carey's 

pavement,  95 ;  asphaltic  wood 

pavement,  96;  Henson's  wood 

pavement,  97 
Wylam  Bridge,  249 
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"  WEALE'S  SERIES  includes  Text-Books  on  almost  every  branch  o( 

5  and  Industry,  comprising  such  subjects  as  Agriculture,  Archilecturo 

and   Building,  Civil   Engineering,    Fine  Acta,   Mechanics   and  Mechanical 
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%*  The  volames  of  this  Series  are  fireely  Illastrated  witn 
Woodcuts,  or  otherwise,  where  requisite.  Througliout  the  fol- 
lowing List  it  must  be  understood  that  the  books  are  bound  in 
limp  cloth,  unless  otherwise  stated;  but  the  volumes  marked 
with  a  X  nuty  aJso  be  Aad  iirtmgly  bound  in  cloth  boards  for  6eA 
extra, 

N^*-~Ih  ordering  from  this  List  it  is  recommended^  at  a 
means  of  facilitating  business  and  obviating  error,  to  quote  the 
numbers  affixed  to  the  volumes,  as  well  as  the  titles  euad  prices. 


CIVIL  ENGINEERING,  SURVEYING,  ETC. 

No. 

31.  WELLS  AND  WELL-SINKING.    By  John  Geo.  Swutoell, 

A.R.I.B.A.,  and  G.  R.  Burnkll,  C.E.    Revised  Edition.    With  a  New 
Appendix  on  the  Qualifies  of  Water.    Illustrated.    2s. 
3S.  THE   BLASTING   AND    QUARRYING    OF  STONE,   for 
Building  and  other  Purposes.  .With  Remarks  on  the  Blowing  up  of  Bridges. 
By  Gen.  Sir  John  Burgoyns,  Bart.,  K.C.B.    Illustrated,    is.  6d. 

43.  TUBULAR,  AND  OTHER  IRON  GIRDER  BRIDGES^p^r- 

ticularly  describing  the  Britannia  and  Conway  Tubular  Bridges.    By  G. 
Drysdalb  Dbmpsby,  U.E.    Fourth  Edition.    2s. 

44.  FOUNDATIONS  AND  CONCRETE  WORKS,  with  Practical 

Remarks}  on  Footings,  Sand,  Concrete,  B6ton,  Pile-driving,  Caissons,  and 

Cofferdams,  &c.   By  £.  Dobson.    Fifth  Edition,    xs.  6d. 
60.  LAND  AND  ENGINEERING  SURVEYING.  By  T.  Baxki, 

C.E.    New  Edition,  revised  by  Edward  Ndobnt,  C.E.    2s.t 
«0».  EMBANKING  LANDS  FROM  THE  SEA.    With  examples 

and  Particulars  of  actual  Embankments,  8cc.    By  J.  Wiggins,  F.G.S.    8s. 
81.  WATER  WORKS,  for  the  Supply  of  Cities  and  Towns.    With 

a  Description  of  the  Principal  Geological  Formations  of  England  as  in- 

fluencing  Supplies  of  Water ;  and  Details  of  Engines  and  Pumping  Machinety 

lor  raising  Water.    By  Samubl  Hughbs,  F.G.S.,  C.E.    New  Edition.    Aa.t 
118.  CIVIL  ENGINEERING  IN  NORTH  AMERICA,  a  Sketch 

of.    By  David  Stbvbnson,  F.R.S.E.,  &c.    Plates  and  Diagrams.    39. 
167.  IRON  BRIDGES,     GIRDERS,    ROOFS,    AND    OTHER 

WORKS. '!By  FRANas  Cahpin,  C.E.    2s.  6d.t 
197.  ROADS    AND   STREETS   {THE  CONSTRUCTION  OF). 

By  Hbnrt  Law,  C.E.,  revised  and  enlarged  by  D.  K.  CiARiC,  C.E.,  indnding 

pavements  of  Stone,  Wood,  Asj^alt^  &c«    4s.  6d4. 
203.  SANITAR  Y  WORKIN  THE  SMALLER  TO WNS  AND  IN 

VILLAGES.    By  C.  Slagg,  A.M.I.C.E.    Revised  Edition.    3s.t 

ai2.  GAS-WORKS,  THEIR  CONSTRUCTION  AND  ARRANGE- 

MENT\  and  the  Manufacture  and  Distribution  of  Coal  Gas.  Originally 
written  by  Samubl  Hgghbs,  C.E.  Re-written  and  enlarged  by  Wiluaii 
R1CBARD8,  C.£.    Seventh  Edition,  with  important  additions.    5s.  6d.t 

213.  PIONEER  ENGINEERING.  A  Treatise  on  the  Engineering 
Operations  connected  with  the  Settlement  of  Waste  Lands  in  New  Coun- 
tries.   By  Edward  Dobson,  Assoc.  Inst.  C.E.    4s.  6d.^ 

216.  MATERIALS  AND  CONSTRUCTION;  A  Theoretical  and 
Practical  Treatise  on  the  Strains,  Designing,  and  Erection  of  Works  of  Con- 
struction. By  Francis  Cahpin,  C.E.    Second  Edition,  revised,    ts.t 

219.  CIVIL  ENGINEERING.  By  Henry  Law,  M.Inst.  C.E. 
Including  Hydrauuc  Enginbbring  by  Gbo.  R.  Burnbll,  M.Inst.  C.S. 
Seventh  Edition,  revised,  with  large  additions  by  D.  Kinnbar  Czark, 
M.Inst.  C.E.    6s.  6d.,  Cloth  boards,  7S.  6d. 
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MECHANICAL  ENGINEERING,   fexc. 

33.  CRANES,  the  Construction  of,  and  other  Machinery  for  Raising 

Heavy  Bodies.    By  Joseph  Gltnn,  F.R.S.    Illustrated,    xs.  6d. 

34.  THE  STEAM  ENGINE.  By  Dr.  Lardner.  Illustrated.   is.6d. 

59.  STEAM  BOILERS:  their  Construction  and  Management.    By 
R.  Armstrong,  C.E.    Illustrated,    zs.  6d. 

8*.  THE  POWER  OF  WATER,  as  appUed  to  drive  Flour  Mills, 
and  to  give  motion  to  Turbines,  &c.    By  Joseph  Glynn,  F.R.S.    2s.t 

98.  PRACTICAL  MECHANISM,  the  Elements  of;  and  Machine 

Tools.    By  T.  Baker,  C.E.   With  Additions  by  J.  Nasmyth,  C.E.    as.     .t 

f  39.  THE  STEAM  ENGINE,  a  Treatise  on  the  Mathematical  TheorJ 

of,  with  Rules  and  Examples  for  Practical  Men.   By  T.  Bakbr,  C.E.    is.  6d 

164.  MODERN  WORKSHOP  PRACTICE,  as  applied  to  Marine, 

Land,  and  Locomotive  Engines,  Floating  Docks,  Dredging  MachineSj 
Bridges,  Cranes,  Ship-building,  &c.,  &c.  ByJ.G.  Winton.  Illustrated,  js.t 

165.  IRON  AND  HEAT,  exhibiting  the  Principles  concerned  in  the 

Construction  of  Iron  Beams,  Pillars,  and  Bridge  Girders,  and  the  Action  of 

Heat  in  the  Smelting  Furnace.    By  J.  Armour,  C.E.     «s.  6d.t 
i66.  POWER  INMCpriON:  Horse-Power,  Toothed- Wheel  Gearing, 

Lonff  and  Short  Driving  Bands,  and  Angular  Forces.  By  J.  Armour,  2s.6d.± 
171.  THE     WORKMAN'S     MANUAL     OF    ENGINEERING 

DRAWING.  ByJ.  Maxton.  5th  Edn.  With  7  Plates  and  350  Cuts.  3s.  6d.» 
190.  STEAM    AND    THE    STEAM  ENGINE,  Stationary   and 

Portable.    B3rJoHN  Sbwbll  and  D.  K.  Clark,  M.I.C.E.    3s.  6d.t 
200.  FUEL,  its  Combustion  and  Economy.     By  C.  W.  Williams, 

With  Recent  Practice  in  the  Combustion  and  Economy  of  Fuel — Coal,  Coke, 
Wood,  Peat,  Petroleum,  8tc.— by  D.  K.  Clark,  M.I.C.E.    3s.  6d.t 

202.  LOCOMOTIVE  ENGINES.  By  G.  D.  DkmpsEy,  C.E. ;  with 
large  additions  by  D.  Kinnear  Clark,  M.I.C.E.    x%.X 

211.  THE  BOILERMAKER'S  ASSISTANT  in  Drawing,  Tern- 
platin^p,  and  Calculating  Boiler  and  Tank  Work.  By  John  Courtney, 
Practical  Boiler  Maker.  Edited  by  D.  K.  Clark,  C.E.    100  Illusti^ations.  2s. 

217.  SEWING  MACHINERY:  Its  Construction,  History,  &c.,  with 
full  Technical  Directions  for  Adjusting,  &c.  By  J.  W.  Urquhart,  C.E.  2S.t 

223.  MECHANICAL    ENGINEERING.      Comprising  Metallurgy, 
:  Moulding,  Casting,  Forging,  Tools,  Workshop  Machinery,  Manu£sicture  of 
the  Steam  Engine,  8cc.    By  Francis  C ampin,  C.E.    2s.  6d.t 

236.  DETAILS   OF  MACHINERY.     Comprising  Instructions  for 

the  Execution  of  various  Works  in  Iron.    By  Francis  Campin,'C.E.    xi.X 

237.  THE  SMITHY  AND  FORGE;  including  th*  Farrier's  Art  and 

Coach  Smithing.    By  W.  J.  E.  Crane.    Illustrated.    3s\  ^rf.J 

238.  THE  SHEET-METAL  WORKER'S  GUIDE;  a  Practical  Hand- 

book  for  Tinsmiths,  Coppersmiths,  Zincworkers.  &c.  Wfiti  94  Diagrams  and 
Working  Patterns.    By  w.  J.  E.  Crane,    is.  od. 

251.  STEAM  AND  MACHINERY  MANAGEMENT :  with  Hints 
on  Construction  and  Selection.    By  M.  Powis  Bale,  M.I.M.E.    2s.  6d.t 

254.  THE  BOILERMAKER'S  READY-RECKONER.    With  Ex- 

amples of  Practical  Geometry  and  Templating.  By  John  Courtney. 
Edited  by  D.  K.  Clark,  M.Inst.C.E.    4s.,  limp;  5s.,  half-bound. 

255.  LOCOMOTIVE  ENGINE-DRIVING.    A  Practical  Manual  for 


Engineers  in  charge  of  Locomotive  Engines.  By  Michael  Reynolds,  M.S.E. 
Seventh  Edition.    3s.' 6d.,  limp;  4s.  6a.  cloth  boards.         \_Jusi published. 

256.  STATIONARY  ENGINE^DRIVING.  A  Practical  Manual  foi 
Engineers  in  charge  of  Stationary  Engines.  By  Michael  Reynolds,  M.S.E , 
Third  Edition.    3s.  6d.  limp ;  4s.  6d.  cloth  boards.  [J usi  published. 

The  t  indicates  thai  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 
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MINING,    METALLURGY,    ETC. 

4.  MINERALOGY,  "RxidimtrLis  of;  a  concise  View  of  the  General 
Propertiea  of  Minerals.  By  A.  Ramsay,  F.G.S.,  F.R.G.S.,  See.  Third 
Edition,  revised  and  enlarged.    Illustrated.    3s.  6d.t        \y  tut  published,  \ 

117.  SUBTERRANEOUS  SURVEYING ,  Elementary  and  Practical 
Treatise  on,  with  and  without  the  Magnetic  Needle.  By  Thomas  Fbnwxck, 
Surveyor  of  Mines,  and  Thomas  Baker,  C.£.    Illustrated.    2s.  fA,X 

133.  METALLURGY  OF  COPPER  ;  an  Introduction  to  the  Methods 
of  Seeking,  Mining,  and  Assaving  Copper,  and  Manufacturing  its  AIIgjb. 
By  Robert  H.  Lamborn.  Ph.D.    Woodcuts,    as.  6d.t 

135.  ELECTRO-METALLURGY;  Practically  Treated.  By  Alex- 
andbr  Watt,  F.R.S.S.A.  Eighth  Edition,  revised,  with  additional  Matter 
and  Illustrations,  including  the  most  recent  Processes.   3S.t 

172.  MINING  TOOLS,  Manual  of.  For  the  Use  of  Mine  Manageis, 
Agents,  Students,  &c.    By  Willlam  Morgans.    2s.  6d.t 

72»  MINING  TOOLS,  ATLAS  of  Engravings  to  Illustrate  the  above, 
containing  255  Illustrations,  drawn  to  Scale.   4to.    4s.  6d, ;  cloth  boards,  6s. 

176.  METALLURGY  OF  IRON  Containing  History  of  Iron  Manu- 
facture. Methods  of  Assay,  and  Analyses  of  Iron  Ores,  Processes  of  Manu- 
facture of  Iron  and  Steel,  8cc.  By  H.  Bauerman,  F.G.S.  Fifth  Edition, 
revised  and  enlarged.    5s.t 

180.  COAL  AND  COAL  MINING.    By  Warington  W.  Smyth, 

M.A.,  F.R.S.    Sixth  Edition,  revised.    3s.  6d.t  \,Jusi  fmblished, 

195.  THE  MINERAL  SURVEYOR  AND  VALUER'S  COM- 
PLETE  GUIDE,  with  new  Traverse  Tables,  and  Descriptions  of  Improved 
Instruments ;  also  the  Correct  Principles  of  Ikying  out  and  Valuing  Mineral 
Properties.    By  William  Lintbrn,  Mining  and  CivU  Engineer.    3s.  6d.^ 

214.  SLATE  AND  SLATE  ^C7:4/?i?F/i\r6:,  Scientific,  Practical,  and 
Commercial.    By  D.  C.  Davies,  F.G.S.,  Mining  Engineer,  8cc.    3s.t 

220.  MAGNETIC  SURVEYING,  AND  ANGULAR  SURVEY- 
ING,  with  Records  of  the  Peculiarities  of  Needle  Disturbances.  Compiled 
from  the  Results  of  carefully  made  Experiments.    By  W.  Lintern.    as 


ARCHITECTURE,  BUILDING,  ETC. 

16.  ARCHnECTURE^ORDERS^The  Orders  and  their  .Esthetic 

Principles.    By  W.  H.  Leeds.    Illustrated,    is.  6d. 

17.  ARCHITECTURE^STYLES—Tht  History  and  Description  of 

the  Styles  of  Architecture  of  Various  Countries,  from  the  Earliest  to  the 
Present  Period.    By  T.  Talbot  Bury,  F.R.I.B.A.,  &c.    Illustrated,    as. 
%*  Orders  and  Styles  of  Architecture,  in  One  Vol.,  ^s.  6d, 

18.  ARCHITECTURE— DESIGN— T\i^  Principles    of  Design   in 

Architecture,  as  deducible  from  Nature  and  exemplified  in  the  Works  of  the 

Greek  and  Grothic  Architects.  ByE.L.GARBETT,  Architect.  Illustrated.  2s.6d. 

*•*  The  three  precedinsc  Worhs,  in  One   handsome   Vol.,  half  bound,    entitled 

"  Modern  Architecture,"  price  6s, 

22.  THE  ART  OF  BUILDING,  Rudiments  of.  General  Principles 
of  Construction,  Materials  used  in  Building,  Strength  and  Use  of  Materials, 
Working  Drawings,  Specifications,  and  Estimates.     By  E.  Dobson,  ss.^ 

2S.  MASONRY  AND  STONE  CUTTING :  Rudimentary  Treatise 
on  the  Principles  of  Masonic  Projection  and  their  application  to  Con- 
struction.  By  Edward  Dobson,  M.R.I.B.A.,  &c.    ss.  6d.t 

42.  COTTAGE  BUILDING,     By  C.    Bruce   Allen,  Architect 

Ninth  Edition,  revised  and  enlarged.    Numerous  Illustrations,    zs.  6d. 

45.  LIMES,  CEMENTS,  MORTARS,  CONCRETES,  MASTICS, 
PLASTERING,  8cc.    By  G.  R.  Burwbll,  C.E.    Twelfth  Edition,     is.  6d. 

"^he  %  indicates  thai  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 
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Architecture,  Building,  etc.,  continued. 

57.  WARMING  AND  VENTILATION.  An  Exposition  of  the 
General  Principles  as  applied  to  Domestic  and  Public  Buildings.  Mines, 
Lighthouses,  Ships,  &c.    By  C.  Tomunson,  F.R.S.,  &c.    Ulustratoa.    3s. 

III.  ARCHESj  PIERS,  BUTTRESSES,  fy^c:  Experimental  Essayi 
on  the  Principles  of  Construction.    By  W.  Bland.    Illustrated,    is.  6d« 

116.  THE  ACOUSTICS    OF   PUBLIC   BUILDINGS;    or,  The 

Principles  of  the  Science  of  Sound  applied  to  the  purposes  of  the'Architect  and 
Builder.   By  T.  Roger  Smith,  M.K.I.B.A.,  Architect.   Illustrated,   is.  6d. 

127.  ARCHITECTURAL  MODELLING  IN  PAPER,  the  Art  of. 
By  T.  A.  RiCHA&osON,  Architect.    Illustrated,    zs.  6d. 

ia8.  VITRUVIUS-^THE  ARCHITECTURE  OF  MARCUS 
VITRUVIUS  POLLO.  In  Ten  Books.  Translated  from  the  Latin  by 
JosBPH  GwiLT,  F.S.A.,  F.R.A.S.    With  aj  Plates.    5s. 

130.  GRECIAN  ARCHITECTURE,  An  Inquiry  into  the  Principles 
of  Beauty  in ;  with  an  Historical  View  of  the  Rise  and  Progress  of  the  Art  in 
Greece.     By  the  Earl  of  Aberdeen,    zs. 
V  Tk4  iwoprtctdmg  W9rks  in  One  handsome  Vol,,  half  bmnd,  enh'tled  "Axamtrt 

Architecture,"  frice  6s, 

132.  THE  ERECTION  OF  DWELLING-HOUSES.  Dlustrated  by 
a  Perspective  View,  Plans,  Elevations,  and  Sections  of  a  pair  of  Semi- 
detached Villas,  with  the  Specification,  Quantities,  and  EstimateSf  8cc.  By 
S.  H.  Brooks.    New  Edition,  with  Plates,   as.  6d,t 

156.  QUANTITIES  AND  MEASUREMENTS,  How  to  CalcuUte  and 

Take  them  in  Bricklayers',  Masons',  Plasterers*,  Plumbers'.  Painters',  Paper- 
hangers',  Gilders',  Smiths',  .Carpenters',  and  Joiners'  Work.  By  A.  C. 
Beaton,  Architect  and  Surveyor.  New  and  Enlarged  Edition.  Ulus.    zs.  6d. 

175.  LOCKWOOD  <&-  CO:S  BUILDER'S  AND  CONTRACTOR'S 
PRICE. BOOK,  containing  the  latest  Prices  of  all  kinds  of  Builders'  Materials 
and  Labour,  and  of  all  Trades  connected  with  Building,  &c.,  8cc.  Edited 
by  F.;T.  W.  MnxER,  Architect.   Published  annually.   3s.  6d. ;  half  bound,  4s. 

182.  CARPENTRY  AND  yOINERY—Tnis.  Elementary   Pwn- 

CIPLBS  OF  Carpentry.  >  ^'  Chiefly  composed  from  the  Standard  Work  of 
Thomas  Tredgold,  C.E.  With  Additions,  Alterations,  and  Corrections 
from  the  Works  of  the  most  Recent  Authorities,  and  a  TREATISE  ON 
JOINERY  by  E.  Wyndham  Tarn,  UJl,  Fourth  Edition,  Revised  and 
extended,  with  numerous  Illustrations.    3s.  6d.t  \Jusi published, 

i82«.  CARPENTRY  AND  yOINERY.  ATLAS  of  35  Plates  to 
accompany  the  above.  With  Descriptive  Letterpress.  4to.  6s. ;  cloth,  7s.  6d« 
185.  THE  COMPLETE  MEASURER;  the MeaLSwrtmentoiBoaids, 
Glass.  &c. ;  Unequal-sided,  Square-sided,  Octagonal-sided,  Round  Timber 
and  Stone,  and  Standing  Timber,  8cc.  By  Richard  Horton.  Fifth 
Edition.    4s. ;  strongly  bound  in  leauer,  5s. 

187.  HINTS  TO   YOUNG  ARCHITECTS.     By  G.  WiGHTWiCK. 

New  Edition.    By  G.  H.  Guillaumb.    Illustrated.    3s.  6d.t 

188.  HOUSE  PAINTING,  GRAINING,  MARBLING,  AND  SIGN 

WRITING:  a  Practical  Manual  of,  with  a  Course  of  Elementary  Drawing 
for  House-Painters,  Stgn-Writers,  See,  and  a  Collection  of  Useful  Receipts. 
By  Ellis  A.  Davidson.  Fourth  Edition.  With  Coloured  Plates.  5s.  cloth 
limp ;  6s.  cloth  boards. 

189.  THE   RUDIMENTS    OF   PRACTICAL    BRICKLAYING. 

In  Six  Sections :  General  Principles ;  Arch  Drawing,  Cutting,  and  Setting  i 
Pointing;  Paving,  Tiling,  Materials;  Slating  and  Plastering;  Practical 
Geometry,  Mensuration,  &c.    By  Adam  Hammond.    Fifth  Edition,    is.  6d. 

191.  PLUMBING.  A  Text-Book  to  the  Practice  of  the  Art  or  Craft  of 
the  Plumber.  With  Chapters  upon  House  Drainage.  Fourth  Edition. 
With  330  Illustrations.    By  W.  P.  Buchan.    3s.  6d.t 

The  X  indicates  thai  these  vols,  may  he  had  strongly  bound  at  6d.  extra, 
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Architecture,  Building,  etc,  continued. 

192.  TBE  TIMBER  IMPORTERS,  TIMBER  MERCHANT'S^ 
and  BUILDER'S  STANDARD  GUIDE.  By  Richakd  £.  Gramdt. 
Second  Edition,  Revised.    3s.t 

306.  A  BOOK  ON  BUILDING^  CvvU  and  EccUsiasiical,  indiidiiig 
Church  Restoration.  With  the  Tbeonr  of  Domes  and  the  Great  Pyramid, 
&c.  By  Sir  Eomumo  Beckstt,  Bart.,  LL.D.,  Q.C.,  F.R. A.S.    4s.  6d.t 

Z26.  THE  JOINTS  MADE  AND  USED  BY  BUILDERS  in  the 

Construction  of  various  kinds  of  Engineering  and  Architectural  Works.    By 
Wyvill  J.  Christy,  Architect.  With  upwards  of  160  Engravings  on  Wood.  3s.t 

a«8.  THE  CONSTRUCTION  OF  ROOFS  OF  WOOD  AND  IRON 
By  E.  Wyndham  Tarn,  M.A.,  'Architect.? Second  Edition,  revised,    is.  6d. 

329.  ELEMENTARY  DECORATION:  as  applied  to  the  Interior 
and  Exterior  Decoration  of  Dwelling- Honses,  Sec.  By  James  W.  Facby,  Jon. 
Illustrated  with  Sixty-eight  explanatory  Engravings,    as. 

230.  HANDRAILING  (A  Pracdcal  Treatise  on),  ^howipg  New  ^^ 

Simple  M(   "     '     '      ' " 

Bevelling, 
Illustrated' 

247.  BUILDING  ESTA  TES :  a  Rudimentaxy  Treatise  on  the  Develop- 

ment, Sale,  Purchase,  and  General  Management  of  Building  Land,  inclajl|Qg 
the  Formation  of  Streets  and  Sewers,  and  the  Requirements  of  Sanitaiy 
Authorities.    By  Fowler  Maitland,  Surveyor.    Illustrated*    ss. 

248.  PORTLAND  CEMENT  FOR   USERS.    By  Henry  Fapja, 

Assoc.  M.  Inst.  C.E.    Second  Edition,  corrected.    Illustrated.    2s* 

252.  BRICKWORK:  a  Practical  Treatise,  embodying  the  General 
and  Higher  Principles!  of  Bricklaying,  Cutting  and  Setting,  &c.  By  F. 
Walker,  Certificated  by  the  Science  and  Art  Department  in  Buildin/g^  Con- 
struction, Solid  Geometry,  8cc.    IS.  6d. 

ZShTHE  TIMBER  MER CHANT'S,  SAW-MILLER'S,  AND 
IMPORTER'S  FJIEIGHT-BOOK  AND  ASSISTANT.  By  Wic.  Rich- 
ardson. With  a  Chapter  on  Speeds  of  Saw-Mill  Machinery,  &c.  By 
M.  Powis  Bale,  A.M.Inst.C.E.,  and  a  London  Price  List  for  Timber  and 
Deal  Sawing,  &c.,  1884.    3s.t  [jitst published. 

SHIPBUILDING,   NAVIGATION,   MARINE 

ENGINEERING,  ETC. 

51.  NA  VAL  ARCHITECTURE.    An  Exposition  of  the  Elementary 

Principles  of  the  Science,  and  their  Practical  Application  to  Naval  Construc- 
tion.   By  J.  Peaks.    Fitth  Edition,  with  Plates  and  Diagrams.    3s.  6d.t 

S3*.  SHIPS  FOR  OCEAN  AND  RIVER  SERVICE,  Elementary 
and  Practical  Principles  of  the  Construction  of.  Bv  H.  A.  Soboibrfbldt* 
Surveyor  of  the  Royal  Norwegian  Navy.    With  an  Appendix,    is.  6d. 

S3»».  AN  ATLAS  OF  ENGRAVINGS  to  Illustrate  the  above.  Twelve 
large  folding  plates.    Royal  4to,  cloth.    7s.  6d. 

54,  MASTING,  MAST-MAKING,  AND  RIGGING  OF  SHIPS, 

Rudimentary  Treatise  on.  Also  Tables  of  Spars,  Rigging,  Bloclcs ;  Chain, 
Wire,  and  Hemp  Ropes,  fcc,  relative  to  every  class  of  vessels.  By  Robert 
KiPPiNO,  N.A.  Pifteenth  Edition.    Illustrated,    ss.^ 

S4».  fRON  SHIP-BUILDING.  With  Practical  Examples  and  Details 
for  the  "D^se  of  Ship  Owners  and  Ship  Builders.  By  John  Ctrantham ,  Coii- 
suiting  Engineer  and  Naval  Architect.    5th  Edition,  vrith  Additions.    4s. 

54«».  AN  ATLAS  OF  FORTY  PLATES  to  Illustrate  the  above. 

Fifth  Edition.    4to,  hoards.    38s.' 

55.  THE  SAILOR'S  SEA  BOOK:  9   Rudimentary  Treatise  on 

Navigation.    By  Jakes  Greenwood,  B.A.    With  numerous  Woodcuts  and 
Coloured  Plates.    New  and  enlarged  edition.    By  W.  H.  Rosser.    ss.  6d.t 

TAe  t  indicates  thai  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 
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Shipbuilding,  Navigation,  Marine  Engineering,  etc.,  cont, 

^bis.  THE  FORMS  OF  SHIPS  AND  BOATS:  Hints,  Experiment- 
ally Derived,  on  some  of  the  Principles  regulating  Shipbuilding.  By  W. 
Bland.  Seventh  Edition,  revised, with  numerous  Illustrations  and  Models.is.6d. 

99.  NAVIGATION  AND  NAUTICAL  ASTRONOMY,  in  Theory 
and  Practice*    By  Prof.  J.  R.  Young.    New  Edition,    as.  6d. 

106,  SHIPS*  ANCHORS,  a  Treatise  on.  By  G.  Cotskll,  N.  A.    is.  6d. 

149.  SAILS  AND  SAIL-MAKING,  an  Elementary  Treatise  on. 
With  Draughting,  and  the  Centre  of  Effort  of  the  Sails.  Also,  Weights 
and  Sizes  of  Ropes  ;  Masting,  Rigging,  and  Sails  of  Steam  Vessels,  &c.,  &-c. 
Eleventh  Edition.  By  Robert  Kjppino,  N.A.,  Sailmaker.  Illustrated.  2S.6d.t 

155.  THE  ENGINEER* S  GUIDE  TO  THE  ROYAL  AND 
MERCANTILE  NAVIES.  By  a  Practical  Engineer.  Revised  by  D. 
F.  McCarthy,  late  of  the  Ordnance  Survey  Office,  Southampton.    3s. 

55    PRACTICAL   NAVIGATION      Consisting    of  The    Sailor's 

£      Sea-Book.     By  Jambs  Greenwood  and  W.  H.  Rossbr.     Together  with 

»f..     Uie  requisite  Mathematical  and  Nautical  Tables  for  the  Working  of  the 

*"^*    Problems.     By  Henry  Law,  C.E.,  and   Professor  J.  R.  Young.    With 

numerous  Wood  Engravings  and  Coloured  Plates.  7s.   Strongly  half-bound. 


AGRICULTURE,  GARDENING,  ETCs 

61:  A  COMPLETE  READY  RECKONER  FOR  THE  ADMEA^ 
SUREMENT  OF  LAND,  &c.  By  A.  Arman.  Second  Edition,  revised 
and  extended  by  C.  NoRRis,  Surveyor,  Valuer,  &c.  as. 

131.  MILLER*S,  MERCHANTS,  AND  FARMER*S  READY 
RECKONER.    With  approximate  values  of  Millstones,  Millwork,  &c.    zi. 

140.  SOILS,  MANURES,   AND  CROPS,    (Vol.   i.  Outunes  of 

Modern  Farming.)    By  R.  Scott  Burn.    Woodcuts,    ss. 

141.  FARMING  6*  FARMING  ECONOMY,  Notes,  Historical  and 

Practical,  on.  (Vol.  2.  Outlines  OF  Modern  Farming.)  ByR.  ScottBurn.js. 

14a.  STOCK;  CATTLE,  SHEEP,  AND  HORSES.  (Vol.  3. 
Outlines  of  Modern  Farming.)    By  R.  Sco^t  Burn.  Woodcutf .    st.  6d. 

145.  DAIRY,  PIGS,  AND  POULTRY,  Mapagement  of  the.     By 

R.  Scott  Burn.    With  Notes  on  the  Diseases  of  Stock.    (Vol.  4.  Outlines 
of  Modern  Farming.)    Woodcuts,    as* 

146.  UTILIZATION     OF     SEWAGE,     IRRIGATION,      AND 

RECLAMATION  OF  WASTE  LAND.    (Vol.  5.  Outlines  of  Modern 
Farming.)    By  R.  Scott  Burn.    Woodcuts.    2s.  6d. 
•<,*  No9.  140-X-2-5-6,  tn  One  Vol.,  handsomely  half-bound^  enitiled  "  Outunes  of 
Modern  Farming."    By  Robert  Scott  Burn.    Price  izf, 

177.  FRUIT  TREES,  The  Scientific  and  Profitable  Culture  of.  From 
the  French  of  Du  Breuil.  Revised  by  Geo.  Qlennv.  387  Woodcuts.  3s.  6d.  X 

198.  SHEEP:  THE  HISTORY,  STRUCTURE,  ECONOMY,  AND 
DISEASES  OF.  By  W.  C.  Spooner,  M.R.V.C,  fcc.  Fourth  Edition, 
enlarge,  including  Specimens  of  New  and  Improved  Breeds.    3s.  6d.t 

201.  KITCHEN  GARDENING  MADE  EASY,    ^y  George  M.  F. 

Glbnny.    Illustrated,    zs.  6d.t 

207.  OUTLINES  OF  FARM  MANAGEMENT,  and  the  OrganU 

xaiton  of  Farm  Labour:  Treating  of  the  General  Work  of  the  Farm;  Field 
and  Live  Stock ;  Contract  Work ;  Labour,  8ic.    By  R.  Scott  Burn.    is.  6d.{ 

208.  OUTLINES   OF  LANDED  ESTATES  MANAGEMENT: 

Treating  of  the  Varieties  of  Lands,  Methods  of  Farming,  Faqn  Buildings, 
Irrigation,  Drainage,  &c.   By  R.  Scott  Burn.    2s.  6d.t 

*•*  Not»  207  &*  ao8  f»  One  Vol.,  handsomely  half -bound,  entitled  "  Outlines  of 
Landed  Estates  and  Farm  MANAGBMSNt.'*    By  R.  Scott  Burn.    Price  dr. 

The  X  indicates  that  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 
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Agriculture,  Gardening,  etc.,  continued, 

209.  THE  TREE  PLANTER  AND  PLANT  PROPAGATOR. 

A  Practical  Manual  on  the  Propagation  oF  Forest  Trees,  Fruit  Tiees, 
Flowering  Shrubs,  Flowering  Plants,  &c.     By  Samuel  Wood,    ss.t 

210.  THE  TREE  PRUNER.    A  Practical  Manual  on  the  Pruning  of 

Fruit  Trees^  including  also  their  Training  and  Renovation ;  also  the  Pmning 
of  Shrubs,  Climbers,  and  Flowering  Plants.    By  Samuel  Wood,    zs.t 
%•  Noa.  209  &•  2IO  in  One  Vol,,  handsomely  half-bound^  entitled  "Thb  Tkes 
Planter,  Propagator,  and  Prunbr."    By  Samuel  Wood.    Price  51-. 

218.  THE  HA  Y  AND  STRA  W  MEASURER  :  Being  New  Tables 
for  the  Use  of  Auctioneers,  Valuers,  Fanners,  Hay  and  Straw  Dealers,  &c. 
By  John  Steele.  Fourth  Edition,  as. 

222.  SUBURBAN  FARMING,  The  Laying-out  and  Cultivation  of 
Farms,  adapted  to  the  Produce  of  Milk,  Butter,  and  Cheese,  Eggs,  Poultry, 
and  Pigs.    By  ProL  John  Donaldson  and  R.  Scott  Burn.    3s.  6d.t 

231.  THE  ART  OF  GRAFTING  AND  BUDDING.    By  Charles 

.Baliet.    With  Illustrations,    as.  6d.t 

232.  COTTAGE  GARDENING;  or,  Flowers,  Fruits,  and  Vegetables 

for  Small  Gardens.    By  £.  Hobday,    is.  6d. 

233.  GARDEN  RECEIPTS,   Edited  by  Charles  W.  QuiN.    is.6d. 

234.  THE   KITCHEN    AND  MARKET   GARDEN.    Compiled 

by  C.  W.  Shaw,  Editor  of  "  Gardening  Illustrated."    33.* 

239.  DRAINING  AND  EMBANKING.    A  Practical  Treatise,  em- 

bodying the  irost  recent  experience  in  the  Application  of  Improved  Methods. 
By  John  Scott,  late  Professor  of  Agriculture  and  Rural  Economy  at  the 
Royal  Agricultural  College,  Cirencester.    With  68  Illustrations,    zs.  6d. 

240.  IRRIGATION  AND  WATER  SUPPLY.    A  Treatise  on  Water 

Meadows,  Sewage  Irrigation,  Warping,  &c. ;  on  the  Construction  of  Wells, 
Ponds,  and  Reservoirs ;  and  on  Raising  Water  by  Machinery  for  Agricid- 
tural  and  Domestic  Purposes.    By  Prof.  John  Scott.    With  34  lllus.  zs.  6d. 

241.  FARM  ROADS,    FENCES,    AND    GATES,     A    Practical 

Treatise  on  the  Roads,  Tramways,  and  Waterways  of  the  Farm;  the 
Principles  of  Enclosures ;  and  the  different  kinds  of  Fences,  Gates,  and 
Stiles.    By  Professor  John  Scott.    With  75  Illustrations,    is.  6d. 

242.  FARM  BUILDINGS,     A  Practical  Treatise  on  the  Buildings 

necessary  for  various  kinds  of  Farms,  their  Arrangement  and  Construction, 
including  Plans  and  Estimates.   By  Prof.  Johm  Scott.   With  105  lllus.    as. 

243.  BARN  IMPLEMENTS   AND    MACHINES,     A    Practical 

Treatise  on  the  Application  of  Power  to  the  Operations  of  Agriculture ;  and 
on  various  Machines  used  in  the  Threshing-bam,  in  the  Stock-yard,  and  in  the 
Dairy,  «tc.  By  Prof.  J.  Scorr.  With  123  Illustrations,  ss. 

244.  FIELD  IMPLEMENTS  AND  MACHINES,      A   Practical 

Treatise  on  the  Varieties  now  in  nse,  with  Principles  and  Details  of  Con- 
8truction|their  Points  of  Excellence,  and  Management.  By  Professor  John 
Scott.    With  138  Illustrations.    2S. 

245.  AGRICULTURAL  SURVEYING.     A  Practical  Treatise  on 

Land  Surveying,  Levelling,  and  Setting-out ;  and  on  Measuring  and  Esti- 
mating O ••-'♦' titles,  Weights,  and  Values  of  Materials,  Produce,  Stock,  &c. 
By  Proi.  juHN  Scott.    With  62  Illustrations,    zs.  6d. 

%•  Not.  239  to  245  in  One  Vol.,  handsomely  half-bound,  entitled  "Thb  Complstb 
Tbxt-Book  of  Farm  ENGiM::iRiNO."    By  Professor  John  Scott.    I^^e  i2t, 

250.  MEAT  PRODUCTION,    A  Manual  for  Producers,  Distributors, 
&c.    By  John  Ewart.    2s.  6d.t 

The  %  indicates  that  these  vols,  may  be  had  strongly  bound  ai  6d.  extra. 
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MATHEMATICS,    ARITHMETIC,   ETC. 

32.  MATHEMATICAL  INSTRUMENTS,  a  Treatise  on ;  in  which 
their  Construction  and  the  Methods  of  Testing,  Adjusting,  and  Using  them 
are  concisely  Explained.    ^  By  T.  F.  Heather,  M. A.,  of  the  Royal  Military 
Academy,  Woolwich.    Original  Edition,  in  z  vol.,  Illustrated,    zs.  6d. 
*«,*  In  ordering  the  above,  be  careful  to  say,  "  Original  Edition  "  (iVi?.  32),  io  distin- 
guish it  from  the  Enlarged  Edition  in  3  vols.  {Nos.  168-9-70.) 

^6.  DESCRIPTIVE  GEOMETRY,  an  Elementary  Treatise  on; 
with  a  Theory  of  Shadows  and  of  Perspective,  extracted  from  the  French  of 
G.  Mongb.  To  which  is  added,  a  description  of  the  Principles  and  Practice 
of  Isometrical  Projection.    By  J.  F.  Heather,  M.A.    With  14  Plates.    2s. 

178.  PRACTICAL  PLANE  GEOMETRY:  giving  the  Simplest 
Modes  of  Constructing  Figures  contained  in  one  Plane  and  Geometrical  Con- 
struction of  the  Ground.  By  J.  F.  Heather,  M.A.  With  2x5  Woodcuts.  2s. 

83.  COMMERCIAL  BOOK-KEEPING.  With  Commercial  Phrases 

and  Forms  in  English,  French,  Italian,  and  German.    By  Jambs  Haddon, 
M.A.,  Arithmetical  Master  of  King's  College  School,  London,    zs.  6d. 

84.  ARITHMETIC,  a  Rudimentary  Treatise  on :  with  full  Explana- 

tions of  its  Theoretical  Principles,  and  numerous  Examples  for  Practice.    By 
Professor  J.  R.  Young.    Tenth  Edition,  corrected,    is.  6d. 
84*.  A  Kby  to  the  above,  containing  Solutions  in  full  to  the  Exercises,  together 
with  Comments,  Explanations,  and  Improved  Processes,  for  the  Use  of 
Teachers  and  Unassisted  Learners.    By  J.  R*  Young,    zs.  6d. 

85.  EQUA  TIONAL  ARITHMETIC,  applied  to  Questions  of  Interest, 

Annuities,  Life  Assurance,  and  General  Commerce ;  with  various  Tables  by 
which  all  Calculations  may  be  greatly  facilitated.   By  W.  Hipslby.    2s. 

86.  ALGEBRA,    the   Elements    of.      By  James   Haddon,    M.A. 

With  Appendix,  containing  miscellaneous  Investigations,  and  a  Collection 
of  Problems  in  various  parts  of  Algebra.    2s. 
86*.  A  Key  and  Companion  to  the  above  Book,  forming  an  extensive  repository  of 
Solved  Examples  and  Problems  in  Illustration  of  the  various  Expedients 
necessary  in  Algebraical  Operations.    By  J.  R.  Young,    zs.  6d. 

88.  EUCLID,  The  Elements  of  :  with  many  additional  Propositions 

89.  and  Explanatory  Notes :  to  which  is  prefixed,  an  Introductozy  Essay  on 
Logic.    By  Henry  Law,  C.E.    2s.  6d4 

*»*  Sold  also  separately,  viz,  : — 
8S.      Euclid,  The  First  Three  Books.    By  Henry  Law,  C.E.    zs.  6d. 

89.  EucuD,  Books  4,  5,  6,  zz,  Z2.    By  Henry  Law,  C.E.    zs.  6d. 

90.  ANALYTICAL    GEOMETRY  AND    CONIC    SECTIONS, 

By  James  Hann.    A  New  Edition,  by  Professor  J.  R.  Young.    2s.t 

91.  PLANE    TRIGONOMETRY,  the    Elements    of.     By  James 

Hann,  formerly  Mathematical  Master  of  King's  College,  London,    zs.  6d. 

92.  SPHERICAL  TRIGONOMETRY,  the  Elements  of.    By  James 

Hann.    Revised  by  Charles  H.  Dowung,  C.E.    zs. 
%•  Or  with  "  The  Elements  of  Plane  Trigofiometry,"  in  One  Volume,  2S.  6d. 

93.  MENSURATION  AND  MEASURING.  With  the  Mensuration 

and  Levelling  of  Land  for  the  Purposes  of  Modem  Engineering.    By  T. 

Baker,  C.E.    New  Edition  by  E.  Nugent,  C.E.    Illustrated,    zs.  6d. 
loi.  DIFFERENTIAL  CALCULUS,  Elements  of  the.    By  W.  S.  B. 

WooLHOUSK,  F.R.A.S.,  &c.    zs.  6d. 
102.  INTEGRAL  CALCULUS,  Rudimentary  Treatise  on  the.     By 

Hombrsham  Cox,  B.A.    Illustrated,    zs. 
105.  MNEMONICAL    LESSONS. --Gkoubi:ky,    Algebra,    and 

Trigonometry,    in    Easy  Mncmonical    Lessons.      By  the   Rev.  Thomas 
Penyngton  Kirkman,  M.A.    zs.  6d. 

136.  ARITHMETIC,  Rudimentary,  for  the  Use  of  Schools  and  Self- 

Instruction.    By  James  Haddon,  M.A.    Revised  by  A.  Arman.    is.  6d. 

137.  A  Key  to  HAddon's  Rudimentary  Arithmetic.  -By  A.  Arman.    zs.  6d. 

{^*  The  t  indicates  that  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 
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lo  weale's  rudimentary  series. 


Mathematics,  Arithmetic,  etc.,  continued, 

168.  DRAWING  AND  MEASURING  INSTRUMENTS.    Indnd- 

ing — ^I.  Instruments  employed  in  Geometrical  and  Mechanical  I>nMrin|^ 
and  in  the  Construction,  Copying,  and  Measurement  of  Maps  and  Flans. 
II.  Instruments  used  for  the  purposes  of  Accurate  Measurement,  and  for 
Arithmetical  Computations.    By  J.  F.  Hsathbr,  M.A.   Dlnstrated.    xs.  6d> 

169.  OPTICAL  INSTRUMENTS.    Including  (more  especially)  Tele- 

scopes,  Microscopes,  and  Apparatus  for  producing  copies  of  Maps  and  Flans 
by  Photography.    By  J.  F.  Hbathbr,  M.A.    Illustrated,    xs.  6d. 

170.  SURVEYING    AND   ASTRONOMICAL   INSTRUMENTS. 

Including — I.  Instruments  Used  for  Determining  tiie  Geometrical  Features 
of  a  portion  of  Ground.  II.  Instruments  Employed  in  Astronomical  Observao 
tions.    By  J.  F.  Hbather,  M.A.    Illustrated,    is.  6d. 
%*  The  above  three  volumes  form  an  enlargement  of  the  Author' t  original  work, 
"  Mathematical  Instruments"    {See  No.  32  tn  the  Series.)  ;^ 
rG^^  MATHEMATICAL  INSTRUMENTS.    By  J.  F.  Heathee, 
169.  r  M J\..  Enlarged  Edition,  for  the  most  part  entirely're-wntten.  The  3  Parts  as 
170.^  above,  in  One  tiiick  Volume.  With  numerous  Illustrations.  4s.  6d.^ 
158.  THE  SLIDE  RULE,  AND  HOW  TO  USE  IT;    containing 
full,  easy,  and  simple  Instructions  to  perform  all  Business  Calcnlations  with 
unexampled  rapioi^  and  accuratnr.     By  Cbaklbs  Hoaks,  CJS.     With  a 
Slide  Rule  in  tuck  of  cover,    ss.  6d.t 
196.  THEORY   OF  COMPOUND  INTEREST  AND   ANNUI- 
TIES ;  with  Tables  of  Logarithms  for  the  more  Difficult  Computations  6t 
Interest,  Discount,  Annuities,  &c.    By  FtfooR  Thouan.    4s.t 
199.  THE  COMPENDIOUS  CALCULATOR;  or,  Easy  and  Concise 
Methods  of  Performing  the  various  Arithmetical  Operations  reouired  in 
Commercial  and  Business  Transactions ;  togethei-  with  Useful  Tables.     By 
D.  O'GoRif  AM.    Twenty-sixth  Edition,  carefully  rerised  b;^  C.  Norris.   3s., 
cloth  limp ;  3s.  6d.,  strongly  half-bound  in  leather. 
204.  MATHEMATICAL  tUjBX^A',  for  Trigonometrical,  Asfronomical, 
and  Nautical  Calculations ;  to  which  is  prefixed  a  Treatise  on  Logarithms. 
By  Henry  Law,  C.E.    Together  with  a  Series  of  Tables  for  Navigation 
and  Nautical  Astronomy.   By  Prof.  J.  R.  Young.  New  Edition.    4s. t 
204».  LOGARITHMS.  With  Mathematical  Tables  for  Trigonometrical, 
Astronomical,  and  Nautical  Calculations.  ByHBNRYLAW,Mllnst.CJB.  New 
and  Revised  Edition.  (Forming  part  of  the  above  Work).  3s. 
221.  MEASURES,    WEIGHTS,  AND  MONEYS  OF  ALLIVA- 
TIONS,  and  an   Analysis  of  the  Christian,  Hebi^Wf   and  Mahometan 
Calendars.  By  W.  S.  B.  WoOLBonsB,  F.R.A.S.,  F.S.S.  Sixth  Edition.  2s.t 
227.  MATHEAIATICS  AS   APPLIED    TO    THE   CONSTRUC- 
TIVE ARTS.    Illustrating  the  various  processes  of  Mathematical  Investi- 
fation,  by  means  of  Arithmetical  and  Simple  Algebraical  Eijuations  and 
'ractical  Examples.    By  Francis  Caupin,  C.E.    Second  Edition.    3s.t 


PHYSICAL    SCIENCE,    NATURAL    PHILO- 
SOPHY,  ETC. 

1.  CHEMISTRY.    By  Professor  George  Fownes,  F.R.S.    With 

an  Appendix  on  the  Application  of  Chemistry  to  Agriculture,    xs. 

2.  NATURAL  PHILOSOPHY,  Introduction  to  the  Study  of.    By 

C.  TOMLINSON.     Woodcuts.     IS.  6d. 

6.  MECHANICS,  Rudimentary  Treatise  on.     By  Charles  Tom- 

LiNSON.    Illustrated,    xs.  6d.      1 

7.  ELECTRICITY;  showing  the  General  Principles  of  Electrical 

Science,  and  the  purposes  to  which  it  has  been  applied.    By  Sir  W.  Snow 
Harris,  F.R.S.,  &c.     With  Additions  by  R.  Sabinb,  C.E.,  F.S.A.    xs.  6d. 
7*.  GALVANISM.    By  Sir  W.  Snow  Harris.     New  Edition  by 
Robert  Sabinb,  C.E.,  F.SJ)l.    xs.  6d. 

8.  MAGNETISM ;  being  a  concise  Exposition  of  the  General  Prin- 
ciples of  Magnetical  Science.  By  Sir  W.  Snow  Harris.  New  Edition, 
revised  by  H.  M.  Noad,  Ph.D.    With  X65  Woodcuts.    3s.  6d.» 

The  t  tndt'cafes  that  these  zh>Is.  may  he  had  strongrfy  bound  at  6(i.  extra. 
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physical  Science,  Natural  Philosophy,  etc.,  continued. 

11.  THE  ELECTRIC  TELEGRAPH;  its  History  and  Progress; 

withDescriptionsof  some  of  the  Apparatus.  ByR.  Sabinb,  C.E.,  F.S.A.   38. 

12.  PNEUMATICS,   for    the    Use    of   Beginners.     By   Cha&les 
•  ToMUNSON.    Illustrated,    is.  6d. 

7«.  MANUAL  OF  THE  MOLLUSCA;  a  Treatise  on  Recent  and 
Fossil  Shells.    By  Dr.  S.  P.  Woodward,  A.L.S.    Fourth  Edition.    With 
Appendix  by  Ralph  Tats,  A.L.S.,  F.G.S.     With  numerous  Plates  and  300 
Woodcuts.     6s.  6d.    Cloth  boards,  7s.  6d. 

96.  ASTRONOMY,    By  the  late  Rev.  Robert  Main,  M.A.    Third 

Edition,  by  William  Thynnb  Lynn,  B.A.,  F.R.A.S.    2s. 

97.  STATICS  AND  DYNAMICS,  the  Principles  and  Practice  of; 

embracing  also  a  clear  development  of  Hydrostatics,  Hydrodynamics,  and 
Central  Forces.    By  T.  Baker,  C.E.    is.  6d. 

138.  TELEGRAPH,  Handbook  of  the ;  a  Guide  to  Candidates  for 
Employment  in  the  Teleeraph  Service.  B:^  R.  Bond.  Fourth  Edition. 
Including  Questions  on  Magnetism,  Electricity,  and  Practical  Telegraphy, 
by  W.  McGrRBGOR.    3S.t 

173.  PHYSICAL  GEOLOGY,  partly  based  on  Major-General  Port- 

lock's  "  Rudiments  of  Geology."  By  Ralph  Tatb,  A.L.S.,  &c.  Woodcuts.  2s. 

174.  HISTORICAL    GEOLOGY,    partiy    based    on    Major-General 

Portlock's  "Rudiments."  By  Ralph  Tate,  A.L.S.,  &c.  Woodcuts.  3s.6d. 

173  RUDIMENTARY  TREATISE  ON  GEOLOGY,  Physical  and 

&         Historical.    Partly  based  on  Major-General  Portlock's  '*  Rudiments  of 

174.     Geology."   By  Ralph  Tate,  A.L.S.,  F.G.S.,  &c.    In  One  Volume.  4s.  6d4 

183    ANIMAL  PHYSICS,  Handbook  of.    By  Dr.  Lardner,  D.C.L., 
&        formerly  Professor  of  Natural   Philosophy  and  Astronomy  in   University 
.g.       College,  Lond.  With  520  Illustrations.    In  One  Vol.   7s.  6a.,  cloth  boards. 
*   ^*  %*  Sold  also  in  Two  Paris^  as  follows  .•— 

183.  Animal  Physics.    By  Dr.  Lardnbr.    Part  I.,  Chapters  I.— -VII.    4s. 

184.  Aniical  Physics.    By  Dr.  Lardnbr.    Part  II.,  Chapters  VIII.— XVIII.  3** 


FINE  ARTS, 

20.  PERSPECTIVE  FOR  BEGINNERS.      Adapted    to   Young 

Students  and  Amateurs  in  Architecture,  Painting,  8ec.  By  George  Pynb.  2S. 

40  GLASS  STAINING,  AND  THE  ART  OF  PAINTING  ON 
GLASS.  From  the  German  of  Dr.  Gbssbrt  and  Emanuel  Otto  From- 
BERG.    With  an  Appendix  on  The  Art  of  Enamelling,    as.  6d. 

69.  MUSIC,  A  Rudimentary  and  Practical  Treatise  on.  With 
numerous  Examples.    By  Charles  Child  Spencer.    2s.  6d. 

71.  PIANOFORTE,  The  Art  of  Playing  the.  With  numerous  Exer- 
cises &  Lessons  from  the  Best  Masters.  By  Charles  Child  Spencer.  ss.6d. 
69-71.  MUSIC  6*  THE  PIANOFORTE.    In  one  vol.   Half  bound,  $%. 

181.  PAINTING  POPULARLY  EXPLAINED,  including  Fresco, 
Oil,  Mosaic,  Water  Colour,  Water- Glass,  Tempera,  Encaustic,  Miniature. 
Painting  on  Ivory,  Vellum,  Pottery,  Enamel,  Glass,  fcc.  With  Historical 
Sketches  of  the  Progress  of  the  Art  by  Thomas  John  Guxxick,  assisted  by 
John  Timbs,  F.S.A.    Fifth    Edition,  revised  and  enlarged.    s^,X 

186.  A  GRAMMAR  OF  COLOURING,  applied  to  Decorative 
Painting  and  the  Arts.  By  George  Field.  New  Edition,  enlarged  and 
adapted  to  the  Use  of  the  Ornamental  Painter  and  Designer.  By  Eixis  A. 
Davidson.    With  two  new  Coloured  Diagrams,  &c.    334 

246.  A  DICTIONARY  OF  PAINTERS,  AND  HANDBOOK  FQR 
PICTURE  AMATEURS ;  including  Methods  of  Painting,  Cleaning,  Re- 
lining  and  Restoring,  Schools  of  Painting,  &c.  With  Notes  on  the  Copyists 
and  Imitators  of  each  Master.    By  Philippe  Daryl.    2s.  6d.t 

The  t  indicates  thai  thne  vols,  may  be  had  strongly  bound  at  6d,  extra. 
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INDUSTRIAL  AND   USEFUL  ARTS. 

t$.  BRICKS  AND  TILES,  Rudimentary  Treatise  on  the  Mannftc- 
ture  of.    By  E.  Dorsow,  M.R.I.B.A.    Illustrated,  334 

67.  CLOCKS,  WATCHES,  AND  BELLS,  a  Rudimentary  Treatise 
on.  By  Sir  Edmund  Beckett,  LL.D.,  Q.C.  Seventh  Edition,  revised  and  en- 
larged. 4s.  6d.  limp ;  <i.  6d.  cloth  boards. 
«3*».  CONSTRUCTION  OF  DOOR  LOCKS,  Compiled  from  the 
Papers  of  A.  C.  Hobbs,  and  Edited  by  Charles  Tomunson,  FJR..S.  With 
Additions  by  Robert  Mallet,  M.I.C.E.    Illus.    2s.  6d. 

162.  THE  BRASS  FOUNDER'S  MANUAL;  Instrnctions  for 
Modelling,  Pattern-Making,  Moulding,  Turning,  Filing,  Burnishing, 
Bronzing,  Sec.   With  copious  Receipts,  fcc.    By  Walter  Graham.     2s.i 

205.  THE  ART  OF  LETTER  PAINTING  MADE  EASY.      By 

J.  G.  Badenoch.    Illustrated  with  12  full-page  Engravings  of  Examples,  zs. 

215.  THE  GOLDSMITIPS  HANDBOOK,  containing  full  Instruc- 
tions for  the  Alloying  and  Working  of  Gold.    By  George  E.  Geb.    33.^ 

224.  COACH   BUILDING,    A    Practical    Treatise,    Historical    and 

Descriptive.    By  J.  W.  Buroess.    2s.  6d.t 

225.  THE   SILVERSMITH'S   HANDBOOK,    containing   full  In- 

structions for  the  Alloying  and  Working  of  Silver.  By  George  £.  Gee.   xi.X 
235.  PRACTICAL   ORGAN  BUILDING.      By  W.   E.   BiCKSOW, 
M.A.,  Precentor  of  Ely  Cathedral.   Illustrated.  2S.  6d.t 

249.  THE  HALL-MARKING  OF  JEWELLERY  PRACTICALLY 
CONSIDERED,    By  George  E.  Gee.    3s.t 


MISCELLANEOUS    VOLUMES. 

36.  A  DICTIONARY  OF  TERMS  used  in  ARCHITECTURE, 
BUIL DING,  ENGINEERING,  MINING,  AfE TALL  URGY,  ARCHjS' 
OLOGY,ih£  FINE  ARTS,  6y^.  ByToHNWEALB.  Fifth  Edition.  Revised 
by  Robert  Hunt,  F.R.S.    Illustrated.    5s.  limp ;  68.  cloth  boards. 

5a  THE  LAW  OF  CONTRACTS  FOR  WORKS  AND  SER- 
VICES,   By  David  Gibbons.    Third  Edition,  enlarged.    3s.f 

112.  MANUAL  OF  DOMESTIC  MEDICINE.  By  R.  GooDiNO, 
B.A.,  M.D.  Intended  as  a  Family  Guide  in  all  Cases  of  Accident  and 
Emergency.    Third  Edition.    2s.t 

II2».  MANAGEMENT  OF  HEALTH.     A  Manual  of  Home  and 
Personal  Hygiene.    By'.the  Rev.  James  Baird,  B.A.    zs. 

150.  LOGIC,  Pure  and  Applied.     By  S.  H.  Em&lbns.     is.  6d. 

153.  SELECTIONS    FROM    LOCKE'S    ESSAYS    ON     THE 

HUMAN  UNDERSTANDING.    With  Notes  by  S.  H.  Emmens.    as. 

154.  GENERAL  HINTS  TO  EMIGRANTS.    Notices  of  the  various 

Fields  for  Emigration,  Hints  on  Outfits,  Useful  Recipes,  &c.    2s. 

157.  THE  EMIGRANTS  GUIDE  TO  NATAL.  By  Robert 
James  Mann,  F.R.A.S.,  F.M.S.    Second  Edition.    Map.    2S. 

193.  HANDBOOK  OF  FIELD  FORTIFICATION,  intended  forthe 

Guidance   of    Officers    Preparing   for   Promotion.      By    Major   W.    W. 
Knollys,  F.R.G.S.    With  163  Woodcuts.    3S.» 

194.  THE  HOUSE   MANAGER:  Being  a  Guide  to  Housekeeping. 

Practical  Cookery,  Pickling  and  Preserving,  Household  Work,  Dairy 
Management,  the  Table  and  Dessert,  Cellarage  of  Wines,  Home-brewing 
and  wine-making,  the  Boudoir  and  Dressing-room,  Travelling,  Stable 
Economy,  Gardenmg  Operations,  8cc.    By  An  Old  Housekeeper.    3s.  6d.X 

£94.  HOUSE  BOOK  {The).  Comprising :— I.  The  House  Manager. 
112.     By  an  Old  Housekeeper.    II.  Domestic  Medicine.    By  Ralph  Goodiko, 

oT       M.D.    III.  Management  of  Health.    By  James  Baird.    In  One  Vol., 

^        strongly  half-bound,  6s. 


112*. 


The  t  indicates  thai  these  vols,  may  be  had  strongly  bound  at  6d.  extra. 


LONDON  :  CROSBY  LOCKWOOD  AND  CO., 


WEALE'S  EDUCATIONAL  AND  CLASSICAL  SERIES*  1 3 


EDUCATIONAL  AND  CLASSICAL  SERIES. 

HISTORY. 

I.  Bngland,  Outlines  of  the  History  of;  more  especially  with 

.'reference  to  the  Origin  and  Progress  of  tha  English  Constitution.  By 
William  Douglas  Hamilton,  F.S.A.,  of  Her  Majesty's  Public  Record 
OfiBce.    4th  Edition,  revised.    5s. ;  cloth  boards,  6s. 

5.  Greece,  Outlines  of  the  History  of;  in  connection  with  the 

Rise  of  the  Arts  and  Civilization  in  Europe.  By  W.  Douglas  Hamilton. 
of  University  College,  London,  and  Edward  Lbvibn,  M.A.,  of  Ballioi 
College,  Oxford,    as.  6a. ;  cloth  boards,  3s.  6d. 

7.  Home,  Outlines  of  the  Hlstoxy  of:  from  the  Earliest  Period 

to  the  Christian  Era  and  the  Commencement  of  the  Decline  of  the  Empire. 
By  Edward  Lbvibn,  of  Ballioi  College,  Oxford.  Map,  2s.  6d. ;  cl.bds.  33. 6d. 

9.  Chronology  of  History,  Art,  Literature,  and  Progress, 

from  the  Creation  of  the  World  to  the  Conclusion  of  the  Franco-German  War. 
The  Continuation  by  W.  D.  Hamilton,  F.S.A.    3s. ;  cloth  boards,  3s.  6d. 

50.  Dates  and  Events  In  English  History,  for  the  use  of 

Candidates  in  Public  and  Private  Examinations.    By  the  Rev.  £.  Rand.    is. 

ENGLISH  LANGUAGE  AND  MISCELLANEOUS. 

II.  Grammar  of  the  English  Tongue,  Spoken  and  Written. 

With  an  Introduction  to  the  Study  of  Comparative  Philology.  Z  By  Hvdi 
Clarkb,  D.CL.  Fourth  Edition,  is.  6d. 
II*.  Philology !  Handbook  of  the  Comparative  Philology  of  English, 
Anglo-Saxon,  Frisian,  Flemish  or  Dutch,  Low  or  Piatt  Dutch,  High  Dutch 
or  German,  Danish,  Swedish,  Icelandic,  Latin,  Italian,  French,  Spanish,  and 
Portuguese  Tongues.    By  Hydb  Clarkb,  D.C.L.    is. 

12.  Dictionary  of  the  English    Language,  as  Spoken  and 

Written.  Containing  above  100,000  Words.  By  Hydb  Clarkb,  D.C.L. 
3s.  6d. ;  cloth  boards,  4s.  6d. ;  complete  with  the  Grammar,  cloth  bds.,  jts.ed. 

48.  Composition    and   Punctuation,  familiarly  Explained  for 

those  who  have  neglected  the  Study  of  Grammar.  By  Justin  Brbman. 
xyth  Edition,    is.  6d. 

49.  Derivative  Spelling- B  00k :  Giving  the  Origin  of  Every  Word 

from  the  Greek,  Latin,  Saxon,  German,  Teutonic,  Dutch,  French,  Si>anish, 
and  other  Languages ;  with  their  present  Acceptation  and  Pronunciation. 
By  J.  Rowbotham,  F.R.A.S.    Improved  Edition,    xs.  6d. 

51.  The  Art  of  Extempore  Speaking :  Hints  for  the  Pulpit,  the 

Senate,  and  the  Bar.  By  M.  Bautain,  Vicar- General  and  Professor  at  the 
Sorbonne.  Translated  from  the  French.  7th  Edition,  carefully  corrected,  as.od. 

Sa.  Mining  and  Quarrying,  with  the  Sciences  connected  there- 

.  with.    First  Book  of,  for  Schools.    By  J.  H.  Coluns,  F.G.S.,  Lecturer  to 
the  Miners*  Association  of  Cornwall  and  Devon,    is.  "    t: 

53.  Places  and  Facts  in  Political  and  Physical  Geography, 

for  Candidates  in  Examinations.    By  the  Rev.  Edgar  Rand,  B.A.    is. 

54.  Analytical  Chemistry,  Qualitative  and  QuantitaUve,  a  Course 

of.  To  which  is  prefixed,  a  Brief  Treatise  upon  Modem  Chemical  Nomencla« 
ture  and  Notation.    By  Wm.  W.  Pink  and  Georgb  E.  Wbbstbr.    as. 

THE    SCHOOL    MANAGERS'   SERIES  OF  READING 

BOOKS, 
Edited  by  the  Rev.  A.  R.  Grant,  Rector  of  Hitcham,  and  Honorary  Canon  of  Ely; 
\  'formerly  H.M.  Inspector  of  Schools.  .    . 

Introductory  Primbr,  34/. 

«.    d. 

Fourth  Standaxd      •       •      •    i     > 

Fifth  „  .       •       •    x      6 

Sixth  ,»  •       .       .    x     6 

Lbssons  FROM  THB  BiBLB.    Part  I.    Old  Testament,    is.        .... 

Lbssons  FROM  THB  BiBLB.     Part  II.    New  Testament,  to  whirfi  is  added 

Thb  Gbography  OF  THB  BiBLB,  for  vcry  vouug  Children.    By  Rev.  C. 

TfaoRNTON  FoRSTBR.     IS.  2d.    %*  Or  the  TWO  Parts  in  One  Volume.  2». 

7,   stationers'  hall  COURT,  LUDGATE  HILL,  E.G. 
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FRENCH. 

t^  French  Grammar.    With  Complete  and  Concise  Rnks  oa  fli.« 

Gcnden  of  French  Nonas.    By  G.  L.  Stxacss,  FIuD.    xs.  6d. 

25.  French-English  Dictionary.    Comprising  a  lai^nmiiberol 

Hew  Terms  ased  in  Engtactxingf  ISioing,  ftc.    By  ArwnMD  Elwcs.    n.  6d. 

26.  English-French  Dictionary.    By  Alfred  Elwss.    2s. 
25,26.  French  Dictionary  (as  above).    Complete,  in  One  VoL,  yuz 

doth  boards,  3f.  6d,    %*  Or  with  the  GaAim *b,  doch  boarfs,  4s.  6d. 
47*  French   and    English  Phrase   Book :    containing  Intro- 

dnctory  Lessons,  with  Translations,  several  Vocabolaries  of  W^ords,  a  Co^ 
lection  of  snitaiUe  Phrases,  and  Easy  Familiar  Dialoeiies.    is.  6d. 


GERMAN. 

39.  German  Grammar.      Adapted  for  English  Stodents,  fits 

HeyM's  theoretical  and  Practical  Grammar,  by  Dr.  G.  L.  Stsatos.    is.  6d. 

40«  German  Reader :  A  Series  of  Extracts,  carefiilhr  culled  from  tbe 

most  approved  Anthors  of  Germany;  with  Notes,  Philological  aad  Ex- 
planatory.   By  Q.  L.  STKAU9S,  Fh  J>.    xs. 

41-43.  German  Triglot  Dictionary.     By  N.  E.  S.  A.  HAioLToir. 

In  Three  Parts.    Part  I.  Germaa-Froich-Eiijslish.    Part  II.  £nglish-Ger- 
maa-Freach.    Pax^  III.  Fryndi-German-Knpish.     3s.,  or  doth  boards,  4s. 

41-43  German  Triglot  Dictionary  (as  above),  together  with  German 

ic  39*     Granunar  (No.  39),  in  One  Volome,  doth  boards,  5s. 

ITALIAN. 

27.  Italian  Grammar,  arranged  in  Twenty  Lesions,  with  ft  Comse 

of  Exercises.    By  ALraxo  Elwss.    is.  6d. 

29.  Italian  Triglot  Dictionary,  wherein  the  Genders  of  all  the 

Italian  and  French  Nouns  are  carefnlly  noted  down.  By  ALnan  Elwh. 
Vol.  X.  ItaIian-2nglish-French.    2s.  6d. 

30.  Italian    Triglot    Dictionary.      By  A.  Elwbs.      VoL  s. 

English-French-Italian.    ss.  6d. 

32.  Italian  Triglot  Dictionary.     By  Alfked  Elwss.    Vol.  3. 

French-Itajian-English.    ss.  6d. 

38,30,  Italian  Triglot  Dictionary  (as  above).    In  One  Vol.,  7s.  6d. 

3s.      Cloth  boards. 

SPANISH  AND  PORTUGUESE. 

34*  Spanish  Grammar,  in  a  Simple  and  IVactical  Form.    With 
a  Course  of  Exercises.    By  Alfkbd  Elwbs.    xs.  6d. 

35.  Spanish-English  and   English-Spanish    Dictionary. 

Including  a  large  number  of  Technical  Terms  used  in  Mining,  Engineering,  fcc, 
with  the  proper  Accents  and  the  Gender  of  every  Noun.  By  AIfrxd  ELwaa. 
4s. ;  cloth  boards,  ss.    %*  Or  with  fiie  GRAMMAa,  doth  boards,  68. 

55*  Portuguese  GramRiar,  in   a  Simple  and  Pntctical  Form. 

With  a  Course  of  Exercises.    By  Ai,rKBD  Elwss.    is.  6d. 

56.  Portuguese-English   and    English-Portuguese   Dic- 
tionary.   Including  a  large  number  of  Technical  Terms  used  in  Mining, 
Engineerhi'g,  tee.,  ^fh  th6  proper  Accents  and  the  Gender  of  every  Noon. 
:  By  Alpbed  Elwbs.    s».  ;  cloth   boards,  6s.    %•  Or  with  the  Gbammab. 
doth  boards,  7s. iS^ust  ^blishU, 

HEBREW. 
46*.  Hebremr  iGrammar.    By  Dr.  Bressiau.    is.  6d. 
44.  Hebre^nr  and  English  Dictionary,  Biblical  and  Rabbmical; 

containing  the  Hebrew  and  Chaldee  Rooto  of  the  Old  Testament  Post-  . 
Rabbinical  Writings.  By  Dr.  Brbsslau.  6s.  i 

46.  English  and  Hebreiv  Dictionary.    By  Dr.  Bkessiau.   .32. 1 
44*46.  Hebre^nr  Dictionary  (ai  rfbove),  in  Two  Vols.,  complete,  witfc  ! 

4<*'      the  Grammab.  cloth  boards,  12s. 
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LATIN. 

19.  Ldtin  Grammar.    Containing  the  Inflections  and  Elementary 

Principles  of  Translation  and  Construction.    By  the  Rev.  Thomas  Goodwin, 
M.A.,  Head  Master  of  the  Greenwich  Proprietary  School,    is. 

to.  Latin-En|;Ilsh  Dictionary.  By  the  Rev.  TnouAs  Goodwin, 

M.A.    ss. 

22.  Bnglish-Latin   Dictionary;  together  with  an  Appendix  of 

French  and  Italian  Words  which  have  their  origin  from  the  Latin.     By  the 
'Rev.  Thomas  Goodwin,  M.A.    zs.  6d. 
£0,22.  Latin  Dictionary  (as  above).    Complete  in  One  Vol.,  3s.  6d. 
cloth  boards,  4s.  6d.    %*  Or  with  the  Grammar,  cloth  boards,  5s.  6d. 

LATIN  CLASSICS.     With  Explanatory  Notes  in  English. 
Id  Latin  Delectus.    Containing  Extracts  from  Classical  Authors, 
with  Genealogical  Vocabularies  and  Explanatory  Notes,  by  H.  Youno.  is.  6d. 

2.  Gsesaris  Commentarii  de  Bello  Gallico.  Notes,  and  a  Geographical 

Register  tor  the  Use  of  Schools,  by  H.  Touno.    ss. 

3.  Cornelius  Nepos.    With  Notes.    By  H.  Young,    is. 

4.  TirgllU  Maronis  Bucolica  et  Georgica.  With  Notes  oH  the  Buco- 

lics by  W.  RuSHTON,  M.A.,  and  on  the  Georgics  by  £t.  't'OUNO.    is.  6d. 

j.  Vlrgiili  Maronis  JCneis.  With  Notes,  Critical  and  Explanatory, 
by  H.  TouNQ.  New  Edition,  revised  and  improved  'V^ith  coMous  Addi- 
tional Notes  by  Rev.  T.  H.  L.  LbXry,  D.C.L.,  formerly  Scholar  ot  Brasenose 
College,  Oxlord.    3s. 

5*  — Part  X.    Books  i.— vi.,  is.  6d. 

.«• Part  2.    Books  vii.-xii.,  ss.  "  *  -•"■ 

6.  Horace;  Odes,  Epode,  and  Carmen  Ssecnlare.     Notes  by  H. 

Young,    zs.  m. 

7.  Horace ;  Satires,  Epistles,  and  Ars  Poetica.  Notes  by  W.  Brown- 

RioQ  Smitb,  M.A.,  F.R.G.S.    is.  6d. 

8.  Sallustii  Crispi  Cataliria  et  BeHtim  Jtigm-tljliittm.  Notes,  Critical 

and  Explanatory,  by  W.  M.  Donmb,  B  A.,  Trizj.  Coll.,  Cam.    li.  6d. 

9'.  Terentil  Aadria  et  Heautontimorumenos.    With  Notes,  Critical 

and  Explanatory,  by  the  Rev.  Jambs  Davibs,  M.Ai    zs.  6d. 

10.  Terentil  Adelpbf  ^  Heeyra,  Ffaormio.  Edited,  with  Notes,  Critical 
and  Explanatory,  b^  the  Rev.  Jambs  DavibS,  M  Jl.    2^. 

ti.  Terentil  Eunuchus,  Comoedia.   Notes,  by  Rev.  J.  JDaviss,  M.A. 

IS.  6d. 

i±.  Ciceronis  Otatio  pro  Seito  Roscio  Amerino.    Edited,  with  an 

Introduction,  Analysis,  and  Notes,  Explanatory  and  Critical,  by  the  Rev. 
Jambs  Davibs,  M.A.    is.  6d. 

tj.  Ciceronis  Orationes  in  Catilinam,  Verrem,  et  pro  Archia. 
With  Introduction,  Analysis,  and  Notes,  Explanatory  and  Critical,  by  Rev. 
T.  H.  L.  Lbary,  D.CL.  formerly  Scholar  ol  Brasenose  College,  Oxford, 
zs.  6d. 

14.  Ciceronis  Cato  Major,  Lselius,  Brutus,  sive  de  Senectute,  de  Ami- 

citia,  de  Claris  Oratoribus  Dialog!.    With  Notes  by  W.  Bro^tnrioo  Smith, 
M.A.,  F.R.G.S.    ss. 

i6'.  Livy  i  History  of  Rome.  fTotes  by  H.  £otJNa  and  W.  B.  Smith, 

lijL,    Part  I.    Books  i.,  ii.,  is.  6d. 

i6*.  — — ~—  Part  ».    Books  iii.,  iv.,  v.,  is.  6d. 
17.  —  Pa!ft  3.    BooK^  xxi.,  xxii.,  IS.  6d, 

19.  Latin  Yerse  Selections,  Irom  Catullus,  Tibullus,  Propertins, 

and  Ovid.  Notes  by  W.  B.  Donnb,  M.A.,  Trinity  College,  Cambridge,    ss. 

20.  L:atin  Prose   Selections,  from  Varro,  Columella,  Vitruvias, 

Seneca,  Uumtilian,  Floras,  Velleius  Paterculiis,  Valerius  Maximus  Sneto- 
Dins,  Apuleius,  &c.    Notes  by  W.  B.  Donnb,  M.A.    ss. 

SI.  Juvenaiis  Satirse.  With  Prolegomena  and  Notes  by  T.  H.  S. 
j£scoTT,  BA.,  LrOcturer-on  Logic  at  King's  College,  London,    ss. 
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t4.  Greek  Graxnxnar,  in  accordance  with  the  Principles  and  Philo 

logica]  Researches  of  the  most  eminent  Scholars  of  om  owB  da}'.    By  HAM 
Clauci  Hamilton,    is.  6d. 
I  r  I  J,  Greek  Lexicon.  Containing  all  the  Words  in  General  Use,  with 

their  Significations,  Inflections,  and  Doubtful  Quantities.  By  Hbnrt  R. 
Hamilton.  Vol.  i.  Greek -English,  2s.  6d. ;  Vol.  a.  English-Greek,  2S.  Of 
the  Two  Vols,  in  One,  4s.  6d. :  cloth  boards,  5s. 

14,15.  Greek  Lexicon  (as  above).    Complete,  with  the  Grammar,  in 

17.      One  Vol.,  cloth  boards,  6s. 
GK£EK  CLASSICS.    With  Explanatory  Notes  in  English. 
I.  Greek  Delectus.    Containing  Extracts  from  Classical  Authors, 

with  Genealogical  Vocabularies  and  Explanatory  Notes,  by  H.  Youmg.  New 
Edition,  with  an  improved  and  enlarged  Supplementaiy  Vocabulary,  by  John 
Hutchison,  MJl.,  of  the  High  School,  Glasgow,    is.  6d.   ^      _,  _ 

t,  3.  Xenophon's  Anabasis;  or,  The  Retreat  of  the  Ten  Thonsand. 
Notes  and  a  Geographical  Register,  by  H.  Young.  Part  1.  Books  i.  to  m, 
w.    Part  t.  Books  iv.  to  vii.,  is.  _,      ,-,     ^  ,  „  .      ,       .*l 

4.  Lucian's  Select  Dialogues.    The  Text  carefully  revised,  with 
Grammatical  and  Explanatory  Notes,  by  H.  Young,    is.  6d. 
Q-ia    Homer-  The  Works  of.    Accordmg  to  the  Text  of  Baeumlsin. 

'     With  Notes,  Critical  and  Explanatory,    drawn  from  the  best  and  latttl 
Authorities,  with  Preliminary  Observations  and  Appendices,  by  T.  H.  L. 

IHB  Iliad  :        Part  i.  Books  i.  to  vi.,  is.6d.       Part  3.  Books  xiii.  to  xviu.,  is.  64 
jiij-«  p^^  ^  Books  vii.  to  xii.,  is.  6d.      Part  4.  Books  xix.  to  xxiv.,  is.  fid. 

The  Odyssxy;  Part  i.  Books  i.  to  vi.,  is.  6d         Part  3.  Books  xiii.  to  xviii.,  is.  6i 
*"■  Partt.  Booksvu.toxii.,is.6d.      Part  4.  Books  xix.  to  xxiv.,  as* 

Hymns,  2s. 
M.  Plato's  DialOflTues:   The  Apology  of  Socrates,  the  Crito,  and 
^    ^he  Ph»do    FronSe  Text  of  C.  F.*HBRliANN.   Edited  with  Note.,  Criticil 
and  Explanatory,  by  the  Rev.  Jambs  Davibs,  M.A.    2s. 
14.17.  Herodotus,  llie  History  of,  chiefly  after  the  Text  of  Gajsfo^ 
With  Preliminary  Observations  and  Appendices,  and  Notes,  Critical  «a8 
Explanatory,  by  T.  H.  L.  Lbary,  M.A.,  D.C.L. 
^  Part  I.    Books  i.,  ii.  (The  Cbo  and  Euterpe),  as. 

Partt.    Books  iii.,iv.  (The  Thalia  and  Melpomene),  2S. 
Part  3.    Books  v.-vu.  (The  Terpsichore,  Erato,  and  Polymnia),  as. 
Part  4.    Books  viii.,  ix.  (The  Urania  and  Calliope)  and  Index,  is.  6d. 
18.  Sophocles!  CEdipusTyrannns.    Notes  by  H.  Young,     is. 
ao.  Sophocles :   Antigone.    From  the  Text  of  DmDORF.     Notes, 

Critical  andExplanatory,by  the  Rev.  John  Milnbr,  B.A.    m/ 

tx,  Euripides :  Hecuba  and  Medea.    Chiefly  from  gie  Text  of  Dnr- 
^      DORF.    With  Notes.  Critical  and  Explanatory,  by  W.  Brownbigg  Smith, 

26.  E^rip!de?f  Alc^s'tii.    Chiefly  from  ^e  Text  of  Dindorf.  With 

Notcr  Critical  and  Explanatory,  by  John  Ma«iR,B  A.    M-oa. 
«>    vEschvius  ■  Prometheus  Vinctus :  The  Prometheus  Bound.  From 
^'     ft.  T.  IrfD/NDORrESted,  ■-ith  EngUd.  Not*.  Critical  and  Explanatorj, 

by  the  Rev.  Jamhs  Davibs,  M.A.    is.  _      _  •    i.  t^  v 

1*    >Eschvlus:  Septem  Contra  Thebes :  The  Seven  against  Thel^ 
^         From  fte  TexJ  oI5.n«)RP.    Edited,  ,rith  EnglUb  Kote.,  Critical  «id  Kl- 
planatory,bytheRev.jAiiisDAV«s,MA.    is.       •,„..__ 

♦a  Aristophanes!  Achamians.    ChieHy  from  fte  Text  of  C.  R 

Waisx     With  Notes,  by  C.S.T.Towi«BmND,M.A.t«.6d. 

41   Thu?ydidesVffi^toryofthePelopomiesianWar.    Notes  by  H. 

4*.XeTopho*S^sPantByrlconAgesilaxis.    Notes  «.d  Int.* 

«    D«mosth^nes^"l?hrOiitiok1;n  the  Crown  «id  the  Phffippic* 

«•  ^TEn^glhhNoSi.  ^'R«.T.H.I,.LiURT,D.C.L,fom,rlySdK,&rrt 

Brascaose  CoUege,  Oxford,    is.  6d. ^ 
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7,  Si'ATlOJifihS^  rtAtLCOUkT,  LOfiDON,  E.dv 
April,  1885. 

A  CATALOGUE  OF  BOOKS 

INCLUDING   MANY   NEW  AND   STANDARD  WORKS  IN 

ENGINEERING,  MECHANICS,  ARCHITECTURE, 

CARPENTRY,  MININQ,  NAVAL  ARCHITECTURE, 

SCIENCE,  MATHEMATICS,   THE  INDUSTRIAL  ARTS. 

MANUFACTURES,  AGRICULTURE,  QARDSNIN6, 

ESTATE  MANAGEMENT,  &o. 

PUBLISHED  BY 

CROSBY    LOCKWOOD    &    CO. 


CIVIL  ENGINEERING,  SURVEYING,  etc. 


The  Water  Supply  of  Cities  and  Towns, 

A  COMPREHENSIVE  TREATISE  on  the  WATER-SUPPLY 
OF  CITIES  AND  TOWNS.  By  William  Humber,  A-M.  Inst.  C.E.,  and 
M.  Inst«  M.E.,  Author  of  "Cast  and  Wrought  Iron  Bridge  Construction," 
&c.,  &c.  Illustrated  with  50  Double  Plates,  x  Single  Plate,  Coloured 
Frontispiece,  and  upwards  of  250  Woodcuts,  and  containing  400  pages  of 
Text.    Imp.  4to,  £6  6$.  elegantly  and  substantially  half-bound  m  morocco. 

Liit  of  Contents. 


I.  Historical  Sketch  of  some  of  the  ineans 
that  have  beea  adopted  for  the  Supply  of  Water 
to  Cities  and  Towns.— II.  Water  and  the  Fo- 
reign Matter  usually  associated  with  it.— III. 
Rainfall  and  Evaporation.— IV.  Springs  and 
the  water-bearing  formation.s  of  various  dis- 
tricts.— V.  Measurement  and  Estimation  of  the 
flow  of  Water— VI.  On  the  Selection  of  the 
Source  of  Supply.— VII.  Wells.— VIII.  Reser- 
voire. — IX.  The  Purification  of  Water.— X. 
Pumps.  —  XI.    Pumping    Machinery.  —  XII. 


Conduits.- XI 1 1.  Distribution  of  Water.-XlV. 
Meters,  Service  Pipes,  and  House  Fittings.— 

XV.  The  Law  and  Economy  of  Water  Works. 

XVI.  Constant  and    Intennittent   Supply.— 

XVII.  Description  of  Plates. —  Appendice<>. 

Sivinjr  Tables  of  Rates  of  Supply,  Velocities. 
cc  &Cy  together  with  Specifications  of  several 
Works  Ulustrated,  among  which  will  be  found 
Aberdeen,     Bideford,    Canterbury,    Dundee 
Halifax,  Lambeth,    Rotherham,   Dublin,  and 
othere. 


"  The  most  systematic  and  valuable  work  upon  water  supply  hitherto  produced  in  English,  or 
in  any  other  language.    .    .    .     Mr.  Humber  s  work  is  characterised  almost  throughout  by  an 
exhaustiveness  much  more  distinctive  of  French  and  German  than  of  English  technical  treatises. 
— EMgineer. 

"  We  can  congratulate  Mr.  Humber  on  having  been  able  to  give  so  large  an  amount  of  infor- 
mation on  a  subtect  so  important  as  the  water  supply  of  cities  and  towns.  The  plates,  fiftjr  iu 
number,  are  mostly  drawings  of  executed  works,  and  alone  would  have  commanded  the  attention 
of  every  engineer  whose  practice  may  lie  in  this  branch  of  the  profession."— if »iAffr. 

Cast  and  Wrought  Iron  Bridge  Construction. 

A  COMPLETE  AND  PRACTICAL  TREATISE  ON  CAST 
AND  WROUGHT  IRON  BRIDGE  CONSTRUCTION,  including  Iron 
Foundations.  In  Three  Parts — Theoretical,  Practical,  and  Descriptive.  By 
William  Humber,  A-M.  Inst.  C.E.,  and  M.  Inst.  M.E.  Third  Edition,  Re- 
vised and  much  improved,  with  115  Double  Plates  (20  of  which  now  first 
appear  in  this  edition),  and  numerous  Additions  to  the  Text.  In  Two  Vols., 
imp.  4to,  £6  16s.  6d.  half-bound  in  morocco. 

"A  very  valuable  contribution  to  the  standard  literature  of  civil  enginecriiMr.  In  addition  tu 
elevations,  plans  and  sections,  large  scale  details  are  given,  which  very  much  enhance  the  instruc- 
tive worth  of  these  illustrations.  No  engineer  ^rouIc^^villingly  be  without  so  valuable  a  fund  of 
mformation.'— Civil Efi£ineer and  Architect's  yournat. 

"Mr.  number's  stately  volumes,  lately  issued— in  which  the  most  important  bridges  erected 
during  the  last  five  years,  under  the  direction  of  the  late  Mr.  Brunei,  Sir  W.  Cubitt,  Mr.  Hawk- 
sluw,  Mr.  Page.  Mr.  Fowler.  Mr.  Hemans,  and  others  among  our  most  eminent  engineers,  are 
drawn  and  specified  in  great  detail."— ^^rv^/t^^r. 


CROSBY  LOCKWOOb  <^  CO.'S  CATALOGUE. 


H UMBER'S  GREAT  WORK  ON  MODERN  ENGINEERING. 

Complete  in  Four  Volumfes,  imperial  4to,  price  £i2  i2s.,  half-morocco,  each 

Volume  sold  separately  as  follows : — 

A  RECORD  OF  THE  PROGRESS  OF  MODERN  ENGINEER- 
ING. First  Series.  Comprising  Civil,  Mechanical,  Marine,  Hydraulic, 
Railway,  Bridge^  and  other  Efngineering  Works,  &c.  By  William  Humber, 
A-M.  Inst.  C.E.,  &c.  Imp.  4to,  with  36  Double  Plates,  drawn  to  a  large  scale. 
Photographic  Portrait  of  John  Hawkshaw,  C.E.,  F.R.S.,  &c.,  and  copious 
descriptive  Letterpress,  Specifications,  &c.,  £s  35.  half-morocco. 

List  of  the  Plates  and  Diagrams. 

Victoria  Station  and  Roof,  L.  B.  &  S.  C.  R. 
S  plates) ;  Southport  Pier  (a  plates) ;  Victoria 
StatioD  and  Roof,  L.  C.  &  D.  and  G.  W.  R.  (6 
plates);  Roof  of  Cremorne  Mnsic  Hall ;  Bridgre 
over  G.  N.  Railway  ;  Roof  of  Station.  Dutch 
Rhenish   Rail   (a  plates);    Bridge    over    the 

"  Handsomely  lithographed  and  printed.  It  will  find  fiivour  with  many  who  desire  to  presenre 
in  a  permanent  form  copies  of  the  plans  and  specifications  prepared  for  the  guidance  of  the  con- 
tractors for  many  important  engineering  works.'  —Engineer. 


Thames.  West  London  Extension  Railway  (5 

flates);  Armour  Plates:  Suspension  Bridge, 
hames  (4  plates);  The  Allen  Engine;  Sus> 
pension  Brioee,  Avon  (3  plates) ;  Underground 
Railway  (3  plates). 


NUMBER'S  RECORD  OF  MODERN  ENGINEERING.  Second 
Series.  Imp.  4to,  with  36  Double  Plates,  Photographic  Portrait  of  Robert 
Stephenson,  C.E.,  M.P.,  F.R.S.,  &c.,  and  copious  descriptive  Letterpress, 
Specifications,  &c.,  £3  3s.  half-morocco. 

List  of  the  Plates  and  Diagrams. 

Birkenhead  Docks.  Low  Water  Basin  (15 
plates);  Charing    Cross   Station   Roof.  C.  C 


Railway  (3  plates) ;  Digswell  Viaduct,  Great 
Northern  Railway ;  Robbery  Wood  Viaduct, 
Great  Northern  Railway;  Iron  Permanent 
Way;  Clydach  Viaduct.  Merthyr,  Tredegar, 


and  Abers^venny  Railway;  Ebbw  Viaduct, 
Merthyr,  Tredegar,  and  Abeigavenny  Rail- 
way ;  Collie  Wood  Viaduct.  Comwjill  Rail- 
way ;  Dubhn  Winter  Palace  Roof  (3  plates) ; 
Bridge  over  the  Thames,  L.  C.  &  D.  Railway 
(6  plates) ;  Albert  Harbour,  Greenock  (4  plates). 


'  Mr.  Humber  has  done  the  profession  good  and  true  service,  by  the  fine  collection  of  examples 
he  has  here  brought  before  the  profession  and  the  p\xh)xc."— Practical  Mechanic's  ycumal. 

HUMBERTS  RECORD  OF  MODERN  ENGINEERING.  Third 
Series.  Imp.  4.10,  with  40  Double  Plates,  Photographic  Portrait  of  J.  R. 
M'Clean,  Esq.,  late  Pres.  Inst.  C.E.,  and  copious  descriptive  Letterpress, 
Specifications,  &c.,  £3  3s.  half-morocco. 

List  of  the  Plates  and  Diagrams. 
MAIN  drainage.  Metropolis.— A^<?r^A 

Side. — Map  showing  Interception  of  Sewers ; 
Middle  Level  Sewer  (2  plates) ;  Outfall  Sewer, 
Bridge  over  River  Lea  (3  plates) ;  Outfall  Sewer, 
Bridge  over  Marsh  Lane,  North  Woolwich 
Railway,  and  Bow  and  Barking  Railway  June, 
tion;   Outfall  Sewer,  Bridge  over   Bow   and 


Barking  Railway   (3   plates);   Outfall   Sewer, 
ido 


Sewer,  Reservoir  and  Outlet  (4  plates) ;  Outfall 
Sewer,  Filth  Hoist ;  Sections  of^Sewers  (North 
and  South  Sides). 

Thames  Embankment.— Section  of  River 
Wall  \  Steamboat  Pier,  Westminster  ja  plates), 
Landmg  Stairs  between  Charing  Cross  and 
Waterloo  Bridges ;  York  Gate  (2  plates) ;  Over- 
flow and  Outlet  at  Savoy  Street  Sewer  (3  plates) ; 
Steamboat  Pier,  Waterloo  Bridge  (3  plates) ; 
Junction  of  Sewers.  Plans  and  Sections ; 
Gullies,  Plans  and  Sections;  Rolling  Stock; 
Granite  and  Iron  Forts. 


Bridge  over  East  iJondon  Waterworks  Feeder 
<3plate^;  Outfall  Sewer,  Reservoir  (2  plates); 
Outfall  Sewer.  Tumbling  Bay  and  Outlet ;  Out- 
fall Sewer,  Penstocks.  South  5i<flSf.— Outfall 
Sewer.  Bermondscy  Branch  (2  plates) ;  Outfall 

'•  The  drawings  have  a  constantly  increasing  value,  and  whoever  desires  to  possess  clear  repre- 
sentations of  the  two  great  works  carried  out  by  our  Metropolitan  Board  wil  obtain  Mr.  Humber's 
volume."— i?«^'«</r. 

HUMBER'S  RECORD  OF  MODERN  ENGINEERING,  Fourth 
Series.  Imp.  4to,  with  36  Double  Plates,  Photographic  Portrait  of  John 
Fowler,  Esq.,  late  Pres.  Inst.  C.E.,  and  copious  descriptive  Letterpress, 
Specifications,  &c.,  £^  3s.  half-moiocco. 

List  of  the  Plates  and  Diagrams. 


Abbey  Mills  Pumping  Station,  Main  Drain- 
age, Metropolis  (4  plates) ;  Barrow  Docks  (j 
plates) ;  Manquis  Viaduct,  Santiago  and  Val- 
paraiso Railway  (2  plates) ;  Adam's  Locomo- 
tive, St.  Helen's  Canal  Railwav  (2  plates) ; 
Cannon  Street  Station  Roof,  Cnanng  Cross 
Railway  (3  plates) ;  Road  Bridge  over  the  River 
Moka  (2  plates) ;  Telegraphic  Apparatus  for 


Mr 


Mesopotamia;  Viaduct  over  the  River  Wye, 
Midland  Railwiav  (3  plates) ;  St.  Gennans  Via- 
duct, Cornwall  Railway  (2  plates);  Wrought- 
Iron  Cylinder  for  Diving  Bell ;  MiUwall  Docks 
(6 plates);  Milroy's  Patent  Excavator;  Metro- 
politan District  Railway  (6  plates) ;  Harbours 
Ports,  and  Breakwaters  (3  plates). 


"We  gladly  welcome  another  year's  issue  of  this  valuable  publication  from  the  able  pen 
Humber.    The  accuracy  and  general  excellence  of  this  work  are  well  known,  while  its  uselu.. 
iiessm  giving  the  measurements  and  details  of  some  of  the  latest  examples  of  engineerimr  a« 
earned  out  by  the  most  eminent  men  in  the  profession,  cannot  be  too  highly  prized."- A rfijf^t' 


of 
useful- 


CIVIL  E^GWMERING,  SURVEYING,  etc. 


Hints  oiT Sketching  Ground.  Colonial  Survey- 
ing. —  Chap.  XI.  Geodesical  Operations  con- 
nected witn  a  Trif^onometrical  Survey.— Chap. 


Trigonometrical  Surveying* 

AN  OUTLINE  OF  THE  METHOD  OF  CONDUCTING  A 
TRIGONOMETRICAL  SURVEY,  for  the  Formation  of  Geographical  and 
Topographical  Maps  and  Plans,  Military  Reconnaissance ^  Levelling^  &c.,  with 
Useful  Problems,  FonxiulaB,  and  Tables.  By  Lieut.-General  pROMBf  R.E. 
Fourth  Edition,  Revised  and  partly  Re-written  by  Captain  Charles 
Warren,  R.E.    With  19  Plates  and  1x5  Woodcuts,  royal  8vo,  16s.  cloth. 

Conteu£s.—Chap.  I.  General  Outline  of  the 
System  of  carrying  on  a  Trigonometrical  Sur- 
vey.—Chap.  II.  Nuasurements  of  a  Base  Line. 
—Chap.  III.  Triangulation.— Chap.  IV.  Interior 
'FiUiiw-ln  of  a  Survey,  either  entirely  or  partially 
by  Measurement.  —  Chap.  V.   LeveQing'  and 

Contourinfif.  —  Chap.  VI.   Levelling^  by  Baro-    |    XII.  Practical  Astronomy.— Problems,  Tables, 
meter  and  Thermometric  Hypsonieter.— Chap,    i    &c. 

"The  simple  C&ct  that  a  fourth  edition  has  been  called  for  is  the  best  testimony  to  its  merits. 
No  words  of  praise  from  us  can  strengthen  the  position  so  well  and  so  steadily  maintained  by  this 
work.  Captain  Warren  has  revised  the  entire  work,  and  made  such  additions  as  were  necessary  to 
bring  every  portion  of  the  contents  up  to  the  present  date."— Broad  Arrow. 

Oblique  Bridges* 

A  PRACTICAL  AND  THEORETICAL  ESS  A  Y  ON  OBLIQUE 
BRIDGES.  With  13  large  Plates.  By  the  late  George  Watson  Buck, 
M.I.C.E.  Third  Edition,  revised  \)y  his  Son,  J.  H.  Waxson  Buck,  M.I.C.E.  ; 
and  with  the  addition  of  Description  to  Diagrams  for  Facilitating  the  Con- 
struction of  Oblique  Bridges,  by  '^.  H.  Barlow,  M.I.C.E.  Royal  8vo,  12s. 
cloth. 

*'  The  standard  text-book  for  all  engineers  refrarding  skew  arches  is  Mr.  Buck's  treatise,  and  it 
would  be  impossible  to  consult  a  better.  '—Eugirteer. 

"  Mr.  Buck's  treatise  is  recognised  as  a  standard  text-book,  and  his  treatment  has  divested  the 
subject  of  many  of  the  intricacies  supposed  to  belong  to  it.  As  a  guide  to  the  engineer  and  archi- 
tect, on  a  confessedly  difficult  subject,  Mr.  Buck's  work  is  unsurpassed."— ^mi/t/^m^  News. 

Bridge  Construction  in  Masonry ^  Timber  and  Iron. 

EXAMPLES  OF  BRIDGE  AND  VIADUCT  CONSTRUC- 
TION OF  MASONRY,  TIMBER,  AND  IRON.  Consisting  of  46  Plates  from 
the  Contract  Drawings  or  Admeasurement  of  select  Works.  By  W.  D. 
Haskoll,  C.E.  Second  Edition,  with  the  addition  of  554  Estimates,  and  the 
Practice  of  Setting  out  Works.  Illustrated  with  6  pages  of  Diagrams.  Imp. 
4to,  £2  12s.  6d.  half-morocco. 

"  A  work  of  the  present  nature  by  a  man  of  Mr.  HaskoU's  experience  must  prove  invaluable. 
The  tables  of  estimates  will  considerably  enhance  its  value."— Zfn^iMMrMrf. 

Earthwork, 

EARTHWORK  TABLES,  Showing  the  Contents  in  Cubic 
Yards  of  Embankments,  Cuttings,  &c.,  of  Heights  or  Depths  up  to  an  average 
of  80  feet.  By  Joseph  Broadbent,  C.E.,  and  Francis  Campin,  C.E.  Crown 
8vo,  5s.  cloth. 

"The  way  in  which  accuracy  is  attained,  by  a  simple  division  of  each  cross  section  into  three 
elements,  two  in  which  are  constant  and  one  variable,  is  ingenious."— ^/'A<ff«w//f. 

Barlow's  Strength  of  Materials,  enlarged. 

A  TREATISE  ON  THE  STRENGTH  OF  MATERIALS; 
with  Rules  for  Application  in  Architecture,  the  Construction  of  Suspension 
Bridges,  Railways,  &c.  By  Peter  Barlow,  F.R.S.  A  New  Edition,  revised 
by  his  Sons,  P.  W.  Barlow,  F.R.S.,  and  W.  H.  Barlow,  F.R.S. ;  to  which 
are  added.  Experiments  by  Hodokinson,  Fairbairn,  and  Kirkaldy  ;  and 
Formulae  for  Calculating  Girders,  &c.  Arranged  and  Edited  by  W.  Humber, 
A-M.  Inst.  C.E.  Demy  8vo,  400  pp.,  with  19  large  Plates  and  numerous 
Woodcuts,  i8s.  cloth. 

"  Valuable  alike  to  the  student,  tyro,  and  the  experienced  practitioner,  it  will  always  rank  in 
future  as  it  has  hitherto  done,  as  the  standard  treatise  on  that  particular  subject."— En^i/teer. 

"  A  book  which  no  engineer  of  any  kind  can  afford  to  be  without."— Ct'/ZiVry  Guardian. 

•*  There  is  no  greater  authority  than  Barlow."— ^«iZrf»«^  News. 

'  The  book  is  undoubtedly  worthy  of  the  highest  commendation,  and  of  an  honourable  place 
in  the  library  of  every  oigiaoer."— Mining  7oumai. 

"...  As  a  scientific  work  of  the  first  class,  it  deserves  a  foremost  place  on  the  bookshelves 
of  every  civil  engineer  and  practical  mechanic." — English  Mechanic. 
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Survey  Practice* 

AID  TO  SURVEY  PRACTICE,  for  Referena  in  Surveying,  Level- 
ling,  SeUing-out  and  in  Route  Surv^s  of  Travellers  by  Land  and  Sea.  With 
Tables,  Illustrations,  and  Records.  By  Lewis  D'A.  Jackson,  A.M.I.C.E., 
Author  of  **  Hydraulic  Manual/' "  Modem  Metrology,"  &c.  Large  crown  8vo, 
izs.M.  cloth. 

"  Mr.  Jackson  has  prodaced  a  valuable  vade-meeum  for  the  surveyor.  We  can  recommend 
this  book  as  containing  an  admiiaUe  supplement  to  the  teaching  of  the  accomplished  surveyor."— 

"We  cannot  recommend  to  the  student  who  knows  something  of  the  mathematical  principles 
of  the  subject  a  better  course  than  to  fortify  his  practice  in  the  Idd  under  a  competent  surveyor 
«ith  a  study  of  Mr.  Jackson's  useful  auattiaL"—BuiidiH£- JVevs. 

"  The  author  brings  to  his  work  a  fortunate  nmon  of  theory  and  practical  experience  which* 
aided  by  a  clear  and  ludd  style  of  writing,  renders  the  book  a  very  useful  oxat"— Builder. 

LeveUtng* 

A  TREATISE  ON  THE  PRINCIPLES  AND  PRACTICE  OF 
LEVELLING.  Showing  its  Application  to  purposes  of  Railway  and  Civil 
Engineering,  in  the  Construction  of  Roads ;  with  Mr.  Telford's  Rules  for  the 
same.  Bj  Frkdbrick  W.  Simms,  F.G.S.,  M.  Inst.  C.E.  Seventh  Edition,  with 
the  addition  of  Law's  Practical  Examples  for  Setting-out  Railway  Curves,  and 
Trautwine's  Field  Practice  of  Laymg-out  Circular  Curves.  With  7  Plates 
and  numerous  Woodcuts,  8vo,  8s.  6d.  cloth.  %*  Trautwims  on  Curves, 
separate,  5s. 
"  The  text-book  on  levelling  in  most  of  our  engineering  schools  and  colleges. ** — En^ttter. 

"  The  publishers  have  rendered  a  substantial  service  to  the  profesaon,  especially  to  the  younger 
members,  by  bringing  out  the  present  edition  of  Mr.  Simms'  useful  ■woik."—£ftjrifteerin£: 

TunneUifig. 

PRACTICAL  TUNNELLING.  Explaining  in  detail  the  Setting- 
out  of  the  works,  Shaft-sinking  and  Heading-driving,  Ranging  the  Lines  and 
Levelling  underground,  Sub-Excavating,  Timbering,  and  the  Construction 
of  the  Bnckwork  of  Tunnels,  with  the  amount  of  Labour  required  for,  and  the 
Cost  of,  the  various  portions  of  the  work.  By  Frederick  W.  Simms,  F.G.S., 
M.  Inst.  C.E.  Third  Edition,  Revised  and  Extended  by  D.  Kinnear  Clark, 
M.  Inst.  C.E.  Imp.  8vo,  with  21  Folding  Plates  and  numerous  Wood  Engrav- 
iQgs,  30s.  cloth. 


'  The  estimation  in  which  Mr.  Simms'  book  on  tunnelling  has  been  held  for  over  thirty  yean 

at  be  more  truly  expressed  than  in  the  words  of  the  late  Professor  Rankine : — '  The  bebt 

source  of  information  on  the  subject  of  tunnels  is  Mr.  F.  W.  Simms' work  on  Practical  Tunnellnig.' " 


—.irchitect. 

"  It  has  been  regarded  from  the  first  as  a  text-book  of  the  subject Mr.  Clark  has 

added  immensely  to  the  value  of  the  book." — Engineer. 

"  The  additional  chapters  by  Mr.  Clark,  containing  as  they  do  numerous  examples  of  modem 
practice,  bring  the  book  well  up  to  daXc"— Engineering. 

StaticSf  Graphic  and  Analytic. 

GRAPHIC  AND  ANALYTIC  STATICS  Jn  Theory  and  Compari- 
son :  Their  Practical  Application  to  the  Treatment  of  Stresses  in  Roofs,  Solid 
Girders,  Lattice,  Bowstrmg  and  Suspension  Bridges,  Braced  Iron  Arches  and 
Piers,  and  other  Frameworks.  To  which  is  added  a  Chapter  on  Wind  Pres- 
sures. B^  R.  Hudson  Graham,  C.E.  With  numerous  Examples,  many  taken 
from  existing  Structures.    8vo,  i6s.  cloth. 

'  *  Mr.  Graham's  book  will  find  a  place  wherever  graphic  and  analytic  statics  are  used  or  studied. 
Enginter. 

"  This  exhaustive  treatise  is  admirably  adapted  for  the  architect  and  engineer,  and  will  tend 
to  wean  the  profession  from  a  tedious  and  laboured  mode  of  calculation.  To  prove  the  accuracy  of 
the  graphical  demonstrations,  the  author  compares  them  with  the  analytic  formuke  given  by  Kan 
k'm:"—Suiiding  News. 

"  The  work  is  excellent  from  a  practical  point  of  view,  and  has  evidently  been  prepared  with 
much  care.  The  directions  for  working  are  ample,  and  are  illustrated  by  an  abundance  of  Hell- 
selected  examples.    It  is  an  excellent  text-book  for  the  practical  draughtsman."— .^/Aew^rKwi. 

Strains,  FormtilcB  and  IHagramsfor  Calculation  of. 

A  HANDY  BOOK  FOR  THE  CALCULATION  OF  STRAINS 

IN  GIRDERS  AND  SIMILAR  STRUCTURES^  AND  THEIR  STRENGTH. 

Consisting  of  Formulaa  and  Corresponding  Diagrams,  with  numerous  details 

for  Practical  Application,  &c.    By  William  Humber.  A-M.  Inst.  C.E.,  &c. 

Third  Edition.    Crown  8vo,  nearly  100  Woodcuts  and  3  Plates,  ys.  6d,  cloth. 

•'  The  formulae  are  neatly  expressed,  and  the  diagrams  good."—Athena:um. 

.    .  "W*  heartily  commend  this  really  hattdy  book  to  our  engineer  and  architect  readers."-£«^. 
its/t  MtCntttttc.  • 


CIVIL  ENGINEERING,  SURVEYING,  etc. 


Hydraulic  Tables. 

HYDRAULIC  TABLES,  CO-EFFICIENTS, and  FORMULAE 
for  finding  the  Discharge  of  Water  from  Orifices,  Notches,  Weirs,  Pipes,  and 
Rivers,  with  New  ForinulaB,  Tables  and  General  Information  on  Rainfall, 
Catchment- Basins,  Drainage,  Sewerage^  Water  Supply  for  Towns  and  Mill 
Power.  By  John  Neville,  Civil  Engmeer,  M.R.I. A.  Third  Edition,  care* 
fully  revised,  with  considerable  Additions.  Numerous  Illustrations.  Crown 
8vo,  145.  cloth. 

"  Alike  Taluable  to  students  and  engineers  in  practice ;  its  study  will  prevent  the  annoyance  of 
avoidable  failures,  and  assist  them  to  select  the  readiest  means  of  successfully  carrying  out  any 
given  work  connected  with  hydraulic  engineering."— Af^M^M^  yourtia/. 

"  It  is,  of  all  English  books  on  the  subject,  the  one  nearest  to  completion.  .  .  .  From  the 
good  arrangement  of  the  matter,  the  clear  explanations,  and  abundance  of  formulae,  the  carefully 
calculated  tables,  and,  above  all,  the  thorough  acquaintance  with  both  theory  and  construction, 
which  is  displayed  from  first  to  last,  the  book  will  be  found  to  be  an  acquisition.  —^rcAttoct. 

Miver  Engineering, 

RIVER  BARS :  The  Causes  of  their  Formation,  and  their  Treatment 
by  "  Induced  Tidal  Scour. "  With  a  Description  of  the  Successful  Reduction 
by  this  Method  of  the  Bar  at  Dublin.  By  I.  J.  Mann,  Assist.  Eng.  to  the 
Dublin  Port  and  Docks  Board,    Royal  8vo,  ys.  6d.  cloth. 

"  AVe  recommend  all  interested  in  harbour  works— and,  indeed,  those  concerned  in  the  improve- 
ment of  rivers  generally— to  read  Mr.  Mann's  interesting  work  on  the  treatment  of  river  biirs."— 
J?HjsiMt*r. 

"  The  author's  discussion  on  wave-action,  currents,  and  scour  is  intelligent  and  Interesting.  .  . 
a  most  valuable  contribution  to  the  history  of  this  branch  of  cngincwnng."—£ngiHeerin£^  and 
Afim'»£-  yournal. 

HydratUic8. 

HYDRA  ULIC  MANUAL,  Consisting  of  Working  Tables  and 
Explanatory  Text.  Intended  as  a  Guide  in  Hydraulic  Calculations  and  Field 
Operations.  By  Lowis  D'A.  Jackson.  Fourth  Edition,  Rewritten  and  En- 
larged.   Large  crown  8vo,  i6s.  cloth. 

"  The  author  has  had  a  wide  experience  in  hydraulic  engineering,  both  in  South  America  and 
in  India,  and  has  been  a  careful  observer  of  the  facts  which  have  come  under  his  notice,  as  well  as 
a  painstaking  collector  and  critic  of  the  results  of  the  experiments  of  others ;  and  from  the  great 
mass  of  material  at  his  command  he  has  constructed  a  manual  which  may  be  accepted  as  a  trust- 
worthy guide  to  this  branch  of  the  engineer's  profession.  We  can  heartily  recommend  this 
volume  to  all  who  desire  to  be  acquainted  with  the  latest  development  of  this  important  subject."— 
linffineerin^. 

"  The  most  useful  feature  of  this  work  is  its  freedom  from  what  is  superannuated,  and  Its 
thorough  adoption  of  recent  experiments ;  the  text  is,  in  fact,  in  great  part  a  short  account  of  the 
great  modem  experiments."— Mx/Mrr. 

Tramways  and  their  Working. 

TRAMWAYS:  THEIR  CONSTRUCTION  AND  WORKING. 
Embracing  a  Comprehensive  History  of  the  System ;  with  an  exhaustive 
Analysis  of  the  various  Modes  of  Traction,  including  Horse-Power,  Steam, 
Heated  Water,  and  Compressed  Air ;  a  Description  of  the  Varieties  of  Rolling 
Stock:  and  ample  Details  of  Cost  and  Working  Expenses:  the  Progress 
recently  made  in  Tramway  Construction,  &c.  &c.  By  D.  Kimnear  Clark, 
M.  Inst.  C.E.  With  over  200  Wood  Engravings,  and  13  Folding  Plates.  Two 
Vols.,  large  crown  8vo,  30s.  cloth. 

"  AU  interested  in  tramways  must  refer  to  it,  as  all  railway  engineers  have  turned  to  the  author's 
work  •  Railway  Machinery.'"— i?«^"««r. 

"  An  exhaustive  and  practical  work  on  tramways,  in  which  the  history  of  this  kind  of  locomo- 
tion, and  a  description  and  cost  of  the  various  modes  of  laying  tramways,  are  to  be  found.  "— 
Buildinz  News. 

"  The  best  form  of  rails,  the  best  roQde  of  construction,  and  the  best  mechanical  appliances 
are  so  fairly  indicated  in  the  work  under  Review,  that  any  engineer  about  to  construct  a  tramway 
will  be  enabled  at  once  to  obtain  the  practical  information  which  will  be  of  most  service  to  him."— 
yft/tenaum. 

Oblique  Arches, 

A  PRACTICAL  TREATISE  ON  THE  CONSTRUCTION  OF 
OBLIQUE  ARCHES,  By  John  Hart.  Third  Edition,  with  Plates.  Im- 
I>erial  8vo,  8s.  cloth. 

Strength  of  Girders. 

GRAPHIC  TABLE  FOR  FACILITATING  THE  COM  PUT  A  ^ 
TION  OF  THE  WEIGHTS  OF  WROUGHT  IRON  AND  STEEL 
GIRDERS,  &c.,  for  Parliamentary  and  other  Estimates.  By  J.  H.  Watson 
BycK,  M,  Inst.g.E,    On  Ji  Sheet,  3s:w, 
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Tables  far  8etting-out  Curves. 

TABLES  OF  TANGENTIAL  ANGLES  AND  MULTIPLES 
for  Setting-out  Curves  from  5  to  200  Radius.  Bv  Albxander  Bbazeley, 
M.  Inst  C.E.  Third  Edition.  Printed  on  48  Cards/'and  sold  in  a  doth  box, 
waistcoat-pocket  size,  35.  6d. 

"  Kach  table  U  printed  ob  a  smaS  card,  which,  htxag  pbced  on  the  theodolite,  leaves  the  hands 
free  to  m-tnipuJate  tne  instrument— no  small  advantage  as  regards  therapidity  of  work." — Bnginrer 

"  Very  handy ;  a  man  may  luiow  that  all  his  day's  work  must  fall  on  two  of  these  cards,  which 
he  puts  into  his  own  card'Case,  and  leaves  the  rest  mhind."— A thetueufn. 

Engineering  Fieldwork. 

THE  PRACTICE  OF  ENGINEERING  FIELD  WORK,  applied 
to  Land  and  Hydraulic,  Hydrographic,  and  Submarine  Surveying  and  Levelling. 
Second  Edition,  Revised,  with  considerable  Additions,  and  a  Supplement  on 
Waterworks,  Sewers,  Sewage,  and  Irrigation.  By  W.  Davis  Haskoll,  C.E. 
Numerous  Folding  Plates.    In  One  Volume,  demy  8vb,  £1  5s.  cloth. 

Large  Tunnel  Shafts. 

THE  CONSTRUCTION  OF  LARGE  TUNNEL  SHAFTS:  A 
Practical  and  Theoretical  Essay.  By  J.  H.  Watson  Buck,  M.  Inst.  C.E., 
Resident  Engineer,  London  and  North- Western  Railway.  Illustrated  with 
Folding  Plates,  royal  8vo,  12s.  cloth. 

"  Many  of  the  methods  given  are  of  extreme  practical  value  to  the  mason  ;  and  the  observations 
on  the  form  of  arch,  the  rules  for  ordering  the  stone,  and  the  construction  of  the  templates  will  be 
fuund  of  considerable  use.  We  commend  the  book  to  the  engineering  profession."— ^»i7(/tr/^ 
jVnvs. 

"  Will  be  regarded  by  civil  engineers  as  of  the  utmost  value,  and  calculated  to  save  much  time 
nd  obviate  many  mistakes." — Colliery  Guardian. 

F^ield-Book  for  Engineers* 

THE  ENGINEER'S,  MINING  SURVEYOR'S,  AND  CON- 
TRACTOR 'S  FIELD-BOOK.  Consisting  of  a  Series  of  Tables,  with  Rules, 
Explanations  of  Systems,  and  use  of  Theodolite  for  Traverse  Surveying  and 
Plotting  the  Work  with  minute  accuracy  by  means  of  Straight  Edge  and  Set 
Square  only  ;  Levelling  with  the  Theodolite,  Casting-oat  and  Reducing 
Levels  to  Datum,  and  Plotting  Sections  in  the  ordinary  manner ;  setting-out 
Curves  with  the  Theodolite  by  Tangential  Angles  and  Multiple^  with  Right 
and  Left-hand  Readings  of  the  Instrument:  Setting-out  Curves  without 
Theodolite,  on  the  System  of  Tangential  Angles  by  sets  of  Tangents  and  Ofi- 
sets :  and  Earthwork  Tables  to  80  feet  deep,  calculated  for  every  6  inches  in 
depth.  By  W.  Davis  Haskoll,  C.E.  With  numerous  Woodcuts.  Fourth 
Eaition,  Enlarged.    Crown  8vo,  125.  cloth. 

^'The  book  is  very  handy,  and  the  author  mig^t  have  ^ded  that^q...sepafate  ta\;les  of  sines 
and 'tangents  to  every  minute  will  make  it  useful  for  many  other  purposes,  tKe'gei^mc  traverse 
tables  existing  all  the  same." — Athenaum. 

"Every  person  engaged  in  engineering  field  operations  will  estimate  the  importance  of  such  a 
work  and  tne  amount  of  valuable  time  which  will  be  saved  by  reference  to  a  set  of  reliable  tables 
prepared  with  the  accuracy  and  fulness  of  those  given  in  this  volume." — Railway  News. 

Jjlarthworkf  Measureinent  and  Calcvlation  o/. 

A  MANUAL  ON  EARTHWORK.  By  Alex.  J.  S.  Graham, 
C.E.    With  numerous  Diagrams.    i8mo,  2S.  6d.  cloth. 

"  A  great  amount  of  practital  information,  very  admirably  arranged,  and  available  for  rough 
estimates,  as  well  as  for  the  more  exact  calculations  required  in  the  engineer's  and  contractor's 
offices."— ^r/t#a«. 

Strains. 

THE  STRAINS  ON  STRUCTURES  OF  IRONWORK;  with 
Practical  Remarks  on  Iron  Construction.    By  F.  W.  Sheilds,  M.  Inst.  C.E. 
Second  Edition,  with  5  Plates.    Royal  8vo,  5s.  cloth. 
"The  student  cannot  find  a  Ijetter  little  book  on  this  subject."— E/t£rifieer. 

Strength  of  Cast  Iron,  etc. 

A  PRACTICAL  ESSAY  ON  THE  STRENGTH  OF  CAST 
i5?tX„^-^?x^^^^^  AfJSr^LS.  By  Thomas  Tredgold,  C.E.  Fifth 
Ediuon,  includmg  Hodgkinson's  Experimental  Researches.    8vo,  12s,  cloth. 
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MECHANICS  &  MECHANICAL  ENGINEERING, 

Mechanic's  Workshop  Companion. 

THE  OPERATIVE  MECHANICS  WORKSHOP  COM- 
PANION, AND  SCIENTIFIC  GENTLEMAN'S  PRACTICAL  ASSIST- 
ANT, Comprising  a  great  variety  of  the  most  useful  Rules  in  Mechanical 
Science ;  with  numerous  Tables  of  Practical  Data  and  Calculated  Results. 
By  W.  TsMPLBTON,  Author  of  "The  Engineer's  Practical  Assistant."  Thir- 
teenth Edition.  With  Tables  for  Operative  Smithy.  Millwrights,  Engineers, 
&c.,  and  Useful  and  Practical  Rules  in  Hydraulics  and  Hydrodynamics,  a 
variety  of  Experimental  Results,  and  an  extensive  Table  of  Powers  and 
Roots.    IX  Plates.    i2mo,  5s.  bound. 

"As  a  text-book  of  reference,  in  which  mechanical  and  commercial  demands  are  judiciously 
met,  'Templeton's  Companion'  stands  unrivalled."— jl/<c/raHfV-'jr  A/a£vtitte. 

"It  has  met  with  great  success  in  the  ensfineering  workshop,  as  we  can  testify  ;  and  there  are 
agresLt  many  men  who,  in  a  great  measure,  owe  their  rise  in  life  to  this  little  hooV.  "—Bnildi»  g^ 
News. 

Engineer's  and  Machinist's  Assistant. 

THE  ENGINEER'S,  MILLWRIGHT'S,  and  MACHINIST'S 
PRACTICAL  ASSISTANT.  Comprising  a  collection  of  Useful  Tables, 
Rules  and  Data.  Compiled  and  Arranged,  with  Original  Matter,  by  William 
Tbmpleton.  Seventh  Edition.  Carefully  revised,  with  Additions.  i8mo, 
25.  6d.  cloth.  [Just  published. 

"With  the  utmost  confidence  we  commend  this  book  to  the  attention  of  our  readers."— 
MefhantYs  Magazine. 

"A  more  sultible  present  to  an  apprentice  to  any  of  the  mechanical  trades  could  not  possibly 
l)e  m&CLQ"-~BHilding  Nrws, 

Mechanics, 

THE  HANDBOOK  OF  MECHANICS.  By  Dionysius  Lardner, 
D.C.L.,  formerly  Professor  of  Natural  Philosophy  and  Astronomy  in  Uni. 
versity  College,  London.  New  Edition,  Edited  and  considerably  Enlarged 
by  Benjamin  Loewy,  P.R.A.S.,  &c.    378  Illustrations,  post  8vo,  6s.  cloth. 

"The  explanations  througfhout  are  studiously  popular,  and  care  has  been  taken  to  show  the 
application  of  the  various  branches  of  physics  to  the  indostrial  arts,  and  tu  the  practical  l)usiiiev>  uf 
life. "■^Aft'nt'ug  journal. 

Turning. 

LATHE-WORK  :  A  Practical  Treatise  on  the  Tools,  Appliances, 
and  Processes  employed  in  the  ArJ'of  ,T**'rning.      By  Paul  N.  Hasluck, 
Second  Edition,  thoroughly  Revisq^d/  with  a  New  Chapter  on  the  Screw- 
cutting  Lathe.    Crown  8vo,  5s.  cloth. 
"  Written  by  a  man  who  knows,  not  only  how  work  ought  to  be  done,  but  who  also  knows  how 

to  do  it,  and  how  to  convey  his  knowledj^e  to  others.  To  all  turners  this  book  would  be  valuable."— 

Ihijg^ifteerifig. 

'We  can  safely  recommend  the  work  to  youn?  engineers.    To  the  amateur  it  will  simply  be 


ii.  valuable.    To  the  student  it  will  convey  a  great  deal  of  useful  information." — HHgitirer. 

"A  compact,  succinct,  and  handy  guide  to  lathe-work  did  not  exist  in  our  language  until  Mr. 
Hasluck.  by  the  pubhcation  of  this  treatise,  gave  the  turner  Atracvadf-tnecttt/t."'— J/ouse  Dervrafor. 

Metal  Turning* 

THE    METAL    TURNER'S    HANDBOOK.      By   Paul  N. 
Hasluck.    With  over  100  Cuts.    Crown  8vo,  15.  cloth. 

Iron  and  Steel. 

'*  IRON  AND  STEEL  "  .•  A  Work  for  the  Forge,  Foundry,  Factory, 
and  Office,     Containing  ready,  useful,  and  trustworthy  Information  for  Iron 


Builders,  and  Professional  Draughtsmen.  By  Charles  Hoare,  Author  of 
"  The  Slide  Rule,"  &c.  Eighth  Edition,  Revised  throughout  and  considerably 
Enlarged.  With  folding  Scales  of  "Foreign  Measures  compared  with  the 
English  Foot,"  and  **  Fixed  Scales  of  Squares,  Cubes,  and  Roots,  Areas, 
Decimal  Equivalents,  &c."    Oblong  32mo,  leather,  elastic  band,  6s. 

For  comprehensiveness  the  book  has  not  its  equal."— /r«7«. 

One  of  the  best  of  the  pocket  books,  and  a  useful  companion  in  other  branches  of  work  tha 
iron  ^nd  steel,"— iS"«;f/irA  Mechanic^ 
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8iane~working  Mtichinery» 

STONE-WORKING  MACHINERY,  and  the  Rapid  and  Economu 

col  Conversion  of  Stone.     With  Hints  on  the  Arrangement  and  Managem*  nt 

of  Stone  Works.   By  M.  Powis  Bale,  M.I.M.E.,  A.M.I.C.E.    With  numeious 

Illustrations.    Large  crown  8vo,  gs.  cloth. 

"The  book  should  bo  In  the  hands  of  every  mason  or  student  of  stone-work/'— C«//i^ 
Cifardian. 

Engineer's  Meference  Book. 

THE  WORKS'  MANAGER'S  HANDBOOK  OF  MODERN 
RULES,  TABLES,  AND  DATA.  For  Engineers*  Millwrights,  and  Boiler 
Makers;  Tool  Makers,  Machinists,  and  Metal  Workers;  Iron  and  Brass 
Founders,  &a  By  W.  S.  Hutton,  Civil  and  Mechanical  Engineer.  Second 
Edition,  carefully  revised,  with  Additions.  In  One  handsome  V^ume,  medium 
8vo,  price  15*.  strongly  bound.  [Just  published. 


Contents . 


Proportions  and  Rules  for  Modem  Stationary 
and  Locomotive  Enjfines — Lancashire,  Cor- 
nish. Vertical,  Return  Tube,  and  Portable 
Hiii^ne  Boilers— Chimneys— Water- Wheels, 
Pumps,  Pipes,  Girders,  Gearing'.  Shafting,  and 
M  illwork— Iron  Foundry  Work  and  Brass  Work 
-  Rules  and  Practical  Data  relating  to  the 
Strength  and  Weight  of  Metals  and  Materials 
—Iron  and  Brass  Casting — Cuttii^  Metals — 
Wheel  Cutting— Screw  Cutting— \Vheel  Gear- 
ing—Rope Gearing— Pulleys--Weight  of  Pul- 
leys—Weight of  Spur,   Berel,  and  Mortice 


Wheels— Warming  and  Yentilatin«[  —  Weight 
of  Iron,  Steel,  Brass,  and  various  Metals  and 
Materials. 

Also,  The  Indic^or  and  Indicator  Diapams 
—Various  Memoranda  for  the  Foundry  and 
Workshop— Rules  for  the  Weight  of  Castings 
— The  New  Patent  Law  and  Costs  of  Patents — 
Legal  Memoranda— List  of  French  Words  for 
F.nglish  Engineering  Terms  —  French  and 
English  Weights  and  Measures — And  a  variety 
of  Modern  Practical  Information  for  Civil  and 
Mechanical  Engineers. 


"The  volume  is  an  exceedingly  useful  one,  brimful  with  eneineers'  notes,  memoranda,  and 
rules,  and  well  worthy  of  being  on  every  mechanical  engineers  bookshelf.  .  .  .  There  is 
valuable  information  on  every  page.** — Mechanical  World. 

"  The  information  is  precisely  that  likely  to  be  required  In  practice.  .  .  .  The  work  forms 
n  desirable  addition  to  the  library,  not  only  of  the  works  manager,  but  of  anyone  connected  with 
general  engineering." — Mining'  journal. 

"K  formidable  mass  of  facts  and  figures,  readily  accessible  throui^  an  elaborate  index 
....  Such  a  volume  will  be  found  absolutely  necessary  as  a  book  of  reference  in  all  sorts 
of  *  works '  connected  with  the  metal  trades.  .  .  .  Any  ordinary  foreqian  or  workman  can  find 
all  he  wants  in  the  crowded  pagee  of  this  useful  vfork."—Jl_yian(i's  Iron  Trades  Circular. 

'Engineering  Constrtiction. 

PATTERN-MAKING  :  A  Practical  Treatise,  embracing  the  Main 
Types  of  Engineering  Construction,  and  including  Gearing,  both  Hand  and 
Machine  made,  Engine  Work,  Sheaves  and  Pulleys,  Pipes  and  Columns 
Screws,  Machine  Parts,  Pumps  and  Cocks,  the  Moulding  of  Patterns  in 
Loam  and  Greensand,  &c.,  together  with  the  methods  of  Estimating  the 
weight  of  Castings;  to  which  is  added  an  Appendix  of  Tables  for  Workshop 
Reference.  By  a  Foreman  Pattern  Maker.  With  upwards  of  Three 
Hundred  and  Seventy  Illustrations.  Crown  8vo,  ys.  6d.  cloth.  [Just  published. 

/iniith'8  Tables  for  Mechanics^  etc. 

TABLES,  MEMORANDA,  AND  CALCULATED  RESULTS 
FOR  MECHANICS,  ENGINEERS,  ARCHITECTS,  BUILDERS,  etc 
Selected  and  Arranged  by  Francis  Smith.  Third  Edition,  Revised  and  En- 
larged, 250  pp.,  waistcoat'pocket  size,  15.  6d.  limp  leather.       IJust  published. 

"  It  would,  perhaps,  be  as  difficult  to  make  a  small  pocket-book  selection  of  notes  and  formuke 
to  suit  ALL  engineers  as  it  would  be  to  make  a  universal  medicine ;  but  Mr.  Smith's  waistcoat, 
pocket  collection  may  be  looked  upon  as  a  successful  attempt."— /;>/^>/^;r, 

"  A  veritable  pocket  treasury  of  knowledge."— /rw/. 

The  High'J^ressure  Steam  Engine. 

THE  HIGH-PRESSURE  STEAM-ENGINE  :  An  Exposition 
of  tts  Comparative  Merits  and  an  Essay  towards  an  Improved  System  of  Con&trur 
tvon.  By  Dr.  Ernst  Alban.  Translated  from  the  German,  with^ Notes  bv 
Dr.  Pole,  M.  Inst.  C.E..  &c.    With  28  Plates.    Svo,  i6s.  &rcloth.  '  ^ 

'■Goes  thoroughly  into  the  examination  of  the  high-pressure  engine  the  hniUr  ««-ri  !^  — . 
^^,  and  deserves  a  place  in  every  scientific  library  *2Sw|a^5  SSfSS?.  ^^P^^^: 
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Steam  Boilers. 

A  TREATISE  ON  STEAM  BOILERS:  Their  Strength,  Con- 
structiont  and  Economical  Working,  By  Robert  Wilson,  C.E.,  late  In- 
spector, Manchester  Steam  Users^  Association.  Fifth  Edition.  X2ci«,  6s. 
cloth, 

"  The  best  treatise  that  has  ever  been  published  on  steam  boilers,"— J?m^'«^</'. 
"The  author  shews  himself  perfect  master  of  his  subject,  aad  we  heartily  recommend  al)  em- 
ployin^ir  steam  power  to  possess  themselves  of  the  yiox\i"-~Ry land's  Iron  Trade  Circular. 

Boiler  Making. 

THE  BOILER-MAKER'S  READY  RECKONER.    With  Ex- 
amples of  Practical  Geometry  and  Templating,  for  the  Use  of  Platers, 
Smiths  and  Riveters.   By  John  Courtney,  Edited  by  D.  K.  Clark,  M.I.C.E. 
Second  Edition,  revised,  with  Additions,  lamo,  55.  half-bound. 
"  A  reliable  guide  to  the  working  boUer-maker."— /rw. 

"  Boiier-makers  will  readily  recognise  the  value  of  this  volume.  .  .  .  The  tables  are  deady 
printed,  and  so  arranged  that  they  can  be  referred  to  with  the  greatest  facility,  so  that  it  canaot  ke 
doubted  that  they  wiu  be  generally  appreciated  and  much  used."— ^/ini/t^  yournal. 

Steam  Engine, 

TEXT'BOOK  ON  THE  STEAM  ENGINE.  By  T.  M. 
GooDEVB,  M.A.,  Barrister-atLaw,  Author  of  "The  Elements  of  Mechanism," 
&c.    Sixth  Edition.    With  numerous  Illustrations.    Crown  8vo,  65.  cloth. 

"^ Professor  Goodeve  has  given  us  a  treatise  on  the  steam  engine  which  will  bear  compori&on 
with  anything  written  by  Huxley  or  Maxwell,  and  we  can  award  it  no  higher  praise,"  —f^^'Mv^r. 

Steam'. 

THE  SAFE   USE   OF  STEAM.     Containing  Rules  for  Un- 

professional  Steam-users.    By  an  Engineer.    Fifth  Edition.    Sewed,  6d. 

*'  If  steam>uscrs  would  but  learn  this  little  book  by  heart,  boiler  explosions  would  become  sen- 
sations by  their  raxity."— J:  n^lish  Mechattic. 

Coal  and  Speed  Tables. 

A  POCKET  BOOK  OF  COAL  AND  SPEED  TABLES,  for 
Engineers  and  Steam-users.  By  Nelson  Foley,  Author  of  •'  Boiler  Cfon- 
stniction."  ■  Pocket-size,  3s.  6d,  cloth ;  4s.  leather. 


Contents : 


Table  z.  Decimals  of  Tons  in  cwts.,  qrs., 
lbs. — Table  a.  Consumption  per  Day  per  I.H.P. 
— Table  3.  Consumption  per  Hoar  per  I.H.P. 
— Table  4.  Consumption  per  Day  per  sq.  ft. 
grate. — Table  5.  Consumption  per  Hour  per 
s(i.  ft.  grate. — ^Table  6.  Stowage  of  Coal  and 
Composition. — Table  7.  Knots  per  Hour  (Mea- 
sured Mile). — Table  8.  Knots  per  Hour  (Cloch 


and  Cumbrae).— Table  9.  Decimal  Equivalents 
of  Time. — Table  zo.  Knots  per  Hour  in  ft.  per 
min. — Table  sz.  Constants  for  I.H.P. — Taole 
Decimals  of  Cwts.  in  lbs.— Table  zg.  Mea- 


la. 


sures  of  Weight ;  also  Miscellaneous  Results 
— Combustion,  Air  required.  Stoking,  &«. — > 
Time  and  Speed  Examples. 


Fire  Engineering. 

FIRES,  FIRE-ENGINES,  AND  FIRE-BRIGADES.  With 
a  History  of  Fire-Engines,  their  Construction,  Use,  and  Management :  Re- 
marks on  Fire-Proof  Buildings,  and  the  Preservation  of  Life  from  Fire ; 
Statistics  of  the  Fire  Appliances  in  English  Towns ;  Foreign  Fire  Systems ; 
Hints  on  Fire  Brigades,  &c.  &c.  By  Charles  F.  T.  Young,  C.E.  With 
numerous  Illustrations,  544  pp.,  demy  8vo,  £1  45.  cloth. 

"To  such  of  our  readers  as  are  interested  in  the  subject  of  fires  and  fire  apparatus,  we  can  most 
heartily  commend  this  book.  It  is  really  the  only  Engli^  work  we  now  have  upon  the  subject." — 
Ensineering: 

"  It  displays  much  evidence  of  careful  research ;  and  Mr.  Young  has  put  his  facta  neatly 
together.  It  is  evident  enough  that  his  acquaintance  with  the  practical  details  of  the  construction  of 
steam  fire  engines,  old  and  new,  and  the  conditions  with  which  it  is  necessary  they  should  compl/, 
is  accurate  and  {vXi."~~En£^neer. 

Oas  lAghting. 

COMMON  SENSE  FOR  GAS-USERS:  A  Catechism  of  Gas- 
Lighting  for  Householders,  Gasfitters,  Millovmers,  Architects,  Engineers,  et9. 
By  Robert  Wilson,  C.E.,  Author  of  "A  Treatise  on  Steam  Boileftrs.'* 
Second  Edition.  Crown  8vo,  sewed,  with  Folding  Plates  and  Wood  En- 
gravings, 25.  6d. 

"  All  gas-users  will  decidedly  benefit,  both  in  pocket  and  comfort,  if  they  will  avail  themselves 
of  Mr.  Wilson's  cj^uriiels."—/!^^^^^^*^!^.  "  * 
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THE  POPULAR  WORKS  OF  MICHAEL  REYNOLDS. 

(Known  as  "  The  Engine  Driver's  Friend  "). 

Locomotive^Engine  l>riving. 

LOCOMOTIVE-ENGINE  DRIVING:  A  Practical  Manual  for 
En^tuers  in  charge  of  Locomotive  Engines.  By  Michael  Reynolds,  Member 
of  the  Societyoffngineers,  formerly  Locomotive  Inspector  L.  B.and  S.C.R. 
Sixth  Edition.  Including  a  Key  to  the  Locomotive  Engine.  With  Illus- 
trations and  Portrait  of  Aathor.    Cro^n  8vo,  4s.  6d.  cloth. 

"  Mr.  Reynolds  has  supplied  a  want,  and  has  soppUed  it  well.  We  can  confidently  recommend 
the  book,  not  only  to  the  practical  driver,  but  to  every<we  who  takes  an  interest  in  the  performance 
c.f  Jocomotive  engines."— 7Vk«  Btt^ineer. 

"Mr.  Reynokls  has  opened  a  new  chapter  in  the  literature  of  the  day.  Of  the  practical  utUity 
of  Mr.  Reynolds's  book  we  have  to  speak  m  terms  of  warm  commendation." — Athetutum. 

"Evidently  the  work  of  one  who  knows  his  subject  thoroujfhly."— ^at/way  Service  Gazette. 

"  Were  the  cautioas  and  rules  given  in  the  book  to  become  part  of  the  every-day  working  of 
our  engine-drivers,  we  might  have  fewer  distressing  accidents  to  deplore."— sSarfj-wf«/«. 

The  Engineer^  Fireman^  and  Engines-Boy. 

THE  MODEL  LOCOMOTIVE  ENGINEER,  FIREMAN,  and 
ENGINE-BOY.  Comprising  a  Historical  Notice  of  the  Pioneer  Locomotive 
Engines  and  their  Inventors,  with  a  project  for  the  establishment  of  Certifi- 
cates of  Qualification  in  the  Running  Service  of  Railways.  By  Michael 
Rrymolbs,  Author  of  "  Locomotive-Engine  Driving."  With  numerous  Illus- 
trations and  a  fine  Portrait  of  George  Stephenson.    Crown  8vo,  45.  6d.  cloth. 

"  From  the  technical  knowledge  of  the  author  it  will  appeal  to  the  railway  man  of  to-day  more 
forcibly  than  anything  written  by  Dr.  Smiles.  .  .  .  The  volume  contains  mformation  of  a  tech- 
nical kmd,  and  facts  that  every  driver  should  be  familiar  yrith."—EHg-iish  Medtanic. 

"We  should  be  glad  to  see  this  book  in  the  possession  of  everyone  in  the  kingdom  who  has 
ever  laid,  or  Is  to  lay,  hands  on  a  locomotive  engine."— /row. 

"  Replete  with  information  and  graphic  detail  for  the  railway  man."— Aof/way  Service  Gazette. 

Stationairg  Engine  I>riving, 

STATIONARY  ENGINE  DRIVING  :  A  Practical  Manual  for' 
Engineers  in  charge  of  Stationary  Engines.    By  Michael  Reynolds.    Second 
Edition,  Enlarged.    With  Plates  and  Woodcuts.    Crown  8vo,  45.  6d.  cloth. 

"  The  author  is  thoroughly  acquainted  with  his  subjects,  and  his  advice  on  the  various  points 
treated  Ls  clear  and  practical.  ...  He  has  produced  a  manual  which  is  an  exceedingly  useful 
one  for  the  class  for  whom  it  is  specially  inten(i€ii."—£fi£iueeri/ig^. 

"Our  author  leaves  no  stone  unturned.  He  is  determined  that  his  readers  shall  not  only  know 
something  about  the  stationary  engine,  but  all  abmit  \t."—BugiHeer. 

"  An  en^ineman  who  has  mastered  the  contents  of  Mr.  Reynolds's  book  will  require  but  little 
actual  experience  with  boilers  and  engines  before  he  can  be  trusted  to  look  after  them."— ^w^/ij/i 

"The  book  should  be  possessed  by  every  intelligent  and  ambitious  engtneman."<— ^//t'Af^r. 

Continuous  Railway  Brakes. 

CONTINUOUS  RAILWAY  BRAKES:  A  Practical  Treatise  on 
the  several  Systems  in  Use  in  the  United  Kingdom ;  their  Construction  and 
Performance.  With  copious  Illustrations  and  numerous  Tables.  By  Michael 
Reynolds.    Large  crown  8vo,  9s.  cloth. 

"  A  popular  explanation  of  the  different  brakes.  It  will  be  of  great  assistance  in  forming  public 
opinion,  and  will  be  studied  with  benefit  by  those  who  take  an  interest  in  the  brake.  .  .  .  It  Is 
a  clear  exposition  of  the  brake  question  as  it  relates  to  the  rival  systems." — Bullish  Mechattic. 

"  Written  with  sufficient  technical  detail  to  enable  the  principle  and  relative  connection  of  the 
various  parts  of  each  particular  brake  to  be  readily  graspea." — Mechattical  World. 

"  May  be  recommended  to  all  who  desire  to  study  the  subject  of  continuous  brakes." — Iron. 

Engine-'Driving  lAfe. 

ENGINE-DRIVING  LIFE;  or,  Stirring  Adventures  and  Inci- 
dents in  the  Lives  of  Locomotive-Engine  Drivers,  By  MiGHABL  Reynolds, 
Eighth  Thousand.    Crown  8vo,  25.  cloth. 

"The  book  from  first  to  last  is  perfectly  fascinating.  Wilkie  Collins'  most  thrilling  conceptions 
are  thrown  into  the  shade  by  true  mcidents,  endless  in  their  variety,  related  in  every  page." — /^ortA 
British  Mail. 


X'^w'T  "*  "'"  engine-orivmg  proiession  wiu  c^rry  him  on  tiU  he  h«)s  re^d  every  p!lgc,"-5a/wrJUj 


ARCHITECTURE,  BUILDING,  gfe.  ii 

ARCHITECTURE,  BUILDING,  etc. 

Construction^ 

THE  SCIENCE  OF  BUILDING  :   An  Elementary  Treatise  on 
the  Principles  of  Construction.     By  E.  Wyndhaic  Tarn,  M.A.,  Architect. 
Second  Edition,  Revised,  with  58  Engravings.    Crown  8vo,  7«.  6d»  cloth. 
"  A  very  vahiable  book,  which  we  stronsrly  recommend  to  all  students/'— J!«fZi//r. 
"  No  architectural  student  should  be  without  this  handbook  of  constructtonal  knowledge.  "— 

Villa  Architecture* 

A  HANDY  BOOK  OF  VILLA  ARCHITECTURE :  Being  a 
Series  of  Designs  for  Villa  Residences  in  various  Styles.  With  Outline 
Specifications  and  Estimates.  By  C.  Wickbs,  Architect,  Author  of  "The 
Spires  and  Towers  of  England,"  «c.  30  Plates,  4to,  half-morocco,  £1  is. 
*#*  Also  an  Enlarged  Edition  of  the  above.  61  Plates,  with  Outline  Speci- 
fications,  Estimates,  &c.    £2  2S.  half-morocco. 

"  The  whole  of  the  designs  bear  evidence  of  their  being  the  work  of  an  artistic  architect,  and 
they  win  prove  very  valuable  and  suggestive."— Buiiding' News. 

Uneful  Text'Book  for  Architects* 

THE  ARCHITECTS  GUIDE:  Being  a  Text-Book  0/  Useful 
Information  for  Architects,  Engineers,  Surveyors,  Contractors,  Clerks  of 
works,  &c.  &c.  By  Frederick  Rogers,  Architect,  Author  of  *'  Specifica- 
tions for  Practical  Architecture,"  &c.  Second  Edition,  Revised  and  Enlarged. 
With  numerous  Illustrations.    Crown  Svo,  65.  cloth. 

"  As  a  text-book  of  useAiI  information  for  architect.^,  engineers,  surveyors,  Vbc,  it  would  be 
hard  tn  find  a  handier  or  more  complete  little  volume." — Standard. 

"A  young  architect  could  hardly  have  a  better  guide-book." — Timder  Trades  yournai. 

Taylor  and  Cresy^s  JRo^ne, 

THE  ARCHITECTURAL  ANTIQUITIES  OF  ROME.  By 
the  late  G.  L.  Taylor,  Esq.,  F.R.I.B.A.,  and  Edward  Crbsy,  Esq.  New 
Edition,  thoroughly  revised  by  the  Rev.  Alexander  Taylor,  M.A.  (son  of 
the  late  G.  L.  Taylor,  Esq.),  Fellow  of  Queen's  College,  Oxford,  and  Chap- 
lain of  Gray's  Inn.    Large  folio,  with  130  Plates,  half-bound,  £s  3s. 

N.B. — ^This  is  the  only  book  which  gives  on  a  large  scale,  and  with  the  pre- 
cision of  architectural  measurement,  the  principal  Monuments  of  Ancient  Rome 
in  plan,  elevation,  and  detail. 

"  Taylor  and  Cresy's  work  has  from  its  first  publication  been  ranked  among  those  professional 
l)ooks  which  cannot  be  bettered.  ...  It  would  be  difficult  to  find  examples  of  drawings,  even 
.imoiig  those  of  the  most  painstaking  students  of  Gothic,  more  thoroughly  worked  out  than  are  the 
uiic  hundred  and  thirty  plates  in  this  volume." — Architect. 

T>rawing  for  Builders  and  Students  iriArctMeciure, 

PRACTICAL  RULES  ON  DRAWING,  for  the  Operative 
Builder  and  Young  Student  in  Architecture.  By  George  Pyne.  With  14 
Plates,  4to,  ys.  6d.  boards. 

Specifications  for  Practical  Architecture. 

SPECIFICATIONS  FOR  PRACTICAL  ARCHITECTURE  : 
A  Guide  to  the  Architect,  Engineer,  Surve^ror,  and  Builder;  with  an  Essay 
on  the  Structure  and  Science  of  Modem  Buildings.  By  Frederick  Rogers, 
Architect.    With  numerous  Illustrations,  demy  Svo,  155.  cloth. 

*,*  A  volume  of  specifications  of  a  practical  character  being  greatly  required,  and  the  old 
standard  work  of  Alfrea  Bartholomew  bemg  out  of  print,  the  author,  on  the  basis  of  that  work, 
has  produced  the  a^mwe.-^Extractfrom  Prtface. 

The  House-Owner^s  Estimator, 

THE  HOUSE-OWNER'S  ESTIMATOR  ;  or.  What  will  it  Cost 
to  Build,  Alter,  or  Repair?  A  Price  Book  adapted  to  the  Use  of  Unpro- 
fessional People,  as  well  as  for  the  Architectural  Surveyor  and  Builder.  By 
the  late  James  D.  Simon,  A.R.I.B.A.  Edited  and  Revised  by  Francis  T.  W. 
Miller,  A.R.I.B.A.  With  numerous  Illustrations.  Third  Edition,  Revised, 
Crown  8vo,  3s.  6d.  cloth. 

"  In  two  years  it  will  repay  its  cost  a  hundred  times  over." — Fieid, 
"  A  very  handy  book."— J: n^i is h  Mec^ank-. 
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Civil  Architecture. 

THE  DECORATIVE  PART  OF  CIVIL  ARCHITECTURE'. 
By  Sir  William  Chambers,  F.R.S.  With  lUastrations,  Notes,  and  an 
Examination  of  Grecian  Architecture,  by  Joseph  Gwilt,  F.S.A.  Edited  by 
W.  H.  Leeds.    06  Plates,  4to,  21s.  cloth. 

I>e(dgningf  Measuring,  and  Valuing. 

THE  STUDENTS  GUIDE  to  the  PRACTICE  0/  MEASUR- 
ING AND  VALUING  ARTIFICERS'  WORKS.  Containing  Directions  for 
taking  Dimensions,  Abstracting  the  same,  and  bringing  the  Quantities  into 
Bill,  with  Tables  of  Constants,  and  copious  Memoranda  for  the  Valuation  of 
Labour  and  Materials  in  the  respective  Trades  of  Bricklayer  and  Slater, 
Carpenter  and  Joiner,  Painter  and  Glazier,  Paperhanger,  &c.  With  8  Plates 
and  63  Woodcuts.  Originally  edited  bv  Edward  Dobson,  Architect.  Fifth 
Edition,  Revised,  with  consioerable  Additions  on  Mensuration  and  Construc- 
tion, and  a  New  Chapter  on  Dilapidations,  Repairs,  and  Contracts,  by  £. 
Wyndham  Tarn,  M.A.    Crown  8vo,  9s. 

"  Well  fulfils  the  piomise  of  its  title-page,  and  we  can  thoroughly  recommend  it  to  the  class 
for  whose  use  it  has  been  compiled.  Mr.  Tarn's  additions  and  revisions  have  much  increased  the 
Uitcfulness  of  the  work,  and  have  especially  augmented  its  value  to  studea.ts."-^£H£iHeeri^g. 

"The  work  has  been  carefully  revised  and  edited  by  Mr.  £.  Wyndham  Tarn,  M.A.,  and  com- 
prises several  valuable  additions  on  construction,  mensuration,  dilapidations  and  repairs,  and  other 
matters.  .  .  .  This  edition  will  be  found  the  most  complete  treatise  on  the  principles  of  measur- 
ing and  valuing  artificers'  work  that  has  yet  been  published."— £uiidin£- Nruv. 

"  Might  be  read  and  studied  with  advantage  by  almost  everyone  having  any  connection  with 
iMiildJiig  operations,  from  the  architect  downwards.  '^Sui/ditij^  JVorld. 

JPocket  Estimator. 

THE  POCKET  ESTIMATOR  for  the  BUILDING  TRADES. 
Being  an  Easy  Method  of  Estimating  the  various  parts  of  a  Building  collec- 
tively, more  especially  applied  to  Carpenters'  and  Joiners'  work.  By  A.  C. 
Beaton,  Author  of  "  Quantities  and  Measurements."  Third  Edition,  care- 
fully revised,  33  Woodcuts,  leather,  waistcoat-pocket  size,  is.  6^. 

"  Contains  a  good  deal  of  information  not  easily  to  be  obtained  from  the  ordinary  price  books. 
The  prices  given  are  accurate,  and  up  to  date." — Building  News. 

"This  book  is  as  complete  as  it  is  possible  to  make  xX.r—BuUdiMg and  Engineering  Times. 

Builder^s  and  Surveyor's  Pocket  Technic€U  Chiide. 

THE  POCKET  TECHNICAL  GUIDE  AND  MEASURER 
FOR  BUILDERS  AND  SURVEYORS.  Containing  a  Complete  Explana- 
tion of  the  Terms  used  in  Building  Construction,  Memoranda  for  Reference, 
Technical  Directions  for  Measuring  Work  in  all  the  Building  Trades,  with  a 
Treatise  on  the  Measurement  of  Timber,  Complete  Specifications,  &c.,  &c. 
By  A.  C.  Beaton.  Second  Edition,  witn  19  Woodcuts,  leather,  waistcoat- 
pocket  size,  is.  6d. 

"  An  exceedingly  handy  pocket  companion,  thoroufi^hly  reliable."— ^«t/i/«r'j  JFeekly  Reporter. 

"  This  neat  little  compendium  contains  all  that  is  requisite  in  carrying  out  contracts  for  ex- 
ravating,  tiling,  bricklaying,  paving,  8tc."— British  Trade  yourttal. 

Handbook  of  Specifications. 

THE  HANDBOOK  OF  SPECIFICATIONS;  or,  Practical 
Guide  to  the  Architect,  Engineer,  Surveyor,  and  Builder,  in  drawing  up 
Specifications  and  Contracts  for  Works  and  Constructions.  Illustrate  by 
Precedents  of  Buildings  actually  executed  by  eminent  Architects  and  En- 
gineers. By  Professor  T.  L.  Donaldson,  P.K.I.B.A.,  &c.  New  Edition,  in 
One  large  Vol.,  8vo,  with  upwards  of  1,000  pages  of  Text,  and  33  Plates, 
£1  IIS.  6d.  cloth. 

"In  this  work  forty-four  specifications  of  executed  works  are  given,  including  the  specifica- 


tions for  parts  of  the  new  Houses  of  Parliament,  by  Sir  Charles  Barry,  and  for  the  new  Royal 
liixchange,  by  Mr.  Tite,  M.P.  The  latter,  in  particular,  is  a  very  complete  and  remarkable 
document.  It  embodies  to  a  great  extend  as  Mr.  Donaldson  mentions,  '  the  bill  of  quantitks 
with  the  description  of  tne  wprks."  ...  It  is  valuable  as  a  record,  and  m6re  valuable  still  as  a 
book  of  preceaents.  .  .  '.  Sufllce  it  to  say  that  Donaldson's  'Handbook  of  Specifications' 
must  be  bought  by  all  architects."— i9w«/if/r. 

Boiler  and  Factory  Chimneys. 

BOILER  AND  FACTORY  CHIMNEYS:  Their  Draught-power 
and  stability;  with  a  Chapter  on  Lightning-Conductors.  By  Robert  Wil- 
SON,  C.E.,  Author  of  "Treatise  on  Steam  Boilers."    Cr.  8vo,  3s.  td.  cloth. 

"  ^  most  valuable  book  of  its  kind,  full  of  useful  information."— /:«vi/  G^-eri^ment  fMre^fic/e, 


DECORATIVE  ARTS,  cti. I3 

DBCORATIVE  ARTS,  etc. 
Woods  and  Marbles  (Imitation  of). 

SCHOOL  OF  PAINTING  FOR  THE  IMITATION  OF  WOODS 

AND  MAKBLES.i^  Taogbt  sod  Piictised  by  A.  R.  Van  dh  BuKQud  P. 

Vah  dsk  Buhc.  Direclois  of  the  Rollcrdam  PainliDE  Imlilulioa.    Royal  (olio. 

iSt  *>J  is»  '■■■  lllustrntGd  <Kilb  u  (ull-Biie  Coloarsd  PliUs ;  ilso  ii  plain  Plalel. 

wmpriiing  ij*  FigurM,  prk*  £i  in.  6d. 
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Colour. 

A    GRAMMAR    OF   COLOURING. 
Paioling  and  iha  Aiia.    By  Gkobo«  Fibi-d.    Ni 

ofttaeOraameDtalPainteranilDuigDeT.   By  Ellis  a.  uavidbdh.   wim  new 
Coloured  Diagrams  and  Engtaringa.    iimo,  31.  6d.  clotb  boards. 

Glass  Painting. 

GLASS  STAINING  AND  THE  ART  OF  PAINTING  ON 
GLASS.    Fiom  the  Gmnan  of  Dt.Gbssert  and  Emanubl  Otto  FnoHBEaG. 

Decoration. 

ELEMENTARY   DECORATION.     A   Guide  to   the   Simpler 
" ""-■eryday  All,  as  applied  lo  the  Interior  and  Ellerio"  " 


■1  ing  H 
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House  Painting,  etc. 

HOUSE  PAINTING.  GRAINING.  MARBLING,  AND  SIGN 
ICRI7//^G,APraclicalMaiiualo(.    By £llisA.Davidsoh.    FouilHBditiaD. 
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DELAMOTTE'S  WORKS  on  ILLUMINATION  &  ALPHABETS. 


A  PRTMER  OF  THE  ART  OF  ILLUMINATION,  for  the  Use  of 
Beginners  :  with  a  Rudimentary  Treatise  on  the  Art,  Practical  Directions  for 
its  exercise,  and  numerous  Examples  taken  from  Illuminated  MSS.,  printed  in 
Gold  and  Colours.  By  F.  Dbxjimottb.  Small  4to,  gs.  elegantly  bound,  cloth 
antique. 
" .    .    .    .    The  examples  of  ancient  MSS.  recommended  to  the  stadent.  which,  with  much 

eood  sense,  the  author  chooses  from  collections  accessible  to  all,  are  selected  with  Judgment  and 

knowledge,  as  well  as  XziiX^."—Athenteum. 

ORNAMENTAL  ALPHABETS,  Ancient  and  Mediavah  from  the 
Eighth  Century,  with  Numerals;  including  Gothic,  Church-Text,  large  and 
small,  German,  Italian,  Arabesque^  Initios  for  Illumination,  Monograms, 
Crosses,  &c.,  &c.,  for  the  use  of  Architectural  and  Engineering  Draughtsmen, 
Missal  Painters,  Masons,  Decorative  Painters,  Lithographers,  En^avers, 
Carvers,  &c.,  &c.  Collected  and  Engraved  by  F.  Delamotts,  and  printed  in 
Colours.  New  and  Cheaper  Edition.  Royal  8vo,  oblong,  25. 6d.  ornamental 
boards, 

"  For  those  who  insert  enamelled  sentences  round  gilded  chalices,  who  blazon  shop  legends  over 
shop-doors,  who  letter  church  walls  with  pithy  sentences  from  the  Decalogue,  this  book  will  be  use- 
fuL ' — Atfutueum, 

EXAMPLES  OF  MODERN  ALPHABETS,  Plain  and  Ornamental: 
including  German,  Old  English,  Saxon,  Italic,  Perspective,  Greek,  Hebrew, 
Court  Hand,  En^ossing,  TTuscan,  Riband,  Gothic,  Rustic,  and  Arabesque; 
with  several  Origmal  Designs,  and  an  Analysis  of  the  Roman  and  Old  English 
Alphabets,  large  and  small,  and  Numerals,  for  the  use  of  Draughtsmen,  Sur- 
veyors, Masons,  Decorative  Painters,  Lithographers,  Engravers,  Carvers,  &c. 
Collected  and  En|;raved  by  F.  Delamottb,  and  printea  in  Colours.  Nsw 
and  Cheaper  Edition.    Royal  8vo,  oblong,  as.  td.  ornamental  boards. 

"  There  Is  comprised  in  it  every  possible  shape  into  which  the  letters  of  the  alphabet  and 
numerals  can  be  formed,  and  the  talent  which  has  been  expended  in.  the  conception  of  the  various 
plain  and  ornamental  letters  is  •wondcrtxjl."— Standard. 

"This  volume  has  borne  the  test  of  practical  use,  and  is  invariably  ^oken  well  of  by  those  who 
|M)ssess  \X."~yeu'etkr  aftd  Metal-vtorktr. 

MEDIEVAL  ALPHABETS  AND  INITIALS  FOR  ILLUMI- 
NA  TORS.  By  F.  Delamotte,  Illuminator,  Designer,  and  Engraver  on  Wood. 
Containing  2z  Plates  and  Illuminated  Title,  printed  in  Gold  and  Colours. 
With  an  Introduction  by  J.  Willis  Brooks.    Small  4to,  6s.  cloth  gilt. 

"  A  volume  in  which  the  letters  of  the  alphabet  come  forth  eiorified  in  gilding  and  all  the  cotouis 
of  the  priAn  interwoven  and  intertwined  and  intermingled." — Sum. 

THE  EMBROIDERER'S  BOOK  OF  DESIGN.  ContainiDg 
Initials,  Emblems,  Cyphers,  Monograms,  Ornamental  Borders,  Ecclesiastical 
Devices,  Affediasval  and  Modem  Alphabets,  and  National  Emblems.  Col- 
lected by  F.  Delamotte,  and  printed  in  Colours.  Oblong  royal  8vo,  is.  6d., 
ornamental  wrapper. 

"  The  designs  are  practical—not  designs  that  cannot  be  done  in  embroidery ;  and  the  book  will 

fliel   "  " 


no  doubt  be  found  exceedingly  useful  in  the  lady's  work-room  and  in  schools." — NruKostU  Courant. 

"  The  book  will  be  of  g^eat  assistance  to  ladies  and  young  children  who  are  endowed  with  t 
art  of  plying  the  needle  in  this  most  ornamental  and  useful  pretty  work." — Hast  Anffiian  Times. 


Wood  Carving. 

INSTRUCTIONS  IN  WOODXARVING,  for  Amateurs ;  with 
Hints  on  Design.  By  A  Lady.  With  Ten  large  Plates,  as.  6d.  in  emblematic 
wrapper, 

"  The  handicraft  of  the  wood<carver,  so  well  as  a  book  can  impart  it,  may  be  learnt  from  '  A 
Lady's '  publication." — AtAeueeum. 

"  The  directions  given  are  plain  and  easily  understood."— iiM^/^A  Mechanic. 

Letter  JPainting. 

THE  ART  OF  LETTER  PAINTING  MADE  EASY.     By 

T AMBS  Grsiq  Badenoch.  With  12  full-page  Engravings  of  Examples,  is.  cloth 
limp. 

•  ""^^  system  is  a  simple  one,  but  quite  original,  and  well  worth  the  careful  attention  of  letter 
pamters.    It  can  be  easily  mastered  and  remembered. "--^»^/</t#v^  AVv'j.  . 


CAtiPEl^TRy,  TIM^EM,  etc.  i5 


CARPENTRY,  TIMBER,  etc. 

TredgoUVs  Carpenti^^  Enlarged  by  E.  TV.  Tani, 

THE  ELEMENTARY  PRINCIPLES  OF  CARPENTRY. 
A  Treatise  on  the  Pressure  and  Eqailibrium  of  Timber  Framing,  the  Resist- 
ance of  Timber,  and  the  Construction  of  Floors,  Arches,  Bridges,  Roofs, 
Uniting  Iron  and  Stone  with  Timber,  &c.  To  which  is  added  an  Essay 
on  the  Nature  and  Properties  of  Timber,  Ac,  with  Descriptions  of  the  kinds 
of  Wood  used  in  Building ;  also  numerous  Tables  of  the  Scantlings  of  Tim- 
ber for  different  purposes,  the  Specific  Gravities  of  Materials,  &c.  By  Thomas 
Tredgold,  C.E.  With  an  Appendix  of  Specimens  of  Various  Roots  of  Iron 
and  Stone,  Illustrated.  Sixtn  Edition,  thoroughly  revised  and  considerably' 
enlarged  by  E.  Wyndham  Tarn,  M.A.,  Author  of  "  The  Science  of  Build- 
ing," &c.  With  6i  Plates,  Portrait  of  the  Author,  and  several  Woodcuts.  In 
one  large  vol.,  4to,  price  £i  $5.  cloth.  iJttst  published, 

"Ous^ht  to  be  In  every  architect's  and  every  builder's  llbnxy. "—Bui/d<r. 

"Tredf^old's 'Elementary  Priodples  of  Carpentry'  is,  without  doubt,  the  standard  Ung^Iish 
authority  upon  the  subject.  Mr.  Tarn,  by  suppietnentinf?  the  text  of  the  author,  adds  much  to  the 
work,  and  makes  it  an  indispensable  addition  to  the  library  of  the  student,  the  architect,  and  the 
enj^neer." — BnUdinjf  Nervs. 

Woodworking  Machinery, 

WOODWORKING  MACHINERY  :  Its  Rise,  Progress,  and  Con- 
struction. With  Hints  on  the  Management  of  Saw  Mills  and  the  Economical 
Conversion  of  Timber.  Illustrated  with  Examples  of  Recent  Designs  by 
leading  English,  French,  and  American  Engineers.  Bv  M.  Powis  Bale, 
A.M.  Inst.  C.E.,  M.I.M.E.    Large  crown  8vo,  125.  6d.  cloth. 

"  Mr.  Bale  is  evidently  an  expert  on  the  subject,  and  he  has  collected  so  much  information  that 
his  book  is  all-sufficient  for  builders  and  others  engag^ed  in  the  conversion  of  timber."— ^/rfAtVrc/'. 

"The  most  comprehensive  compendium  of  wood-working  machinery  we  have  seen.  The 
author  is  a  thorouj^h  master  of  bis  subject."— ^ni7(/i'M/'AV7(V. 

"Converters  of  timber,  wholesale  joiners,  the  members  grcnerally  of  the  building  trades,  archi- 
tects, and  owners  of  and  dealers  in  timber,  owe  Mr.  Bale  tribute  to  the  value  of  the  cost  of  bis 
book.    It  is  sound  from  end  to  end,  well  designed  and  well  executed."— /r<;f<. 

"The  appearance  of  this  book  at  the  present  time  will,  we  should  think,  give  a  considerable 
impetus  to  the  onward  march  of  the  machinist  engai^cd  in  the  designing  and  manufacture  of 
wood-working  macliines.  It  should  be  in  the  office  ot  every  wood-working  factory ."" Enj^lish 
Mechanic. 

Saw  Mills, 

SAW  MILLS:  Their  Arrangement  and  Management,  and  the 
Economical  Conversion  of  Timber.  (Being  a  Companion  Volume  to  "  Wood- 
working Machinery.")  By  M.  Powis  Bale,  A.M.  Inst.  C.E.,  M.I.M.E. 
With  numerous  Illustrations.     Crown  8vo,  los.  6ff.  cloth. 

"  The  author  is  favourably  known  by  his  former  vrork  on  'Woodworking  Machinery,'  of  wbicli 
we  were  able  to  speak  approvingly.  This  is  a  companion  volume,  in  which  the  administration  of 
a  large  sawing  establishment  is  discussed,  and  the  subject  examined  from  a  financial  standpoint. 
Hence  the  size,  shape,  order,  and  disposition  of  saw-mills  and  the  like  are  gone  into  in  aetaii, 
and  the  course  of  ttio  timber  is  tracea  from  its  reception  to  its  delivery  in  its  converted  state. 
We  could  not  desire  a  more  complete  or  practical  treatise."— ^»i/</^. 

"  We  highly  recommend  Mr.  Bale's  work  to  the  attention  and  perusal  of  all  those  who  are  en- 
gaged in  the  art  of  wood  conversion,  or  who  are  about  building  or  remodelling  saw-mills  on  im- 
proved principles."— ^«i/<ii«^  News. 

"  Will  be  found  of  much  value  by  that  special  class  of  readers  for  whose  information  it  Is  de- 
signed. We  recommend  the  book  to  those  about  to  construct  or  to  manage  saw-naUs."— A t/tertteum. 

Unelerwood  and  Woodland  Tables. 

TABLES  FOR  PLANTING  AND  VALUING  UND'ER- 
WOOD  AND  WOODLAND ;  also  Lineal,  Superficial,  Cubical,  Wages, 
Marketing,  and  Decimal  Tables.  Together  with  Tables  for  Converting 
Land-measure  from  one  denomination  to  another,  and  Instructions  for 
Measuring  Round  Timber.  By  Richard  Horton.  i2mo,  2s.  strongly  bound 
in  leather. 

Carpentering. 

THE  CA  RPENTER  'SNEWG  UIDE ;  or,  Book  of  Lines  for  Car- 

E enters ;  comprising  all  the  Elementarv  Principles  essential  for  acquiring  a 
nowledge  of  Cari;)entry.  Founded  on  the  late  Peter  Nicholson's  Standard 
Work.  A  New  Edition,  revised  by  Arthur  Ashpitel,  F.S.A.  Together 
with  Practical  Rules  on  Drawing,  by  George  Pynb.  With  74  Plates, 
4to,  £1  is.  cloth. 
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Tiffi^frer  Merchant's  Companiofu 

THE  TIMBER  MERCHANTS  AND  BUILDER'S  COM- 
PAN  ION.  Containing  New  and  Copious  Tables  of  the  Reduced  Weight  and 
Measurement  of  Deals  and  Battens,  of  all  sizes,  from  One  to  a  Thousand 
Pieces,  and  the  relative  Price  that  each  size  bears  per  Lineal  Foot  to  any 
Bven  Price  per  Petersburg  Standard  Hundred ;  the  Price  per  Cube  Foot  of 
Square  Timoer  to  any  given  Price  per  Load  of  50  Feet;  the  proportionate 
Value  of  Deals  and  Battens  by  th6  Standard^  to  Square  Timber  by  the  Load 
of  so  Feet ;  the  readiest  moae  of  ascertainmg  the  Price  of  Scantling  per 
Lineal  Foot  of  anjr  size,  to  any  given  Figure  per  Cube  Foot.  Also  a  variety 
of  other  valuable  information.  By  William  Dowsing,  Timber  Merchant. 
Third  Edition,  Revised  and  Corrected.    Crown  8vo,  35.,  cloth. 

"Everything'  is  as  concise  and  clear  as  it  can  possibly  be  made.  There  can  be  no  doubt  that 
every  timber  mercliant  and  builder  ong^ht  to  possess  it."— HuU  Advertiser. 

"We  are  glad  to  see  a  third  edition  of  these  admirable  tables,  whic^  for  correctness  and 
simplicity  of  arrangement  leave  nothing  to  be  desired."— TVmArr  Trades  journal. 

Practical  Timber  Merchant. 

THE  PRACTICAL  TIMBER  MERCHANT,  Being  a  Guide 
for  the  use  of  Building  Contractors,  Surveyors,  Builders,  &c.,  comprisio^ 
useful  Tables  for  all  purposes  connected  with  the  Timber  Trade,  Marks  of 
Wood,  Essay  on  the  Strength  of  Timber,  Remarks  on  the  Growth  of  Timber, 
&c.    By  W.  Richardson.    Fcap.  8vo,  3s.  6d.  cloth. 

"  This  bandy  manual  contains  much  valuable  information  for  the  use  of  timber  merchants, 
builders,  foresters,  and  all  others  connected  with  the  growth,  sale,  and  manufacture  of  timber.'  — 
yaurnal  of  Forestry. 

"  To  timber  merchants  or  users  this  compact  treatise  will  be  found  very  useful." — Illustrated 
Carpenter. 

Timber  Freight  Book. 

THE  TIMBER  MERCHANTS,  SAW  MILLER'S,  AND 
IMPORTER'S  FREIGHT  BOOK  AND  ASSISTANT.  Comprising  Rules, 
Tables,  and  Memoranda   relating  to  the   Timber   Trade.      By  William 

81CHARDSQN,  Timber  Broker ;  together  with  a  Chapter  on  "  Speeds  of  Saw 
ill  Machinery,"  by  M.  Powis  Bale,  M.I.M.E..  &c.     lamo,  35.  6d,  clotb. 

Tables  for  Packing^Case  Makers. 

PACKING-CASE  TABLES ;  showing  the  number  of  Super- 
ficial Feet  in  Boxes  or  Packing-Cases,  from  six  inches  square  and  upwards. 
By  W.  Richardson,  Timber  Broker.  Second  Edition.  Oblong  4to,  35.  6d. 
cloth. 

"  Will  save  much  labour  and  calculation  to  makers  and  users  of  packing-cases."— <;rMrr. 
"  Invaluable  labour-saving  tahWs."— Ironmonger 

Superficial  Measurement. 

THE  TRADESMAN'S  GUIDE  TO  SUPERFICIAL  MEA- 
SUREMENT. Tables  calculated  from  x  to  300  inches  in  length,  by  x  to  108 
inches  in  breadth.  F?r  the  use  of  Architects,  Surveyors,  Eugineers,  Timber 
Merchants,  Builder^  &c.  By  Jambs  Hawkincs.  Third  Edition.  Fcap., 
35.  td,  cloth. 

Forestry. 

THE  ELEMENTS  OF  FORESTRY.  Designed  to  afford  In- 
formation  concerning  the  Planting  and  Care  of  Forest  Trees  for  Ornament  or 
Profit,  with  Suggestions  upon  the  Creation  and  Care  of  Woodlands.  By  F.  B. 
Hough.    Large  crown  8vo,  xos.  cloth. 

Titnber  Importer's  Guide. 

THE  TIMBER  IMPORTER  '5,  TIMBER  MERCHANTS  AND 
BUILDER'S  STANDARD  GUIDE.  By  Richard  E.  Grandy.  Compris- 
ing an  Analysis  of  Deal  Standards,  Home  and  Foreign,  with  Comparative 
Values  and  Tabular  Arrangements  for  fixing  Nett  Landed  Cost  on  Baltic 
and  North  American  Deals,  including  all  intermediate  Expenses,  Freight, 
Insurance,  &c.,  &c. ;  together  with  copious  Information  tor  the  Retaileri 
and  Builder.  Second  Edition,  carefully  revised  and  corrected.  X2mo,  35.  6^/ 
cloth  boards. 

"  Everything  it  pretends  to  be :  built  up  gradually,  it  leads  one  from  a  forest  to  a  treenail,  ar ' 
throws  in,  as  a  niakeweijfht,  a  host  of  material  concerninr  brides,  eolumns,  cisterns,  &c."— <ff«w«  - 
Mechanic,  •  *• 


MINING  AND  MINING  INDUSTRIES. 

Mining  in  the  United  Kingdotn. 

BRITISH  MINING :  A  Treatise  on  the  History,  Discovery,  Practical 
Development,  and  Future  Prospects  of  Metalliferous  Mines  in  the  United  King' 
dom.  By  Robert  Hunt,  F.R.S.,  Keeper  of  Mining  Records;  Editor  of 
"  Ure*8  Dictionary  of  Arts,  Manufactures,  and  Mines, **  &c.  Upwards  of  950 
pp.,  with  230  Illustrations.    Super-royal  8vo,  £s  3s.  cloth. 

Synopsis  of  Contents : 
Book  I.  Historical  sketch  op  British       Book  III.  Practical  Mining.— Chap.  i. 


Discovery  of  Mineral  Lodes  and  the  c5pen- 
ing  of  Mines.— II.  Piactical  Operations  for 
the  Extraction  of  Metalliferous  Ores. — III. 
Ventilation  and  Draiaaee  of  Mines,  &c.— I V. 
Dressing  Metalliferous  Ores:  Preparation  for 
Smelter.— V.  Discovery  and  Extraction  of 
Iron  Ores  from  Veins  and  other  Deposits. 
Book  iv.  The  Future  prospects  of 
British  Mining.  —  Chap.  I.  Summary, 
Examination  of  the  Probable  Exhaustion  of 
Metalliferous  Minerals.— II.  On  the  Limits 
of  the  Metalliferous  Zone.— III.  The  Occur- 
rence of  Ores  at  Great  Depths  or  in  New 
Districts.— IV.  Improvements  and  Economy 
in  Working  British  Mines.— V.  General  Sum- 
mary and  Conclusion— Appendix — Glossary 
of  Terms. 


MINING:— Chap.  I.  Mining  Previous  to  the 
Roman  Invasion. —  II.  Mining  during  the 
Roman  Occupation.  — III.  Mining  to  the 
Kichteenth  Century.— IV.  Mining  for  Tin 
and  Copper  to  the  End  of  the  fiighteenth 
Century.— V.  Mining  for  Lead,  Silver,  &c., 
to  the  End  of  the  E^jfateenth  Century.— VI. 
Gold,  Plumbago^  Iron  Ore,  and  Sunaries  to 
the  End  of  the  Eighteenth  Century 

BOOK  II.  ON  THE  Formation  op  Metal> 
LIPBROUS  DBPOSrrs.— Chap.  I.  The  Rocks 
of  Mining  Districts,  and  the  Distribution  of 
Metalliferous  Deposits.— II.  Mechanics  of 
Mineral  Lodes,  Faults,  Cross  Courses,  &c. — 
III.  The  Laws  relating  to  Mineral  Deposits. 
— IV.  Remarkable  Phenomena  observed  in 
Metalliferous  Ore  Deposits. 

"  One  of  the  most  valuable  works  of  reference  of  modern  times.  Mr.  Hunt;  as  keeper  of  minirg 
records  of  the  United  Kingdom,  has  had  opportunities  for  such  a  task  not  enjoyed  by  anyone  ebe, 
and  has  evidently  made  the  most  of  them.  .  .  .  The  language  and  style  adopted  are  good,  and 
the  treatment  of  the  various  subjects  laborious,  conscientious,  and  scientific."- f/f^Mcvrtn/-. 

"A  mass  of  Information  not  elsewhere  available,  and  of  the  greatest  value  to  those  who  may 
be  interested  in  our  great  mineral  industries." — Engineer. 

"  A  sound,  business-like  collection  of  interesting  facts.  .  .  .  The  amount  of  information 
Mr.  Hunt  has  brought  together  is  enormous.  .  .  .  The  volume  appears  likely  to  convey  more 
Instruction  upon  the  subject  than  any  work  hitherto  published."— Afiniiv'  y?umal. 

"The  work  win  be  for  the  mining  industry  what  Dr.  Percy's  celebrated  treatise  has  been  for  tlie 
metallur^cal— a  book  that  cannot  with  advantage  be  omitted  from  the  library."— /r«ff  and  Coal 
Trades  Review. 

"Probably  no  one  In  this  country  was  better  qualified  than  Mr.  Hunt  for  undertaking  such  a 
work.  Brought  into  frequent  and  close  association  during  a  long  life-time  with  the  principal  guar- 
dians of  our  mineral  and  metallurgical  industries,  he  enjoved  a  position  exceptionally  favourable 
for  collecting  the  necessary  information.  The  use  whidi  he  has  made  of  his  opportunities  is  suffi- 
ciently attested  by  the  dense  mass  of  information  crowded  into  the  handsome  volume  which  has 
iust  Men  published.  ...  In  placing  before  the  reader  a  sketch  of  the  present  position  of 
Iritish  Mining,  Mr.  Hunt  treats  his  subject  so  fuHy  and  illustrates  it  so  amply  that  this  section  really 
forms  a  little  treatise  on  practical  mining.  .  .  .  The  book  is,  u  fact,  a  treasure-house  of  statistical 
information  on  mining  subjects,  and  we  Know  of  no  other  work  embodjring  so  greet  a  mass  of  matter 
of  this  kind.  Were  this  tne  only  merit  of  Mr.  Hunt's  volume  it  would  oe  suflcient  to  render  it 
indispensable  In  the  library  of  everyone  interested  in  the  development  of  the  mining  and  metallur- 
gical industries  of  this  coviDtTy.''^Athenaum. 

"The  literature  of  mining  has  hitherto  possessed  no  work  approaching  in  importance  to  that 
which  has  lust  been  published.  There  is  much  in  Mr.  Hunt's  valuable  work  that  every  sliareholder 
in  a  mine  should  read  with  close  attention.  The  entire  subject  of  practical  mining— from  the  first 
search  for  the  lode  to  the  latest  stages  of  dressing  the  ore— is  dealt  with  in  a  masterly  manner." 
—Academy, 

Coal  and  Iron* 

THE  COAL  AND  IRON  INDUSTRIES  OF  THE  UNITED 
KINGDOM.  Comprising  a  Description  of  the  Coal  Fields,  and  of  the  Princi- 
pal Seams  of  Coal,  with  Returns  of  their  Produce  and  its  Distribution,  and 
Analyses  of  Special  Varieties.  Also  an  Account  of  the  occurrence  of  Iron 
Ores  in  Veins  or  Seams ;  Analyses  of  each  Variety ;  and  a  History  of  the 
Rise  and  Progress  of  Pig  Iron  Manufacture  since  the  year  17410,  exhibiting  the 
Economies  introduced  in  the  Blast  Furnaces  for  its  Production  and  Improve- 
ment. By  Richard  Meade,  Assistant  Keeper  of  Mining  Records.  With 
Maps  of  the  Coal  Fields  and  Ironstone  Deposits  of  the  United  Kingdom. 
8vo,  £1  8s.  cloth. 

"The  book  is  one  which  must  find  a  place  on  the  shelves  of  all  interested  in  ooal  and  iron 
production,  and  in  the  iron,  steel,  and  other  metallurgical  industries."— jE'»^t«««r. 

"  Of  this  book  we  may  unreservedly  say  that  it  is  the  best  of  its  class  which  we  have  ever  met. 
...  A  book  of  reference  which  no  one  engaged  in  tlie  iron  or  coal  trades  should  omit  from  his 
library."— /r<7«  and  Ccal  Trades'  Review. 

"  An  exhaustive  treatise  and  a  valuable  work  of  reference.  .  .  .  The  amount  of  labour  which 
the  preparation  of  the  work  has  involved  must  have  been  taonaoMi." —Mining  yountal. 
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MetaUiferous  Minerals  and  J*««f»»^-  „^_  . ,  _     .  „  „ 

•■  liXr  tJpnu.lc.1  mtoer,nor  UK,  i«^  «adet  Inter«t«l  m  moies.  canba«  .  b«ttr  boot 
but  also  very  interesting  to  the  general  public.  —Jron.  .    .  ^      . 

eii.  k  ItiniroH  cnar«>." — j4tk£tUZUttU 


such  liinued  spAce."— A thgtueum. 


Earthy  Minerals  and  Mining.  „,„^„  .  r  c 

A  TREATISE  ON  EARTHY  AND  OTHER  MINERALS 
AND  MINING,  By  D.  C.  Davies,  F.G.S.  Uniform  with,  and  forming  a 
C^i^anii^  Voinm J  to,  The  same  Author's  "Metalliferous  Minerals  and 
Mining."     With  76  Wood  Engravings.    Crown  8vo,  12s.  6d.  cloth. 

Summary  of  Contents  : 
PART  I.  SiBca-Alumina-Lime-Magnesia         phate  of  Lime    .RUIT  J'f -^^'^"p^T^^^-; 

^lucina-Zirccni*  -Thoria-with   some   of        poun^    °  cSSt  -  Molvffinum  - AiSnony 

^ilSluSftSSS?^  SaTtj^SitJIie^^or^l^        a«^°r-C^^fi'e3flist  of  MineJ 

Borax-Uatyta-Gypsum-Alum  Shale-Phos-        Substances. 

"It is  essentially  a  practical  work,  intended  primarily  fo' jJe^^J^P^^SS  ^n^uii  Uie ssSiJ 
do  not  remember  to  have  met  with  any  English  work  «"l  ^"'Inf,^"^"  ^*  contains  tttcsame 
amount  of  Information  packed  in  equally  convenient  form.  —Acaaemy. 

Underground  Fwmping  Machinery* 

MINE  DRAINAGE,  Being  a  Complete  and  Practic^  Treatise 
on  Direct-Acting  Underground  Steam  Pumping  Machmery,  ^»t}»  »  De«:np- 
tion  of  a  large  number  ofthe  best  known  Eneines,  their  General  Utihty  and 
the  Special  Sphere  of  their  Action,  the  Mode  of  their  AppUcataon.  and 
their  merits  compared  with  other  forms  of  Pumpmg  Machmery.  By  Stephek 
MicHELL.    8vo,  15s,  cloth. 

"WHl  be  highly  esteemed  by  colUcry  owners  and  »«»eewnfaiing  «»gtaM^  and  ^cnts 
generally  who  require  to  be  acquainted  with  the  best  means  of  securing  the  damage  of  mtne^  ^ic 
r.  a  most  valuable  work,  and  stands  ahnost  alone  in  the  Uterature  of  steam  pumping  machmery.  - 
Colliery  Guardian, 

Mining  Tools. 

A  MANUAL  OF  MINING  TOOLS.  For  the  Use  of  Mine 
Managers,  Agents,  Students,  &c.  By  William  Morgans,  Lecturer  on  Prac- 
tical Mining  at  the  Bristol  School  of  Mines.    i2mo,  3s.  cloth  boards. 

ATLAS  OF  ENGRAVINGS  to  Illustrate  the  above,  contain- 
ing 23s  Illustrations  of  Mining  Tools,  drawn  to  scale.    4to,  6s.  cloth  boards. 

"Students  in  the  science  of  mining,  and  overmen,  captains,  managers,  and  viewers  may  gain 
practical  knowledge  and  useful  hints  by  the  study  of  Mr.  Morgans'  manual.  —Colltery  {,H9rtiutn, 

Coal  Mining. 

COAL  AND  COAL  MINING:  A  Rudimentary  Treatise  on.    By 
Warington  W.  Smyth,  M.A.,  F.R.S.,  &c..  Chief  Inspector  of  the  Mines  of 
the  CrowA.    New  Edition,  Revised  and  Corrected.    With  numerous  lUustra- 
tions.    lamo,  4s.  cloth  boards. 
••  As  an  outline  is  given  of  every  known  coal-field  in  this  and  other  countries,  as  well  as  of  the 

principal  methods  of  working,  the  book  will  deubtless  interest  a  very  large  number  of  readers.  — 

Mining-  yourual. 

Mining  Surveying. 

THE  MINERAL  SURVEYOR  AND  VALUER*S  COMPLETE 
GUIDE.  By  William  Lintern,  Mining  and  Civil  Engineer.  With  Four 
Plates  of  Diagrams,  Plans,  &c.    lamo,  45.  cloth  boards. 

»    *  "Contains  much  valuable  information  given  in  a  small  compass  and  which,  as  fiur  as  we  have 

tested  it,  IS  thoroughly  trustworthy."— /row  and  Coal  Trades  Review, 

Subterraneous  Sterveying. 

SUBTERRANEOUS  SURVEYING,  Elementary  and  Practical 
SurVHiSli  ^^^^^  ^^  without  the  Magnetic  Needle.  By  Thomas  Feuwick, 
surveyor  of  Mines,  and  Thomas  Baker,  C.E.    Illustrated,    xamo,  35.  cloth. 


l^AVAL  ARCHlfECtV^E,  ^AVmAtlOM^  etc.  t^ 

NAVAL  ARCHITECTURE,  NAVIGATION,  etc. 
Pocket'BooU  for  Naval  Architects  and  Shipbuilders. 

THE  NAVAL  ARCHITECT'S  AND  SHIPBUILDER'S 
POCKET-BOOK  of  Formula,  Rules,  and  Tables,  and  Marine  Engineer's  and 
Surveyor's  Handy  Book  of  Reference.  By  Clbmbnt  Mackrow,  Member  of  the 
Institution  of  Naval  Architects,  Naval  Draughtsman.  Third  Edition,  Re- 
vised. With  numerous  Diagrams,  &c.  Fcap.,  its.  6<i.  strongly  bound  in 
leather. 

"Should  be  used  by  all  who  are  encfaged  in  the  construction  or  design  of  vessels;  .  .  .  Will 
b"  found  to  contain  the  most  useful  tables  and  formulae  required  by  shipbuilders,  carefully  collected 
from  the  best  authorities,  and  put  together  in  a  popular  and  simple  toim,"—£n£in€ey. 

"  The  professional  shipbuilder  has  now,  in  a  convenient  and  accessible  form^  reliable  data  fol* 
ijolving  many  of  the  numerous  problems  that  present  themselves  in  the  course  of  his  work." — Ireti. 

"There  is  scarcely  a  subject  on  which  a  naval  architect  or  shipbuilder  can  require  to  refresh 
his  memory  which  will  not  be  found  within  the  covers  of  Mr.  lA&daow'shook,''—£fticiisAJtfecJtafiic. 

Pocket-Boolc  for  Marine  Engineers. 

A  POCKET-BOOK  OF  USEFUL  TABLES  AND  FOR- 
MULAE FOR  MARINE  ENGINEERS.  By  Frank  Proctor,  A.I.N.A. 
Third  Edition.    Royal  samo,  leather,  gilt  edges,  with  strap,  45. 

"  We  recommend  it  to  our  readers  as  going  far  to  supply  a  long-felt  vrant."— Naval  Scietice. 
"A  most  useful  companion  to  all  marine  engineers."— 6^it/r(/  iytrvice  Gojiette, 

Qrantham^s  Iron  Shipbuilding. 

ON  IRON  SHIPBUILDING.  With  Practical  Examples  and 
Details.  By  John  Grantham,  M.  Inst.  C.E.,  &c.  Fifth  Edition.  Imp.  4to, 
boards,  enlarged  to  40  Plates,  including  the  latest  Examples.  Together  with 
separate  Text,  also  considerably  enlarged,  izmo,  cloth  limp,  price  £2  2s, 
complete. 

"  Mr.  Grantham's  work  is  of  great  interest.  .  .  .  It  is  also  valuable  as  a  record  of  the  pro- 
gress of  iron  shipbuilding.  ...  It  will,  we  are  confident,  command  an  extensive  circulation 
among  shipbuilders  in  general.  .  .  .  The  text-book  on  which  the  examination  in  iron  ship* 
building  of  candidates  for  promotion  in  the  dockyards  will  be  mainly  based." — Jingifteerinjp. 

Lighthouses. 

EUROPEAN  LIGHTHOUSE  SYSTEMS.  Being  a  Report  of 
a  Tour  of  Inspection  made  in  1873.  By  Major  George  H.  Elliot,  Corps  of 
Engineers,  U.S.A.  Illustrated  by  51  Engravings  and  31  Woodcuts.  8vo, 
215.  cloth. 

Navigation  (Practical),  with  Tables. 

PRACTICAL  NA  VIGATION.  Consisting  of  the  Sailor's  Sea- 
Book,  by  James  Greenwood  and  W.  H.  Rosser  ;  together  with  the  requisite 
Mathematical  and  Nautical  Tables  for  the  Working  of  the  Problems,  by 
Henry  Law,  C.E.,  and  Professor  J.  R.  Young.  Illustrated.  lamo,  7s. 
strongly  half-bound. 

Storms. 

STORMS :  Their  Nature,  Classificationy  and  Laws;  with  the  Means 
of  Predicting  them  by  their  Embodiments,  the  Clouds.  By  William 
Blasius.  With  Coloured  Plates  and  numerous  Wood  Engravings.  Crown 
Svo,  105.  6d.  cloth. 

"A  very  readable  book.  .  .  .  The  fresh  facts  contained  in  its  pages,  collected  with 
evident  care,  form  a  useful  repository  to  meteorologists  in  the  study  of  atmospherical  disturbances 
.  .  .  The  book  will  repay  perusal  as  being  the  production  of  one  who  gives  evidence  of  acute 
observation."— A'tt^Kr*.  , 

The  following  boohs  on  Naval  Architecture,  etc.,  are  published  in  Weale's 

MASTING,  MAST-MAKING,  AND  RIGGING  OF  SHIPS.    By 
Robert  Kipping,  N.A.    Fourteerith  Edition.    i2mo,  25.  6d.  cloth  boards. 

SAILS  AND  SAIL-MAKING.     Tenth   Edition,  Enlarged,  with 
an  Appendix.  By  Robert  Kipping,  N.A.  Illustrated,  izmo,  35.  cloth  board?, 

NAVAL  ARCHITECTURE.    By  James  Peake.   Fourth  Edition, 
with  Plates  and  Diagrams.    i2mo,  45.  cloth  boards. 
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Electriciti/. 

A  MANUAL  OP  ELECTRICITY:  Including  Galvanism,  Mag- 
tutism,  Dia-MagnetisM,  Electro-Dynamics,  MagnO'Elfctricity,  and  the  Electric 
Telegraph,  By  Hbnrt  M.  Noad,  Ph.D.,  F.R.S.,  F.C.S.  Fourth  Edition. 
Witn  500  Woodcuts.    8to,  £x  45.  cloth.  , 

"  The  Bcarants  given  of  doctridty  and  galvaiusm  an  not  onljr  completa  in  a  sdentific  sense, 
but,  which  is  a  rarer  thing;  axe  popular  and  tDXensXxa.%.''— Lancet, 

**  Among  the  numerous  writers  on  the  attractire  and  fascinating  subject  of  electricity,  the 
author  of  tiie  present  vohuno  has  occupied  our  best  attention.  It  is  worthy  of  a  place  in  the 
libfary  of  every  pid>iic  institution,  and  we  have  no  doubt  it  wHl  be  desenredly  patronised  by  the 
scientific  coaaiaxdtf.''—Mi*tinjr  journal. 

Text  Book  of  Electricity. 

THE  STUDENTS  TEXT-BOOK  OF  ELECTRICITY.  By 
Hbmrt  M.  Noad,  Ph.D.,  F.R.S.,  F.C.S.  New  Edition,  carefully  Revised. 
With  an  Introduction  and  Additional  Cl^apters,  by  W.  H.  Prebcb,  M.I.C.E., 
Vice-President  of  the  Society  of  Telegraph  Engineers,  &c.  With  470  Illustra- 
tions.   Crown  8vo,  tu.  6d.  cloth. 

"TbM  original  plan  of  this  book  has  been  carefully  adhered  to  so  as  to  make  it  a  reflex  of  the 
existiiw  state  of  electrical  science,  adapted  for  students.  .  .  .  Discovery  seems  to  have  pro* 
}rressed  with  marvellous  strides ;  nevertheless  it  has  now  apparently  ceased,  and  practical  applica- 
ttons  have  commenced  their  career :  and  it  is  to  give  a  faithful  account  of  these  that  this  fresh 
edition  of  Dr.  Noad's  valuable  text-book  is  launched  {otOx.''—Extrtutyrom  Introduction  by  IV.  H. 
Preece,  Etq, 

"We  can  recommend  Dr.  Noad's  book  for  clear  style,  great  rapge  of  subject;  a  good  index, 
rfnd  a  plethora  of  woodcuts.    Such  collections  as  the  pre3ent  are  indi^Mnsable.'^— ^/Aemrwm. 

"An  admirable  text-bo(dc  for  every  student— beginner  or  advanced— of  electrictty."— 
Engineering, 

"A  most  elaborate  compQatioa  of  the  facts  of  electricity  and  magnetism.**— /^^wZsr  5c^xre 
Review, 

"  Dr.  Noad's  text>book  has  earned  for  itself  the  reputation  of  a  truly  scientific  manual  for  the 
student  of  dectricity,  and  we  gladly  hail  thb  new  amended  edition,  which  brings  it  once  more  to 
the  front.  Mr.  Preece  as  reviser,  with  the  assistance  of  Mr.  H.  R.  Kempe  and  Mr.  I.  P.  Edwards, 
has  added  aO  the  practical  results  of  recent  invention  and  research  to  the  admirable  theoretical 
expositions  of  the  author,  so  that  the  book  is  about  as  complete  and  advanced  as  it  is  possible  for 
anj  book  to  be  witUn  the  limits  of  a  text-book."— 7V/<r^ra/At<:  youmal. 

Dr.  Lardner's  School  Handbooks. 

NATURAL  PHILOSOPHY  FOB  SCHOOLS.  By  Dr.  Lardner. 

328  lUustrations.    Sixth  Edition.    One  Vol.,  35.  6d,  cloth. 

**  A  very  convenient  class-book  for  junior  students  in  private  schools.  It  is  intended  to  con>-ey. 
in  dear  aod  precise  tenns,  general  notions  of  all  the  principal  divisions  of  Physical  Science. "— 
British  Quarterly  Review, 

ANIMAL  PHYSIOLOGY  FOR  SCHOOLS.    By  Dr.  Lardner. 
With  190  Illustrations.    Second  Edition.    One  Vol.,  3s.  6d,  cloth. 
"Clearly  written,  well  arranged,  and  exceDently  Olustrated."— Can^/^r'j  Chronicle, 

JDr.  Lardner'8  Electric  Telegraph. 

THE   ELECTRIC  TELEGRAPH.    By  Dr.   Lardnbr.     New 
Edition.    Revised  and  Re-written  by  £.  B.  Bright,  F.R.A.S.    140  Illustra- 
tions.   Small  8vo,  as.  ed,  cloth. 
"  One  of  the  most  readable  books  extant  on  the  Electric  Telegraph."— i^f^'^^A  MKhanic, 

Field  Fortification. 

A  TREATISE  ON  FIELD  FORTIFICATION,  THE  ATTACK 
OF  FORTRESSES,  MILITARY  MINING,  AND  RECONNOITRING.  Bv 
Colonel  I.  S.  Macaulay,  late  Professor  of  Fortification  in  the  R.M.A.,  Wool- 
wich. Sixth  Edition,  crown  8vo,  cloth,  with  separate  Atlas  of  za  Plates,  las. 
complete. 

Xdffhtning. 


THE  ACTION  OF  LIGHTNING,  and  the  Means  of  Defending 
Life  and  Property  from  its  Effects.  By  Major  A.  Parnell,  R,E.  lamo.  7s.  6d. 
clotn.  ' 

i.-  !15S!2!i^?°*"  **"  *???*"  *"  original  work  on  a  scientific  subject  of  unusual  interest  •  and  he 
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Oeology  and  Genesis, 

THE   TWIN  RECORDS  OF  CREATION;    or,  Geology   and 

Genesis :  their  Perfect  Harmony  and    Wonderful  Concord.    Bv  Gborgb  W. 

VicTOR  LB  Vaux.    Numerous  Illustrations,    reap.  8vo,  5s.  cloth. 

"  A  raloable  contrtbiition  to  the  evidences  of  revdhtion,  and  disposes  very  conclusively  of  the 
arsruments  of  those  who  would  set  God's  Works  against  Goa's  Word.  No  real  difficulty  is  shirked, 
and  no  sophistry  is  left  unexposed."— rAr  XocJk. 

"  The  remarkable  peculiarity  of  this  author  is  that  he  combines  an  unbounded  admiration  of 
science  with  an  unbounded  admiration  of  the  Written  Record.  The  tuo  impulses  are  balanced  to  a 
nicety ;  and  the  consequence  is  that  difficulties  which  to  minds  less  evenly  poised  would  be  serious 
find  immediate  solutions  of  the  happiest  )dadi."—LafuloH  Revitw, 

The  Blowpipe. 

THE  BLOWPIPE  IN  CHEMISTRY,  MINERALOGY,  AND 
GEOLOGY.  Containing  all  known  Methods  of  Anhydrous  Analysis,  many 
Working  Examples,  and  Instructions  for  Making  Apparatus.  By  Lieut.- 
Colonel  W.  A.  Ross,  R.A.,  F.G.S.  With  zao  Illustrations.  Crown  8vo, 
3s.  &I.  cloth. 

Contents : 

CHAP.  I.  Manu&cture  of  Blowlnflr  Apparatus.  pl^te  Reactions  of  Metals  and  Alloys.— IX.  On 
II.  Construction  of  Pyrolocical  Camps.— III.  ryrologfical  Mineralogy  and  a  New  Specific 
Supports  and  Aoparatus.— IV.  On  Auxiliary  Gravitometer.— X.  Inner  Caldumpyroborate 
Apparatus.— V.  On  the  Structure  and  Manage-  Balls,  "Chemical  Water."  &c.— XI.  Rationale 
meat  of  IMocones.— VI.  On  Pyrolosfical  Re-  of  Outer  and  Inner  Bail  Formation  in  Boric 
agents.— VII.  On  Reagents  and  Simple  Mineral  Acid  before  the  Blowpipe.  —  XII.  Frieberg 
Analyses.— VIII.  First  Operations :  Aluminium-       Qualitative  Examples. 

"The  student  "Who  goes  conscientiously  through  the  course  of  experimentadcm  here  laid  down 
will  gain  a  better  insight  into  inorganic  chemistry  and  mhieralogy  than  if  he  had  'got  up'  any  of 
the  b^  text-books  of  the  day,  and  passed  any  number  of  examinations  in  their  contents.' —CArmi'. 
cat  News'. 

The  Military  Sciences. 

AIDE-MEMOIRE  TO  THE  MILITARY  SCIENCES.  Framed 
from  Contributions  of  Officers  and  others  connected  with  the  different  Ser- 
vices. Originally  edited  by  a  Committee  of  the  Corps  of  Royal  Engineers. 
Second  Edition,  most  carefully  revised  b:^  an  Officer  of  the  Corps,  witn  many 
Additions;  containing  nearly  350  Engravmgs  and  many  hundred  Woodcuts. 
Three  Vols.,  royal  8vo,  extra  cloth  boards,  and  lettered,  £4  xos. 

"A  compendious  encyclopaedia  of  military  knowledge^  to  which  we  are  greatly  ladebtied."— 
tdinbureh  Review. 

"The  most  comprehensive  work  of  reference  to  the  military  and  collateral  sciences.' —fWM» 
teer  Service  Gasette. 

Astronomy. 

ASTRONOMY,  By  the  late  Rev.  Robert  Main,  M.A.,  F.R.S., 
formerly  Radcliffe  Observer  at  Oxford.  Third  Edition,  Revised  and  Cor- 
rected to  the  present  time, by  William  Thynnb  Lynn,  B.A.,  F.R.A.S.,  formerly 
of  the  Royal  Observatory,  Greenwich.  i2mo,  8s.  cloth  limp. 
"  A  sound  and  simple  treatise^  very  carefully  edited,  and  a  capital  book  for  l>eg{nners.''— /Tiiow* 
ledge. 

"The  present  edition  seems  to  have  been  carefuOyand  accurately  brought  down  to  the  require- 
ments of  the  present  time  by  Mr.  'Lyna."—EditaUional  Times. 

Geology. 


Earth  at  each  successive  epoch,  especial  reference  being  made  to  the  British 
Series  of  Rocks.  By  Ralph  Tate,  A.L.S.,  F.G.S.,  &c.,  &c.  With  over  250 
Illustrations.    lamo,  5s.  cloth  boards. 

"  The  fiUness  of  the  matter  has  elevated  the  book  into  a  aoanual.    Its  information  is  exhaustive 
and  well  arranged."— ^Aotf/  Board  Chronicle. 

Conchology. 

MANUAL  OF  THE  MOLLUSC  A  :  A  Treatise  on  Recent  and 
FossU  Shells.  By  Dr.  S.  P.  Woodward,  A.L.S.  With  Appendix  by  Ralph 
Tate,  A.L.S.,  F.G.S.  With  numerous  Plates  and  300  Woodcuts.  Handsomely 
l>oun4  in  cloth  boards,  75.  6d. 

^'J^  most  viiluable  storehouse  qf  cpncl^ologiq^I  ^ad  geological  information."— /fonf«^c/rV 
Sfieriff  Gossip, 
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Dr.  LARDNER'S  HANDBOOKS  of  NATURAL  PHILOSOPHY. 

*»•  Th«  following  five  volumes^  though  each  is  complete  in  itself,  and  to  be  pur- 
chased separately,  form  A  Complete  Course  of  Natural  Philosophy.  The 
style  is  studiously  popular.  It  has  been  the  author's  aim  to  supply  Manuals  for  the 
Student,  the  Engineer,  the  Artisan,  and  the  superior  classes  in  Schools. 

THE  HANDBOOK  OF  MECHANICS.  Enlarged  and  almost  re- 
written by  Benjamin  Loewv,  F.R.A.S.  With  378  Illustrations.  Post  8vo, 
6s.  cloth. 

"  The  perspicaity  of  the  original  has  been  retained,  and  chapters  which  had  become  obsolete 
have  been  replaced  by  others  of  more  modem  character.  The  explanations  throug-hout  are 
studiously  popular,  and  care  has  been  taken  to  show  the  application  of  the  various  branches  of 
|A'i)sics  to  the  industrial  arts,  and  to  the  practical  business  of  hie." — Mining-  youmaL 

"Mr.  Loewy  has  carefully  revised  the  book,  and  brought  it  up  to  modem  requirements. ' — 
Nature. 

"  Natural  philosophy  has  had  few  exponents  more  able  or  better  skilled  in  the  art  of  popu* 
Lnrising  the  subject  than  Dr.  Lardner ;  and  Mr.  Loewy  is  doing'  good  service  in  fitting  this  treatise 
nnd  the  others  of  the  scries,  for  use  at  the  present  tixae."—Scp/sma». 

THE  HANDBOOK  OF  HYDROSTATICS  AND  PNEUMATICS. 
New  Edition,  Revised  and  Enlarged  by  Benjamin  Loewy,  F.R.A.S,  With 
236  Illustrations.    Post  Bvo,  5s.  cloth. 

"For  those  'who  desire  to  attain  an  accurate  knowledge  of  physical  science  without  the  pro* 
found  methods  of  mathematical  investigation,'  this  work  is  not  merely  intended,  but  well  adapted.' 
— Cfumical  News. 

"  The  volume  before  us  has  been  carefully  edited,  augmented  to  ncar'y  twice  the  bulk  of  the 
former  edition,  and  all  the  most  recent  matter  has  been  added.  .  .  .  It  lis  a  valuable  text-book." 
— Nature. 

"  Candidates  for  pass  examinations  will  find  it,  we  think,  specially  suited  to  their  requhrements.' 
I:nglisk  Mechanic. 

THE  HANDBOOK  OF  HEAT.     Edited  and  almost  entirely  re 

written  by  Benjamin  Loewy,  F.R.A.S.,  &c.    117  Illustrations.    Post  Svo,  6s. 

cloth. 

"The  style  is  always  clear  and  precise,  and  conveys  instmctlon  without  leaving  any  cloudiness 
or  lurking  doubts  behind." — Eitgineeri7ig. 

"A  most  exhaustive  book  on  ihe  subject  on  which  it  treats,  and  is  so  arranged  that  it  can  be 

understood  by  b.11  who  desire  to  attain  an  accurate  knowledge  of  physical  science Mr, 

Loewy  has  included  all  the  latest  discoveries  in  the  varied  laws  and  effects  of  heat." — Standard. 

"  A  complete  and  handy  text-book  for  the  use  of  students  and  general  readers."— £'«w>;fJk 
Mechanic. 

THE  HANDBOOK  OF  OPTICS.  ByDioNYSius  Lardner,D.C.L., 
formerly  Professor  of  Natural  Philosophy  and  Astronomy  in  University 
College,  London.  New  Edition.  Edited  by  T.  Olver  Harding,  B.A.  Lond., 
of  University  College,  London.  With  298  Illustrations.  Small  8vo,  448 
pages,  5s.  cloth. 

"Written  by  one  of  the  ablest  English  scientific  writers,  beautifully  and  elaborately  illustrated." 
^Mechanics'  Magazine. 

THE  HANDBOOK  OF  ELECTRICITY,  MAGNETISM,  AND 
ACOUSTICS.  Bv  Dr.  Lardner.  New  Edition.  Edited  by  George  Carey 
Foster,  B.A.,  F.C  S.    With  400  Illustrations.    Small  Svo,  5s.  cloth. 

"The  book  could  not  have  been  entrusted  to  anyone  better  calculated  to  preserve  the  terse  and 
lucid  style  of  Lardner,  while  correcting  his  errors  and  bringing  up  his  work  to  the  present  state  of 
cientinc  knowledge." — Popular  Science  Review. 

Dr,  Lardner^s  Handbook  of  Astronomy. 

THE  HANDBOOK  OF  ASTRONOMY.  Forming  a  Companion 
to  the  "  Handbook  of  Natural  Philosophy.''  By  Dionysius  Lardner,  D.C.L., 
formerly  Profesior  of  Natural  Philosophy  and  Astronomy  in  University 
College,  London.  Fourth  Edition.  Revised  and  Edited  by  Edwin  Dunkin 
F.R.A.S.,  Royal  Observatory,  Greenwich.  With  38  Plates  and  upwards  of 
loo  Woodcuts.  In  One  Vol.,  small  8vo,  550  pages,  gs.  6d.  cloth. 
"  Probably  no  other  book  contains  the  same  amount  of  information  in  so  compendious  and  well. 

arranged  a  form— certainly  none  at  the  price  at  which  this  is  offered  to  the  public' —At Aeu^em. 
"We  can  do  no  other  than  pronounce  this  work  a  most  valuable  manual  <Jf  astronomy,  and  we 

strongly  recommend  it  toaU  who  wish  to  acquire  a  general— but  at  the  same  timecorrect—acaua'nt. 

ance  with  this  sublime  acionca:'— Quarterly  yournal  of  Science. 

"One  of  the  most  deservedly  popular  books  on  the  subject  .  .  .  We  would  recommend  not 
only  the  student  of  the  elementary  principles  of  the  science,  but  he  who  aims  at  mastering  thl 
lusher  and  mathematical  branches  of  astronomy,  not  to  be  without  this  work  beside  him."— y^ra'?? 
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DR.  LARDNER'S  MUSEUM  OF  SCIENCE  AND  ART. 

THE  MUSEUM  OP  SCIENCE  AND  ART,  Edited  by 
DioNYsius  Lardner»  D.C.Lm  formerly  Professor  of  Natural  Philosophy  and 
AstroDomv  in  University  College,  London.  With  upwards  of  1,200  Engrav- 
ings on  Wood.  In  6  Double  Volumes,  £1  rs.,  in  a  new  and  elegant  cloth  bind- 
ing ;  or  handsomely  bound  in  half«morocco,  3x5. 6d, 


Contents : 


motive  —  Thennometer  —  New  Planets:  Le- 
verrier  and  Adams's  Planet^MaKnitude  and 
M iauteness-^^onuDon  TUngs:  The  Almanack 
—Optical  Inuu»B»->How  to  observe  the  Heavens 
—  Couvmoa  Things :  The  Looldng-elass — 
Stellar  Universe---The  Tldes-^Colour— Com* 
mon  Thlnes:  Man— Magnifying  Glasses— In- 
stinct and  TntelU£enc»— The  Sour  Microscope 
—The  Camera  Uidda— The  Magic  Lantern  — 
The  Camera  Obscura—The  Microscope— The 
White  Ants :  Their  Manners  and  Habits— The 
Surface  of  the  Earth,  or  First  Notions  of 
Geography- Science  and  Poetry— The  Bee- 
Steam  Navi^tion— Electro-Motive  Power  — 
Thunder,  Lightning,  and  the  Aurora  BorcalLs 
—The  Printing  Press— The  Q-ust  of  the  EartJi 
—Comets— The  Stereoscope— The  Pre-Ada- 
mite  Earth— Eclipses— Sound. 


The  Planets :  Are  th6y  Inhabited  Worlds  f— 
Weather  Prognostics  —  Popular  Fallacies  hi 
Questions  of  PhysicBl  Science->Latitudes  and 
Longitudes  —  Lunar  Influences  —  Meteoric 
Stones  and  ShootingStars— Railway  Accidents 
—Light— Common  Things :  Air— Locomotion 
in  the  United  States— Cometary  Influences- 
Common  Things :  Water— The  Potter's  Art- 
Common  Thinn:  Fire  —  Locomotion  and 
Transport,  their  Influence  and  Progress— The 
Moon— Common  Things:  The  Earth— The 
Electric  Telegraph  —  Terrestrial  Heat  — The 
San— Earthquakes  and  Volcanoes— Barometer, 
Safety  Lamp,  and  Whitworth's  Micrometric 
Apparatus— Steam— The  Steam  Engine— The 
Eye  — The  Atmosphere  —  Time  —  Common 
Things :  Pumps— Common  Things :  Spectacles, 
the  Kaleidoscope  —  Clocks  and  Watches  — 
Microscopic  Drawing  and  Engraving— Loco- 

opinions  of  the  Press, 

"  This  series,  besides  affording  popular  but  sound  instmction  on  scientific  subjects,  with  which 
the  humblest  man  in  the  country  ought  to  be  acquainted,  also  undertakes  that  teaching  of  '  Com- 
mon Things '  which  every  well-wisher  of  his  kind  is  anxious  to  nrompte.  Many  thousand  copies  of 
this  serviceable  publication  have  been  printed,  in  the  belief  and  hope  that  the  desire  for  instruction 
and  improvement  widely  prevails  ;  and  we  have  no  fear  that  such  enlightened  faith  will  meet  with 
tiisappointment."— 7't/n^x. 

"  A  cheap  and  interesting  publ'catioix  alike  informing  and  attractive.  The  papers  combine 
subjects  of  miportance  and  great  scientific  knowledge,  considerable  inductive  powers,  and  a 
popular  style  of  treatment.''-^^cto/:0r. 

"The  'Museum of  Science  and  Art'  is  the  most  valuable  contribution  that  has  ever  been 
made  to  the  Scientific  Instruction  of  every  class  of  society."— Shr  DAVID  BREWSTER,  in  the 
Aorf/t  British  Review. 

"  Whether  we  consider  the  liberality  and  beauty  of  the  illustrations,  the  charm  of  the  writing, 
or  the  durable  interest  of  the  matter,  we  must  express  our  belief  that  there  is  hardly  to  be  found 
among  the  new  books  one  that  would  be  welcomed  by  people  of  so  many  ages  and  classes  as  a 
valuable  ptesent."-^£xaminer. 

*»*  Separate  books  formed  from  the  above,  suitable  for  Workmen* s  Libraries^ 

Science  Classes^  &c. 

Common  Things  Explained,  Containing  Air,  Earth,  Fire,  Water,  Time, 
Man,  the  Eye,  Locomoiion,  Colour,  Clocks  and  Watches,  &c.  233  Illus- 
trations, cloth  gilt,  5s. 

The  Mieroseope,  Containing  Optical  Images,  Magnifying  Glasses,  Origin 
and  Description  of  the  Microscooe,  Microscopic  Objects,  the  Solar  Micro- 
scope, Microscopic  Drawing  ana  Engraving,  &€•  147  Illustrations,  cloth 
gilt,  M. 

Popular  Geology*  Containing  Earthquakes  and  Volcanoes,  the  Crust  of 
the  Earth,  &c.    201  Illustrations,  cloth  gilt,  2s.  6</. 

Popular  Thysiea,  Containing  Magnitude  and  Minuteness,  the  Atmo- 
sphere, Meteoric  Stones,  Popular  Fallacies,  Weather  Prognostics,  the 
Tnermometer,  the  Barometer,  Sound,  &c.  85  Illustrations,  cloth  gilt,  25.  6</. 

Steatn  and  its  Usee,  Including  the  Steam  Engine,  the  LoQomotive,  and 
Steam  Navigation.    89  Illustrations,  cloth  gilt,  25. 

PoptUaf  Astronomy,  Containing  How  to  observe  the  Heavens — The 
Earth,  Sun,  Moon,  Planets,  Light,  Comets,  Eclipses,  Astronomical  Influ- 
ences, &c.    182  Illustrations,  45.  6d. 

The  Bee  and  White  Ants  :  Their  Manners  and  Habits.  With  Illustra- 
tions of  Animal  Instinct  and  Intelligence.    135  Illastrations,  cloth  gilt,  25. 

The  Electric  Telegraph  Popularised,  To  render  intelligible  to  all  who 
can  Read,  irrespective  of  any  previous  Scientific  Acquirements,  the  various 
forms  of  Telegraphy  in  Actual  Operation.  100  Illustrations,  cloth  gilt, 
IS,  W. 
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MATHEMATICS,  OEOMETBT,  TABLES,  etc. 

JPracHcal  Mathenuttics. 

MATHEMATICS  FOR  PRACTICAL  MEN.  Beiiig  a  Com- 
moD-idace  Book  of  Pore  and  Mixed  Matbematscs.  Designed  chiefly  foe  the 
Uie  of  CiTil  £ii|;iiieen,  Architects,  and  Sonreyora.  Part  I.  Puss  ICathk- 
MATica :  comprising  Arithmetic  Alcebra,  Geometrr,  Mensuration,  Trigono- 
metry, Conic  Sections,  Propertiet  ot  Cures.  Part  II.  Mixed  Mathkmatics: 
comprising  Mechanics  in  genoral  Statics,  Dynamics,  Hydrostatics,  Hydro- 
dynamics, Pneumatics,  Mectumical  Acents,  Strength  of  Materials.  With  an 
Appendix  of  copioos  Logarithmic  and  other  Tables.  By  Olimthds  Gkkg- 
OKY,  LL.D.,  F.K.A.S.,  Enlarged  by  Hemxt  Law,  C.E.  4th  Edition,  care- 
fully Revised  by  J.  R.  Youmg,  formerly  Prafiessor  of  Mathematics,  Belfast 
College.    With  13  Plates,  8yo,  £i  m.  doth. 

"The  cngliiecr  or  architect  wfll  hen  find  reedy  to  his  hand  tales  for  «Mm^  nearfy  eveiy 
mathemadcaTdifEctilty  tliat  may  arise  in  his  pcKtioe.  The  rales  ate  in  all  cases  egplained  \tf 
meant  of  examplei;  in  wliicb  every  step  of  tlie  process  is  dearly  wodced  oatT—BmiUer. 

"One  of  tlie  most  serviceable  boolcB  for  piacdcal  merlianics.  .  .  .  Professor  Yootv  has 
modernised  the  netalioa  throughout  introdnceo  a  few  paracraphs  here  and  there,  and  corrected 
the  atunerous  tvpoffraphical  errors  whidi  had  escapedtfae  eyes  of  the  former  Editor.  The  book 
is  now  u  complete  as  it  is  possible  to  make  it.  It  Is  an  instnictive  book  for  the  student,  and  e 
'I'ezt-book  for  him  who,  tiartng  onpe  mastered  the  subjects  it  treats  o^  needs  occasionally  ta 
refresh  bis  memory  upon  ^btaC'—BMiUinf  Ntws, 

"As  a  standard  woik  on  mifhematica  It  liaa  not  been  esoeOed."— ufrM«a«. 


Metrical  Units  and  Systems,  etc. 

MODERN  METROLOGY:  A  Manual  of  the  Metrical  Units 
and  Systems  0/  the  Present  Century.  With  an  Appendix  containing  a xnroposed 
English  System.  By  Lowis  D'A.  Jacksoh,  A.M.  Inst.  C.E.,  Author  of  **  Aid 
to  Surrey  Practice,"  &c.    Large  crown  8vo,  12s.  6d.  cloth. 

"  The  author  lias  brought  together  much  valuable  and  interesting  infennatioB.  ...  The 
main  object  of  the  wofk  appears  to  be  the  discassion  of  a  remedy  for  the  evils  of  the  complex 
systems  of  weights  and  measures  which  are  unfortunatdy  stUl  in  use  in  this  country.  To  provide 
huch  a  remedy  Is  a  serious  task,  and  one  weU  wortlqr  of  the  attention  of  a  great  statcsnian  such  as 
Mr.  Gladstone,  to  whom  the  work  is  inscribed.  .  .  .  We  cannot  but  recommend  the  work  to  the 
cnosideration  of  all  interested  in  the  practical  reform  of  our  weights  and  measures.*— sMcAwv. 

"  For  the  huge  collection  of  measures  brought  tot^ether,  the  author  supplies  the  French 
scientific  equivalent^  in  terms  of  the  metrical  system.  He  also  gives  throughout  a  double  set  of 
MngUsh  equivalent^  the  first  of  which  he  calls  the  'Commercial  Measures.' and  the  second  the 
'  Scientific  Value.'  .  .  .  There  is  no  doubt  as  to  the  great  amount  of  labour  that  must  have  been 
devoted  to  the  calculation ;  and  the  Juxtaposition  of  the  two  values  afibrds  an  easy  means  of  check- 
ing the  work  by  comparisoo."— ^//MWtfMm. 

"  For  exhaustive  tables  of  equivalent  weigfats  and  measures  of  all  sorts,  and  for  dear  demonstra- 
tioMoftheeflEBCts  of  the  various  fystems  uat  have  been  proposed  or  adopted,  Mr.  Jackson's 
treatise  is  without  a  jAytX."— Academy, 

The  Metric  System. 

A  SERIES  OF  METRIC  TABLES,  in  which  the  British  Stand- 
ard  Measures  and  Weights  are  compared  with  those  of  the  Metric  System  at  present 
in  Use  on  the  Continent.  By  C.  n.  Dowlino,  C.E.  Second  Edition,  Revised 
and  Enlarged.    8vo,  los.  6a.  strongly  bound. 

"  Their  accuracy  has  been  certified  by  Professor  Airy,  the  Astronomer-RoyaL"— ^«^Zi/«r. 

"  Mr.  DowUng's  Tables,  which  are  weU  put  together,  come  Just  in  time  as  a  ready-reckoner  tot 
the  conversion  ofone  system  into  the  oihtrr^-jitheHoum 

Geometry  for  the  Architect,  Engineer,  etc. 

PRACTICAL  GEOMETRY,  for  the  ArchiUet,  Engineer  and 
Mechanic.  Giving  Rules  for  the  Delineation  and  Application  of  various 
Geometrical  Lines,  Figiires  and  Carves.  Bv  E.  W.  Tarn,  M.A.,  Architect, 
Author  of  "The  Science  of  Building,"  ftc.  Second  Edition.  With  Appen- 
dices on  Diagrams  ot  Strains  and  Isometrical  Projection.  With  172  Illus- 
trations, demy  8vo,  95.  cloth. 

.  '\^/i  ^^  ^*^  ^^  """^  objects  hi  view  has  ever  been  published  in  which  the  deamess  of  the 
rules  laid  down  and  the  ilhistrative  diagrams  have  been  so  satisfiurtory."— sSoa/'rmaw. 

I  1  "  J*^J*  '  manual  for  the  practical  man,  whether  architect,  engineer,  or  mechanic.  .  .  .  The 
object  of  the  author  bcmg  to  avoid  all  abstruse  formulie  or  compUcated  methods,  and  to  enable 
^Tf^i»7c  '  moderate  knowledge  of  geometryto  w«f If  oqttfie  problems  required. "-^/i^/ij J 
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Comprehensive  Weight  Calculator* 

THE  WEIGHT  CALCULATOR,  BeiDg  a  Series  of  Tables 
upon  a  New  and  Comprehensive  Plan,  exhibiting  at  One  Reference  the  exact 
Value  of  any  Weight  from  x  lb.  to  15  tons,  at  300  Progressive  Rates,  from  id. 
to  1685.  per  cwt.,  and  containing  186,000  Direct  Answers,  which,  with  their 
Combinations,  consisting  of  a  smgle  addition  (mostly  to  be  performed  at 
sight),  will  afford  an  aggregate  of  10,266,000  Answers ;  the  whole  being  calcu- 
lated and  designed  to  ensure  correctness  and  promote  despatch.  By  Henry 
Harben,  Accountant,  Sheffield,  Author  of  "The  Discount  Guide.''^  An  en- 
tirely  New  Edition,  carefully  revised.    Royal  8vo,  strongly  half-bound,  £1  55. 

"A  practical  and  useful  work  of  reference  for  men  of  business  generally;  it  is  the  best  of  the 
Isind  we  nave  seen.  We  have  frequently  been  asked  if  such  a  work  as  this  could  be  obtaine<^  and 
therefore  refer  to  It  with  ^Vwsxan,— Ironmonger. 

"Of  priceless ralue  to  business  men.    Its  accuracy  and  completeness  have  secured  fbr  It  * 
eputation  which  renders  it  quite  unneccssaiy  for  us  to  say  one  word  in  its  praise.    It  is  a  necessary 
book  in  all  mercantile  offices."— 5A^«/i^  InJeftndent, 

"An  enormous  amount  of  labour  must  have  been  bestowed  upon  the  preparation  of  the  tables 
but  the  result  is  a  series  which  gives  the  answers  sought  more  readily  than  any  of  its  predecessors. 
Mtmine  youmal. 

Comprehensive  Discount  Guide* 

THE  DISCOUNT  GUIDE.  ComprisiDg  several  Series  of 
Tables  for  the  use  of  Merchants,  ManufacturerSj  Ironmongers,  and  others, 
by^  which  may  be  ascertained  the  exact  Profit  arising  from  any  mode  of  using 
Discounts,  either  in  the  Purchase  or  Sale  of  Goods,  and  the  method  of  either 
Altering  a  Rate  of  Discount  or  Advancing  a  Price,  so  as  to  produce,  by  one 
operation,  a  sum  that  will  realise  any  required  profit  after  allowing  one  or 
more  Discounts :  to  which  are  added  Tables  of  Profit  or  Advance  from  i\  to 
90  per  cent,  Tables  of  Discount  from  i\  to  9SI  per  cent.,  and  Tables  of  Com- 
mission, &c..  from  ^  to  10  per  cent.  By  Henry  Harben,  Accountant,  Author 
of  "  The  Weight  Calculator."  New  Edition,  carefully  Revised  and  Corrected. 
Demy  8vo,  544  pp.  half-bound,  £1  55. 

' '  All  these  tables  are  well  arranged  and  clearly  printed ;  and  the  collection  will  be  found  of  great 
value  in  those  businesses  for  which  the  book  has  been  especi^y  compOed."— JSM^'»Mr»i»^. 

"  A  book  such  as  this  can  only  be  appreciated  by  business  men,  to  whom  the  saving  of  time 
means  saving  of  money.  We  have  the  nigh  authority  of  Professor  T.  R.  Young  that  the  tables 
throughout  the  work  are  constructed  upon  strictly  accurate  principles.  The  work  is  a  model  of 
typographical  clearness,  and  must  prove  .of  great  value  to  merchants,  manufacturers,  and  general 
traders.*— jffWrtjA  Trade  journal. 

"  Much  time  and  labour  will  be  saved  by  the  use  of  this  book— even  to  the  most  expert  arith- 
•netician.  The  great  practical  utility  of  the  '  Discount  Guide '  will  no  doubt  make  it  a  standard 
work  of  reference."— i.o«</tf»  Commercial  Record. 

Iron  and  Metal  Trades^  Calculator, 

THE  IRON  AND  METAL  TRADES'  COMPANION.     Being 

a  Calculator,  containing  a  Series  of  Tables  upon  a  New  and  Comprehensive 

Plan,  for  expeditiously  ascertaining  the  Value  of  any  Goods  bought  or  sold 

by  Weight,  from  15.  per  cwt.  to  1125.  per  cwt.,  and  from  one  farthing  per 

pound  to  one  shilling  per  pound.     Eacn  Table  extends  from  one  pound  to 

100  tons.  To  which  are  appended  Rules  on  Decimals,  Square  and  Cube  Root, 

Mensuration  of  Superficies  and  Solids,  &c. ;   also  Tables  of  Weights  of 

Materials,  and  other  Useful  Memoranda.    By  Thomas  Dowmis.    Strongly 

bound  in  leather,  396  pp.,  95. 

"  A  most  uselid  set  of  tables^  and  will  supply  a  want,  for  nothing  like  them  before  existed." — 
Building  News. 

"  Will  save  the  possessor  the  trouble  of  making  numerous  intricate  calculations.  Althoug-h 
specially  adapted  to  tiie  iron  and  metal  trades,  the  tables  contained  in  this  handy  Uttle  companion 
wi'l  be  found  useful  in  every  other  business  in  which  merchandise  is  bought  and  sold  by  weight." — 
Railway  News. 

Practical  Geometry, 

THE    GEOMETRY  OF   COMPASSES;  or,  Problems  Resolved 

by  the  mere  Description  0/  Circles  and  the  use  of  Coloured  Diagrams  and 

Symbols.    By  Oliver  Byrne.    Coloured  Plates.    Crown  8vo,  3$.  6d.  cloth. 

"  A  very  useful  work,  which  will  be  vahied  by  all  who  are  pursuing  the  useful  and  fascinating 
study  of  geometry."— /r<?«. 

"The  treatise  is  a  good  one,  and  remarkable— like  all  Mr.  Byrne's  contributions  to  the  science 
of  geometry— for  the  lucid  character  of  its  tea.chisie  "—Bttilding  News. 

"  The  problems  in  this  useful  book  are  cleverly  worked  out  by  beautifully  coloured  and  uncoloured 
diagrams.    It  will  no  4oubt  be  extensively  circulate^*     We  highly  recomnicnd  it,"— Cafftbridgf 
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INDUSTRIAL  AND  USEFUL  ARTS. 


Soap^making* 

THE  ART  OF  SOAP-MAKING :  A  Practical  Handbook  of  the 
Manufacture  of  Hard  and  Soft  Soaps,  Toilet  Soaps,  &c.  Indading  many  New 
Processes,  and  a  Chapter  on  the  Recovery  of  Glycerine  from  Waste  Leys. 
By  Alexander  Watt,  Author  of  '*  £lectro*MetaImrgy  Practically  Treated," 
&o.    With  numerous  Illustrations.    Crown  8vo,  9s.  cloth. 

"The  work  will  prove  very  aseflil.  not  merely  to  the  technological  student;  bat  to  the  practical 
soapboiler  who  wishes  to  understasd  the  theory  of  his  tist,"— Chemical  Nears. 

"  It  is  really  an  excellent  example  of  a  technical  manual,  entering,  as  it  does,  thoroughly  and 
richanstiTely  both  mto  the  theory  and  practice  of  soap  manufacture.  The  book  is  well  and  honestly 
cluiie,  and  oesenres  the  considerable  arculation  with  which  it  will  doubtless  meet." — KnowUd£e. 

"Mr.  Watt's  book  is  a  thorouehljr  practical  treatise  on  an  art  which  has  almost  no  literature  in 
nur  language.  We  congratulate  the  author  on  the  success  of  his  endeavour  to  fill  a  void  in  English 
te  hoical  hterature."— Aa/i/rr. 

".  .  .  .  Clearly  aad  concisely  written,  and  appears  to  be  comprehensiTe  and  compIete."~> 
J:  njri/ieeriu^. 

Leather  Manufacture* 

THE  ART  OF  LEATHER  MANUFACTURE.  Being  a 
Practical  Handbook,  in  which  the  Operations  of  Tanning,  Currying,  and 
Leather  Dressing  are  fully  Described,  and  the  Principles  of  Tanning  Ex* 
plained,  and  many  Recent  Processes  introduced;  as  also  Methods  for  the 
Estimation  of  Tannin,  and  a  Description  of  the  Arts  of  Glue  Boiling,  Gut 
Dressing,  &c.  By  Alexander  Watt,  Author  of  "  Soap-Making."  **  Electro- 
Metallurgy,"  &c.    With  numerous  Illustrations.    Crown  9vo,  las.  td.  cloth« 

[Just  published. 

"Every  item  of  use  and  intei«st  to  the  leather  trade  has  been  touched  npon,  and  the  descriL 
tions  and  explanations  of  the  various  processes  are  exhaustively  given." — Tanners^  and  Currier^ 
yaurttal, 

"  A  most  lucid  and  readable  book  upon  difficult  and  intricate  subjects.  Every  known  process  of 
tanning,  from  the  most  primitive  to  the  most  recent,  is  fully  and  accurately  dasacxhcd.— Scottish 
Leather  Trader. 

Boot  and  Shoe  Making* 

THE  ART  OF  BOOT  AND  SHOE^MAKING.     A  Practical 

Handbook,  including  Measurement,  Last-Fitting,  Cutting-Out,  Closing  and 

Making,  with  a  Description  of  the  most  approved  Machinery  employed. 

By  John  B.  Lbno,  late  Editor  of  St.  Crispin,  and  The  Boot  and  Shoe-Maker. 
Wii  —  -  -  -    .  -„     .      


^ith  numerous  Illustrations.    Crown  8vo,  55.  cloth.  {.J^^t  published. 

"  A  very  complete  account  of  the  art  and  sciMice  of  bootmaking,  which  includes  all  that  need 
lie  said  about  leathers  and  other  materials,  as  well  as  about  hand-tools  and  the  various  machines 
that  have  latterly  been  introduced  to  supplement  or  supersede  the  old-fashioned  handiwork."— 
Il'eekly  DispaUh. 

Dentistry, 

MECHANICAL  DENTISTRY :  A  Practical  Treatise  on  the 
Construction  of  the  various  kinds  of  Artificial  Dentures.  Comprising  also  Use- 
ful Formulae,  Tables  and  Receipts  for  Gold  Plate.  Clasps,  Solders,  &c.  &c. 
By  Charles  Hunter.  Second  Edition,  Revisea.  With  upwards  of  100 
Wood  Engravings.  Crown  8vo,  7s.  6d.  cloth. 
"The  work  is  very  practical." — Mottthly  Review  <if  Dentai Surgery. 


"  An  authoritative  treatise.    .    .    .    We  can  strongly  recommend  Mr.  Hunter's  treatise  to  all 
kts  preparing  for  the  profession  of  dentistry,  as  well  a 
y.iurnalof  AtedUat  Science. 


s'udents  preparing  for  the  profession  of  dentistry,  as  well  as  to  every  mechanical  dentist." — Dublin 


"  A  work  in  a  concise  form  that  few  could  read  without  gaining  information  from." — British 
yjumal  of  Dental  Science. 

"The  best  book  on  the  subject  with  which  we  are  acquainted."— J/e^/u-a/  Press  and  Circular. 

Brewing, 

A   HANDBOOK  FOR    YOUNG  BREWERS.      By  Herbert 

Edwards  Wright,  B.A.    Crown  8vo,  35.  6d.  cloth. 

"  This  little  volume,  containing  such  a  large  amount  of  good  sense  in  so  small  a  compass,  ought 
to  recommend  itself  to  every  brewery  pupil,  and  many  who  have  passed  that  stn^c.  -^Brnvm' 
Onardian. 

"The  book  b  very  clearly  written,  and  the  author  has  successfully  brought  his  scientific  know- 
ledge to  bear  upon  the  various  processes  and  details  of  brewing.  To  the  young  student  of  brewing 
tlie  reading  of  such  a  book  as  this  is  calculated  to  do  good,  for  it  will  lead  him  to  inquire  qot  only 
what  is  to  DC  done,  but  why  it  should  be  done  "—Brewer,  * 
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Electroplating,  etc* 

ELECTROPLATING  :  A  Practical  Handbook.    By  J.  W.  Urqu- 

HART,  C.E.    With  numerous  Illustrations.    Crown  8vo,  55.  cloth. 

"The  Tolume  Is  without  a  riral  in  its  particular  sphei*,  and  the  lucid  stvle  in  which  it  is  written 

but  slight,  if  any,  know< 

_  _  Its  sciewce 

is  sound  and  th0  style  is  ihmyk  'd%&r.''—MAfturum. 

JElectrotypinff,  etc* 

ELECTROTYPING  :  Tke  Reproduction  and  Multiplication  of  Print- 
ing Surfaces  and  Works  of  Art  by  the  Electro-deposition  of  Metals.  By  J.  W. 
Urquhart,  C.E.    Crown  8vo,  5s.  cloth. 

"The  book  is  so  thoroughly  practical  that  it  assumes  to  start  with  an  entire  ienorance  on  the 
reader's  part  of  electricity.  He  Is,  therefore,  conducted  through  its  leading  laws,  then  throui.'h  thu 
metals  used  by  electrotypers,  the  apparatus,  and  the  depositing  processes,  up  to  the  final  prepara. 
tloB  of  the  work."— yf  r^  yournal. 

"In  this  work  the  author  enters  systematically  and  thoroughly  into  every  department  of  the 
process,  in  the  style  of  one  who  combines  theory  with  practice.  We  can  recommend  this  treatiscv 
n«>t  merely  to  amateurs,  but  to  those  actually  engaged  m  the  trade."— C/t^wtar/  A'eifs. 

Electric  lAghting. 

ELECTRIC  LIGHT :  Its  Production  and  Use.  Embodying  Plain 
Directions  for  the  Treatment  of  Voltaic  Batteries,  Electric  Lamps,  and 
Dynamo-Electric  Machines.  By  J.  W.  Urquhart,  C.E.,  Author  of  "  Electro- 
platins:  A  Practical  Handbook.^'  Edited  by  F.  C.  Webb,  M.I.C.E.,  M.S.T.E. 
Second  Edition,  revised,  with  large  Additions  and  zsS  lUusts.    75. 6d.  cloth. 

"  The  book  is  by  far  the  beat  that  we  have  yet  met  with  on  the  sab^tcf—jlehenteum. 

"  It  is  the  only  work  at  present  available  which  gives,  in  language  intelligible  for  the  most  part 
to  the  ordinary  reader,  a  general  but  concise  history  of  the  means  which  have  been  adopted  up  to 
the  present  time  in  producing  the  electric  light.  ...  A  chapter  on  the  comparative  cost  of  the 
electric  light  and  gais  cotitains  much  valuable  and  interesting  information." — Metropolitan. 

"  The  book  contains  a  general  account  of  the  means  adopted  in  producing  the  electric  light,  not 
only  as  obtained  from  voltaic  or  galvanic  batteries,  but  treats  at  length  of  the  dynamo- electric 
machine  in  several  of  its  forms.  ...  An  important  addition  to  the  literature  of  the  electric 
light.    Students  of  the  subject  should  not  fail  to  read  it."^Co/liery  Guardiatt. 

ElectrO'Met€Uhirgy. 

ELECTRO-METALLURGY ;  Practically  TreaUd.  By  Alexander 
Watt,  F.R.S.S.A.  Eighth  Edition,  Revised,  with  Additional  Matter  and 
Illustrations,  including  the  most  recent  Processes,  zamo,  35. 6d.  cloth  boards. 

"From  this  book  both  amateur  and  artisan  may  learn  everything  necessary  for  the  successful 
prosecution  of  electroplating."— /roM. 

"A  practical  treatise  for  the  use  of  those  who  desire  to  work  ia  the  art  of  electro-deposition  as 
a  business."— f/i^/t^rA  Afechanic. 

SUversmiths'  Work. 

THE  SILVERSMITHS  HANDBOOK.  Containing  full  In- 
structions  for  the  Alloying  and  Working  of  Silver,  including  the  different 
modes  of  Refining  and  Melting  the  Metal,  its  Solders,  the  Preparation  of  Imi- 
tation Alloys,  Methods  of  Manipulation,  Prevention  of  Waste,  Instructions 
for  Improving  and  Finishing  the  Surface  of  the  Work,  together  with  other 
useful  Information  and  Memoranda.  By  Georob  E.  Gbb,  Jeweller,  &c. 
Second  Edition,  Revised,  with  numerous  Illustrations,  xamo,  3s.  6d.  cloth 
boards.  [Just  published. 

"The  chief  merit  of  the  work  Is  its  practical  character.  .  .  The  workers  in  the  trade  will 
speedily  discover  its  merits  when  they  sit  down  to  study  it."— English  Afechanic. 

"This  work  forms  a  valuable  sequel  to  the  author's  'Goldsmith's  Handbook,'  and  supplies  a 
want  lonjr  felt  in  the  silver  tnde."— Silversmiths'  Trade  yotimai. 

GoldsnUtha^  Work* 

THE  GOLDSMITHS  HANDBOOK.  Containing  full  Instruc- 
tions in  the  Art  of  Alloying,  Melting,  Reducing,  Colouring,  Collecting  and 
Refining.  The  ijrocesses  of  Manipulation,  Recovery  of  Waste,  Chemical  and 
Physical  Properties  of  Gold,  with  a  New  System  of  Mixing  its  Alloys ;  Solders, 
Enamels,  and  other  useful  Rules  and  Recipes,  &c.  By  George  £.  Gee. 
Second  Edition,  considerably  enlarged,    ismo,  35.  6d.  cloth  boards. 

"A  good,  sound,  technical  educator,  and  wUI  be  generally  accepted  as  an  authority.  It  gives 
full  particulars  for  mizinfif  alloys  and  enamels,  is  essentially  a  book  for  the  workshop,  and  exactly 
fulfils  the  purpose  intended."— //i^r^/c^p^a/  yournal, 

"The  best  work  yet  printed  on  its  sumect  for  a  reasonable  price.  We  have  no  doubt  that  it 
will  sipedily  become  a  standard  book  whicn  few  will  care  to  be  without."— y^trZ/rr  and  Metal* 
HforHer.  ' 
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CHEMICAL  MANUFACTURES  &  COMMERCE. 


AUcali  Trade,  Manufacture  of  Sulphuric  Acid,  etc. 

A  MANUAL  OF  THE  ALKALI  TRADE,  including  the 
Manofactare  of  Sulphuric  Acid,  Sulphate  of  Soda,  and  Bleaching  Powder. 
By  ToHN  LouAS,  Alkali  Manufacturer,  Newcastle-upon-Tyne  and  London, 
witn  332  Illustrations  and  Working  Drawings,  and  containing  386  pages  of 
Text.    Super-royal  8vo,  £i  zas.  6d.  cloth. 

*•*  This  work  provides  (z)  a  Complete  Handbook  for  intending  Alkali  and 
Sulphuric  Acid  Manu£su:turers,  and  for  those  already  in  the  field  who  desire  to 
improve  their  plant,  or  to  become  practically  acquainted  with  the  latest  processes 
and  developments  of  the  trade :  (2)  a  Hanay  Volume  which  Manufacturers  can 
put  Into  the  hands  of  their  Managers  and  Foremen  as  a  useful  guide  in  their  daily 
rounds  of  duty. 

Synopsis  of  Contents : 

Chap.  I.  Oiofce  of  She  and  General  Flan  of  Finishinfir. — X.  Soda  Cnrstab.  — XI.  Refined 

Works.— 11.  Sulphuric  Add.— III.  Recovery  of  AlkaU.— XII.  Caustic  Soda.— XIII.  Bl-carbon- 

the  Nitroeen  Compounds,  and  Treatment  of  ate  of  Soda.— XIV.  Bleaching  Powder.— XV. 

Small  Pyrites.— IV.  The  Salt  Cake  Process.—  Utilisation  of  Tank  Waste.— XVI.  General  Re- 

V.  Legislation  upon  the  Noxious  Vapours  Ques-  marks— Four  Apoendices  treating'  of  Yields, 

tion.— VI.   The  HargreaTes'  and  Jones'  Pro-  Sulphuric  Acid  C!airulationt,  Anemometers,  and 

cesses.— VII.  The  BaUing  Process.- VI 1 1.  LLxi-  Foreien  Legisbition  upon  the  Noxious  Vapoon 

viation  and  Salting  Down.— IX.  Carbonating  or  Quesuon. 

"  The  author  has  given  the  fullest,  most  practical,  and,  to  all  concerned  in  the  alkali  trade,  most 
valuable  mass  of  information  that;  to  our  knowledge,  has  been  published  in  any  language."— isM- 
gineer, 

"  This  beok  is  written  by  a  manu&cturer  for  manufiicturers.  The  working  details  of  the  most 
approved  forms  of  apparatus  are  given,  and  these  are  accompanied  by  no  less  than  93a  wood  en- 
gravings, all  of  which  may  be  used  for  the  purposes  of  construction.  Every  step  in  the  manufac 
turo  is  very  fully  described  in  this  manual,  and  each  improvement  explained.  Everything  iprtuch 
tends  to  introduce  economy  into  the  technical  details  of  tnis  trade  receives  the  fullest  attentioo."— 

"  The  author  is  not  one  of  those  dever  compilers  who,  on  short  notice,  will '  read  up '  any  conceiv. 
able  subject,  but  a  practical  man  in  the  best  sense  of  the  word.  We  find  here  not  merely  a  sound 
ancl  luminous  explanation  of  the  chemical  principles  of  the  trade,  but  a  notice  of  numerous  matters 
Hhich  have  a  most  important  bearing  on  the  successful  conduct  of  alkali  works,  but  which  are 
generally  overlooked  by  even  the  most  experienced  technological  authors."— CA^i/cilc-a/  Review, 

Coinmercial  Chemical  Analysis, 

THE  COMMERCIAL  HANDBOOK  OF  CHEMICAL  AN- 
ALYSIS; or,  Practical  Instructions  for  the  determination  of  the  Intrinsic  or 
Commercial  Value  of  Substances  used  in  Manufactures,  in  Trades,  and  in  the 
Arts.  By  A.  Normandy,  Author  of  "Practical  Introduction  to  Rose's  Che- 
mistry," and  Editor  of  Rose's  "Treatise  on  Chemical  Analysis.*'  New 
Edition,  Enlarged  and  to  a  great  extent  re-written,  by  Hbnry  M.  Noad, 
Ph.D.,  F.R.S.    With  numerous  Illustrations.    Crown  8vo,  zas.  6d.  cloth. 

"We  recommend  this  book  to  the  careful  perusal  of  everyone  ;  it  may  be  truly  affirmed  to  be 
of  universal  interest,  and  we  strongly  recommend  it  to  our  readers  as  aguide^  alike  lndi^>en8able  to 
the  housewife  as  to  the  pharmaceutical  practitioner." — Medical  Times. 

"  Essential  to  the  analvsts  appointed  imder  the  new  Act.  The  most  recent  results  are  given, 
and  the  work  is  well  edited  and  carefully  written." — Nature, 

Dpe-Wares  and  Colours. 

THE  MANUAL  OF  COLOURS  AND  DYE^WARES :  Their 
Properties^  Applications^  Valuation,  Imburities^  and  Sophistications.  For  the 
use  of  Dyers,  Printers,  Drysalters,  Brokers,  &c.  By  J.  W.  Slatsr.  Second 
Edition,  Revised  and  greatly  Enlarged.    Crown  8vo,  75.  6d.  cloth. 

*^*  This  book  contains  a  description  of  about  Six  Hundred  Colours,  Chemi- 
cals, and  Drugs  used  in  the  Tinctorial  Arts,  and  their  Sources,  Applications,  and 
possible  Impurities. 

"A  complete  encyclopaedia  of  the  nuUeria  tinctoria.  The  information  given  respecting  each 
article  is  full  and  precise,  and  the  methods  of  determining  the  value  of  articles  such  as  these,  so 
liable  to  sophistication,  are  given  with  clearness,  and  are  practical  as  well  as  valuable."— CArmif/ 
and  Druggist. 

,"  Practical  dyers,  &c.,  will  welcome  the  work  in  its  improved  form.  There  is  no  other  work  in 
the  language  which  covere  precisely  Uie  same  ground.  To  technological  students  preuarinff  for 
C?fan«i]ati9ns  hi  djrem^  and  printing  it  will  prov9  e??ceedingly  useful."— CAw^^A^OW.  *^"^  *** 
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AQRICULTURE,  LAND  MANAGEMENT,  etc. 


Youatt  and  Bum^s  Complete  Orazier. 

THE  COMPLETE  GRAZIER,  and  FARMER'S  and  CATTLE- 
BREEDER'S  ASSISTANT,  A  Compendium  of  Husbandry;  especially  in 
the  departments  connected  with  the  Breeding,  Rearing,  Feeding,  and  General 
Management  of  Stock ;  the  Management  of  the  Dairy,  &c.  With  Directions 
for  the  Culture  and  Management  of  Grass  Land,  of  Grain  and  Root  Crops, 
the  Arrangement  of  Farm  OfGices,  the  use  of  Implements  and  Machines,  and 
on  Draining,  Irrigation,  Warping,  &c. ;  and  the  Application  and  Relative 
Value  of  Manures.  By  William  Youatt,  Esq.,  V.S.  Twelfth  Edition,  very 
considerably  enlarged  and  brought  up  to  the  present  requirements  of  Agri- 
cultural Practice  by  Robert  ScoTt  Burn,  Author  of  "  Outlines  of  Modern 
Farming,"  "Landed  Estates  Management,"  "Farm  Management,"  "The 
Lessons  of  My  Farm,"  &c.  One  large  8vo  Volume,  860  pp.,  with  244  Illustra- 
tions, £1  15.  half-bound. 
"  The  standard  and  text-book  with  tlie  fanner  and  gxzxiex."—FartHers'  MagaxiHe, 

"A  treatise  which  will  remain  a  standard  work  on  the  subject  as  long  as  British  ain^icttlture 
endures."— Afar^  Lane  Express  (First  Notice). 

"  The  book  deals  with  all  departments  of  agriculture,  and  contains  an  immense  amount  of 
valuable  information.  It  is,  in  fact,  an  encyclopaedia  of  ag^riculture  put  into  readable  form,  and  it 
is  the  only  work  equally  comprehensive  broug^ht  down  to  present  date.  It  is  excellentl:i|r  printed  on 
thick  paper,  and  stron&rly  bound,  and  deserves  a  place  in  the  library  of  ever}'  asricuiturist."— A/ar/b 
Lane  Express  (Second  Notice). 

"  Of  great  value  to  the  farmer,  more  especially  to  the  young  cattle  breeder  and  feeder.  .  .  . 
This  esteemed  work  is  w^  worthy  of  a  place  in  the  libraries  of  agriculturists." — North  British 
Agriculturist. 

"A  valuable  repertory  of  intelligence  for  all  who  make  agriculture  a  pursuit,  and  especially  for 
those  who  aim  at  keeping  pace  with  the  improvements  of  the  age.  .  .  .  The  new  matter  is  of 
so  valuable  a  nature  tnat  the  volume  is  now  almost  entitled  to  be  considered  as  a  distinct  work. ' — 
Bell 's  Messengtr, 

Modem  Farming. 

OUTLINES  OF  MODERN  FARMING.  By  R.  Scott  Burn. 
Soils,  Manures,  and  Crops — Farming  and  Farming  Economy — Cattle,  Sheep, 
and  Hoi^ses— Management  of  the  Dairy,  Pigs  and  Poultry — Utilisation  of 
Town-Sewage,  Irrigation,  &c.  Sixth  Edition.  In  One  Vol.,  1,250  pp.,  half- 
bound,  profusely  Illustrated,  12s. 

"The  aim  of  the  author  has  been  to  make  his  work  at  once  comprehensive  and  trustworthy, 
and  in  this  aim  he  has  succeeded  to  a  degree  which  entitles  him  to  much  cxedit."—Af<>rttiftg- 
Advertiser. 

"Eminently  calculated  to  enlighten  the  agricultural  community  on  the  varied  subjects  of 
which  it  treats,  and  hence  it  should  find  a  place  in  every  farmer's  library."— Ci(y  Press. 
"  No  farmer  should  be  without  this  hook."— Bandury  Guardian. 

Agricultural  Engineering. 

THE  COMPLETE  TEXT -BOOK  OF  FARM  ENGINEERING, 
Comprising  Practical  Treatises  on  Draining  and  Embanking ;  Irrigation  and 
Water  Supply;  Farm  Roads,  Fences,  and  Gates;  Farm  Buildings,  Barn 
Implements,  and  Machines ;  Field  Implements  and  Machines ;  and  Agricul- 
tural Surveying,  Levellinc;,  &c.  By  Prof.  John  Scott,  Editor  of  the 
Farmers'  Gazette,  late  Professor  of  Agriculture  and  Rural  Economy  at  the 
Royal  Agricultural  College,  Cirencester,  &c.,  &c.  In  One  Vol.,  1,150  paees, 
win  600  Illustrations,  I25.  half-bound.  [Just  published. 

"A  copy  of  this  work  should  be  treasured  up  in  every  library  where  theowner  thereof  is  in 
any  way  connected  with  land." — Farm  and  Home. 

"  Written  with  great  care,  as  well  as  with  knowledge  and  ability.  The  author  has  done  his 
work  well ;  we  have  found  him  'a  very  trustworthy  guide  wherever  we  have  tested  his  statements. 
The  volume  will  be  of  great  value  to  agricultural  students,  and  we  have  much  pleasure  in  recoin- 
n  tending  it." — Mark  Lane  Express. 

"For  a  young  agriculturist  we  know  of  no  handy  volume  so  likely  to  be  more  usefully  studied.' 
—Beirs  Weekly  Messenger. 

Amateur  Farming. 

THE  LESSONS  OF  MY  FARM:  A  Book  for  Amateur  Agri- 
culturists.  Being  an  Introduction  to  Farm  Practice,  By  Robert  Scott 
Burn.    With  numerous  Illustrations. 

[A  New  and  Enlarged  Edition  in  preparation. 
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A  Text^Book  of  JEnglish  AffrictUtarek 

THE   FIELDS  OF  GREAT   BRITAIN:    A  Text-Book    dl 

AKricalttire,  adapted  to  the  Syllabus  of  the  Science  and  Art  Department. 

For  Elementary  and  Advanced  Students.    By  Hooh  Clements  (Board  dt 

Trade).    i8mo,  25. 6d.  cloth. 

*  A  most  comprehensiTe  rokitue,  givinf;  a  mass  of  mfoivaa.tion,''—A£ricuUuraI  Ecoitomist. 
'     *'  It  is  a  long^  time  since  we  have  seen  a  book  which  has  pleased  us  mote,  o^  which  contaiitf 
such  a  vast  and  usefiil  fund  of  knowtedge."-— ifaV/ot^u^ta/  Times. 

Agricultural  Data. 

NOTE  BOOK  of  AGRICULTURAL  FACTS  and  FIGURES^ 
for  Farmers  and  Farm  Students.  By  Primrose  McConnell,  Fellow  of  the 
Highland  and  Agricultural  Society;  late  Professor  of  Agriculture*  Glasgow 
Veterinary  College.    Royal  32mo  oblong,  leather,  with  strap,  4s. 

"It  is  fun  of  very  valuable  information.  Farmers'  sons  and  other  youths  who  wish  to  become 
fanners  at  home  or  abroad,  might,  even  before  their  school  education  is  completed,  become  familiar 
with  the  &cts  and  figures  furnished  in  this  interesting  and  valuable  little  hooV?'— Aberdeen  Free 
Press, 

Hudson's  Land  Valu4^r's  Pocket-Booh. 

THE  LAND  VALUER'S  BEST  ASSISTANT:  Being  Tables 
on  a  venr  much  Improved  Plan,  for  Calculating  the  Valu6  of  Estates.  With 
Tables  for  reducing  Scotch,  Irish,  and  Provincial  Custom^y  Acres  to  Statute 
Measure,  &c.  By  R.  Hudson,  C.E.  New  Edition.  Royal  32mo,  leather,  gilt 
edges,  elastic  band,  45. 

"  This  new  edition  includes  tables  for  ascertaining  the  vahie  of  teases  for  any  term  of  years ; 
and  for  showing  how  to  lay  out  plots  of  ground  of  certain  acres  hi  forms,  square,  round,  &c..  with 
valuable  rules  for  ascertaming  the  probable  worth  of  standing  timber  to  any  amount ;  and  is  of 
incalculable  value  to  the  country  gentleman  and  professional  xaaii."-'Farm€rs  yoitrnal. 

ExvarVs  Land  Improver's  Bocket-Booic, 

THE  LAND  IMPROVER'S  POCKET-BOOK  OF  FORMULA, 
TABLES  and  MEMORANDA  required  in  any  CompiOation  relating  to  the 
Permanent  Improvement  of  Landed  Property,  By  John  Ewart,  Land  Survejjor 
and  Agricultural  Engineer.  Royal  32mo,  oblong,  leatlier,  gilt  edges,  with 
elastic  Dand,  45. 
"  A  compendious  and  handy  little  vfAome.*'— Spectator. 

Complete  Agricultural  Surveyor's  Bocket-Book. 

THE  LAND  VALUER'S  AND  LAND  IMPROVER'S  COM- 
PLETE  POCKET-BOOK.  Consisting  of  the  above  Two  Works  bound  to- 
gether.   Leather,  gilt  edges,  with  strap,  ys,  6d. 

**  We  consider  Hudson's  book  to  be  the  best  ready-reckoner  on  matters  relating  to  the  valua- 
t'on  of  land  and  crops  we  have  ever  seen,  and  its  combination  with  Mr.  iEwait's  work  greatly 
tMihances  the  value  and  usefulness  of  the  latter-mentioned.  .  .  .  It  is  most  useful  as  a  manual 
for  reference."— A'tfr/Zt  qf  England  Farmer. 

Potato  Culture. 

POTATOES :  How  to  Grow  and  Show  them,   A  Practical  Guide  to 

the  Cultivation  and  General  Treatment  of  the  Potato.     By  James  Pink. 

With  Illustrations.    Second  Edition.    Crown  8vo,  as.  cloth. 

"A  well-written  little  volume.  The  author  gives  good  practical  instructions  under  both 
divisions  of  his  s\ibject."—j4grtcuituraiGajtette. 


GARDENING,  FLORICULTURE,  etc. 


\- 


Early  Fruits,  Flowers  and  Vegetables.    * 

THE  FORCING  GARDEN :  or,  How  to  Grow  Early  Fruits, 
Flowers,  and  Vegetables.  With  Plans,  and  Estimates  for  Building  Glass* 
houses.  Pits  and  Frames.  Containing  also  Original  Plans  for  Double  Glazing, 
a  New  Method  of  Growing  the  Gooseberry  under  Glass,  &c.,  &c.,and  on  Venti- 
lation, Protecting  Vine  Borders,  &c.  With  Illustrations.  By  Samuel  Wood. 
Crown  8vo,  35. 6d.  cloth. 

"  A  good  book,  and  fairly  filb  a  place  that  Was  in  some  degree  vacant.    The  book  is  written 
with  srreat  care,  and  contains  a  great  deal  of  valuable  teaching."— Gardeners'  Magazine. 

le^iT  ^^°<>**'*  ^^  »  aa  original  and  exhaustive  answer  to  the  question  'How  to  Grow  Earlv 
ts,  1-  lowers  and  Vegetables  V  "—Land  and  IVater.  ^ 


I'riii 


GARDENING,  FLORtCULtVkn,  etc.  ji 

Good  Gardening. 

A  PLAIN  GUIDE  TO  GOOD  GARDENING  ;  or.  How  to  Grow 
Vegetables,  Fniits,  and  Flowers.    With  Practical  Notes  on  Soils,  Manures, 
Seeds,  Planting,  Laying-out  of  Gardens  and  Grounds,  &c.    By  S.  Wood. 
With  numerous  Illustrations.    Third  Edition.    Crown  8vo,  55.  cloth. 
*'  A  veiy  Gfood  book,  and  one  to  be  highly  recommended  as  a  practical  guide.    The  practical 

directions  are  excellent."— ^^1^/k?w//i. 

"  May  be  recommended  to  young  gardeners,  cottagers,  and  specially  to  amateurs,  for  the  plain,^ 

simple,  and  trustworthy  information  it  gives  on  common  matters  too  often  neglected." — Gardeners' 

ChronicUt 

Gainful  Gardening. 

MULTUM-IN'PARVO  GARDENING]  or,  How  to  make  One 
Acre  of  Land  produce  £620  a-year  by  the  Cultivation  of  Fruits  and  Vegetables ; 
also,  How  to  Grow  Flowers  in  Three  Glass  Houses,  so  as  to  realise  ^^176  per 
annum  clear  Profit.  By  Samuel  Wood,  Author  of  "  Good  Gardening,"  &c. 
Fourth  Edition,  revised.   With  Wood  Engravings.    Crown  8vo,  2s.  cloth. 

"We  are  bound  to  recommend  it  as  not  only  suited  to  the  case  of  the  amateur  and  gentleman's 
gardener,  but  to  the  market  grower." — Oarcleners'  Aiag'asine. 

"  Of  all  the  practical  guides  to  the  amateur,  as  well  as  being  invaluable  to  most  gardeners,  Mr 
Wood's  book  is  the  most  accurate  and  concise." — HorticuUttral  Record, 

Gardening  for  Ladies. 

THE  LADIES'  MULTUM-IN'PARVO  FLOWER  GARDEN, 
and  Amateur*s  Complete  Guide,  With  Illustrations,  By  Samuel  Wood. 
Crown  8vo,  3s.  6.i.  cloth. 

"  This  volume  contains  a  good  deal  of  soiud,  common-sense  instruction."— -Florist. 
"  Full  of  shrewd  hints  and  useful  instructions,  based  on  a  lifetime  of  experience." — Scoisina/i, "] 

Meceipts  for  Gardeners. 

GARDEN  RECEIPTS.    Edited  by  Charles  W.  Quin.     i2mo, 
15.  6d.  cloth  limp. 
"A  useful  and  handy  book,  containing  a  good  deal  of  valuable  information."— ^M«»<v//m. 

Kitchen  Gardening. 

THE  KITCHEN  A  ND  MA  RKET  GA  RDEN.     By  Contributors 
to  "The  Garden."    Compiled  by  C.  W.  Shaw,  Editor  of  •*  Gardening  Illus- 
trated."   z2mo,  35.  6d.  clotn  boards. 
"  The  most  valuable  compendium  of  kitchen  and  market-garden  work  published."— Far^x^r. 

Cottage  Gardening. 

COTTAGE  GARDENING;  or,  Flowers,  Fruits,  and  Vegetables  for 
Small  Gardens.    By  E.  Hobday.    x2mo,  is.  6d.  cloth  limp. 
"  Definite  instructions  as  to  the  cultivation  of  small  gardens."— Scots»tan. 
"  Contains  much  useful  information  at  a  small  charge." — Glasgow  Herald.  \ 


AUCTIONEERING,  ESTATE  AGENCY,  etc. 
Auctioneer's  Assistant. 

THE  APPRAISER,  A  UCTIONEER,  BROKER,  HOUSE  AND 
ESTA  TE  AGENT  A  ND  VALUER'S  POCKET  ASSISTANT,  for  the  Valua- 
tion for  Purchase,  Sale,  or  Renewal  of  Leases,  Annuities  and  Reversions,  and 
of  property  generally ;  with  Prices  for  Inventories,  &c.  By  John  Wheeler, 
Valuer,  &c.  Fifth  Edition,  Re<written  and  greatly  Extended  by  C.  Norris, 
Surveyor,  Valuer,  &c.    Royal  32mo,  55.  cloth. 

"  A  neat  and  concise  book  of  reference,  containing  an  admirable  and  clearly-arranged  list  of 
prices  for  inventories,  and  a  very  practical  guide  to  determine  the  value  of  furniture.  Sec."— Standard 

"  Cram  full  of  valuable  information  of  practical  value.  It  is  a  trustworthy  and  compendious 
guide  to  all  sorts  of  valuation." — Insurance  Agent. 

Auctioneering. 

AUCTIONEERS :  Their  Duties  and  Liabilities.  By  Robert 
Squibbs,  Auctioneer,    Demy  8to,  ios.  6d,  cloth. 

"  The  position  and  duties  of  auctioneers  are  treated  compendiously  and  clearly."— -Builder. 
"Every  auctioneer  ought  to  possess  a  copy  of  this  excellent  vrork.'*-^/ron»ufftger. 
*'0f  great  vahie  to  the  profession.    ,    .    ,    We  readily  welcome  this  book.'*— if j/ato  Gcr-fr//*. 


J2  tiROSbV  LOCKUrOOD  S'  CO.'S  CATALOGUE. 

*■ 

House  Property. 

HANDBOOK  OF  HOUSE  PROPERTY :  A  Popular  and  Practical 
Guide  to  the  Purchase^  Mortgage,  Tenancy ,  and  Compulsory  Sale  of  Houses  and 
Load,  Bj  E.  L.  Tarbuck,  Architect  and  Surveyor.  Third  Edition,  zzmo, 
3S.  6d,  cloth. 

**  The  advlca  b  thonagUjr  piactlcaL"— X«v  ymmal. 

**  This  is  a  wdl>written  and  thoaghtfbl  work.  We  coimnead  the  work  to  the  carefol  study  of  sB 
piterested  In  quadons  affectiog  houses  and  yasAT—Land  AgenU  Record, 

Inwood^s  Estate  Tables. 

TABLES  FOR  THE  PURCHASING  OF  ESTATES,  Freehold, 
Copyhold,  or  Leasehold;  AHnuitieSfAdvowsons,&e.,  And  for  the  Renewing  oi 
Leases  held  nnder  Cathedral  Churches,  CoUeees,  or  other  Corporate  bodies, 
for  Terms  of  Years  certain,  and  for  Lives  \  also  for  Valuing  Reversionary 
Estates,  Deferred  Annuities,  Next  Presentations,  &c. :  together  with  Smart's 
Five  Tables  of  Compound  Interest,  and  an  Extension  of  the  same  to  Lower 
and  Intermediate  Rates.  By  W.  Imwood.  22nd  Edition,  with  considerable 
Additions,  and  new  and  valuable  Tables  of  Logarithms  for  the  more  Difficult 
Computations  of  the  Interest  of  Mone^,  Discount,  Annuities,  &c.,  by  M.  Fbdor 
Tmoman,  of  the  Soci^t^  Credit  Mobiher  of  Paris.    lamo,  85.  cloth. 

"Those  faiterested  In  the  purchase  and  sale  of  estates^  and  hi  the  adjustment  of  compensation 
cases,  as  well  as  in  transactions  in  annuities,  life  insurance^  &c^  will  find  the  present  edition  of 
eminent  sefvice." — Engineering. 

"  '  Inwood's  Tables '  still  maintain  a  most  enviable  repnitation.  The  new  issue  has  been  enriched 
by  laree  additional  contributions  by  M.  Fedor  Thoman,  whose  careful!]-  arranged  Tables  caimot 
fail  to  be  of  the  utmost  utMty. "—Jiining  yeumtU. 

How  to  Invest. 

HINTS  FOR  INVESTORS:  Being  an  Explanation  of  the  Mode 
,.  of  Transacting  Business  on  the  Stock  Exchange.  To  which  are  added  Com- 
ments on  the  Fluctuations  and  Table  of  Quarterly  Average  prices  of  Consols 
since  1750.  Also  a  Copy  of  the  London  Daily  Stock  and  Share  LisL  By 
Walter  M.  Playford,  Sworn  Broker.    Crown  8vo,  2s.  cloth. 

"A  deaily-wrkten  book,  by  one  who  evidently  knows  the  sort  of  information  which  the 
Is  likely  to  want."— Llt^yd's  News. 

"  An  invaluable  guide  to  investors  and  speculators."— ^tf/ZMnisf. 

A  Complete  Epitome  of  the  Laws  of  this  Counts*!/. 

EVERY  MAN'S  OWN  LAWYER:  A  Handy-book  of  the 
Principles  of  Law  and  Equity.  By  A  Barrister.  Twenty-second  Edition. 
Carefully  revised  and  brought  down  to  the  end  of  the  last  Session,  including 
Summaries  of  the  Latest  Statute  Laws.  With  Notes  and  References  to  the 
Authorities.  Crown  8vo,  price  65.  Sd.  (saved  at  every  consultation),  strongly 
bound  in  cloth. 

Comprising  THE  RIGHTS  AND  WRONGS  OP  INDIVIDUALS— MERCANTILE  AND  COM- 
MERCIAL Law— Criminal  Law— Parish  Law— County  Court  Law— Game  and 
Fishery  Laws— poor  men's  Lawsuits— The  Laws  of  Bankruptcy— Bets  and 
Wagers— CHEQU EG,  bills,  and  Notes— Contracts  and  Agreements— Copyright 

—ELECTIONS  AND  REGISTRATION— INSURANCE— LiBEL  AND  SLANDER— MARRIAGE  AND 
DIVORCE— MERCHANT  SHIPPING  — MORTGAGES— SETTLEMENTS— STOCK  EXCHANGE 
PRACTICE— TRADE   MARKS    AND  PATENTS— TRESPASS— NUISANCES^  &Cr> TRANSFER  OF 

LAND.  &c— WARRANTY— Wills  and  agreements,  &C.  &C 

Also,  Law  for  Landlord  and  Tenant— Master  and  Senrant— Workmen  and  Apprentices — Heirs 
—Devisees  and  Legatees— Husband  and  Wife— Executors  and  Trustees— Guardian  and  Ward- 
Married  Women  and  Infants— Partners  and  Agents— Lender,  Borrower  and  Sureties— Debtor  aiul 
Creditor— Purchaser  and  Vendor— Companies  and  Associations— Friendly  Societies — Cleisvmen— 
Cinirchwardens— Medical  Practitioners,  &c.— Bankers— Fanners — Contractors— Stock  and  Share 
Brokers— Sportsmen— Gamekeepers— Farriers  and  Horse  Dealers— Auctioneers— House  Agents- 
Innkeepers,  &c.— Bakers— Millers,  &c.— Pawnbrokers— Surveyors— Railways  and  Carriers— Con- 
stables— Seamen — Soldiers,  &c.  &c. 

opinions  of  the  Press, 

"  No  Englishman  ought  to  be  withottt  this  book.  .  .  .  Any  person  perfectly  uninformed  on 
legal  matters,  who  may  require  sound  information  on  unknown  law  points;  will,  by  reference  to  this 
book,  acquire  the  necessary  information,  and  thus  on  many  occasions  save  the  expense  and  loss  of 
time  of  a  visit  to  a  Xa-vyex.— Engineer. 

"It  is  a  complete  code  of  English  Law,  written  in  plain  language,  which  all  can  understand.  . 
.  .  .  Should  t>e  in  the  hands  ofevery  business  man,  and  all  who  wish  to  abolish  lawyers'  bills."— 
fTeehfy  Times. 

"A  useful  and  concise  epitome  of  the  law,  compiled  with  considerable  care."— Zaw  itagaxine. 

"What  it  professes  to  be — a  complete  epitome  of  the  laws  of  this  country,  thoroughly  intelli- 
{^ble  to  non-professiooal  readers.  The  book  is  a  handy  oue  to  have  in  readiness  when  some  knotty 
point  requires  ready  solution." — BelCs  Life. 

J.  OODEN  AND  CO.,  PRINTERS,  172,   ST.  JOHN   STREET,  B.C. 
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Kfi  MECHANICAL   ENGINEERING,  &c.             ^^ 

:^^  DETAILS   OF  MACIIISERY.     Comrnsing  Instmc-  fe)ftC 

ifee  ti-ri"f-jth»Ei';'.utioncf  Various  Wcrls  in  Iron.    By  FEisas  f?!?; 

i,^  '-■*"'■"•.  t.E.    3». ;  cUth  t^jorii,  3=.  6d.                                        «,5.' 

SSS  if/yjlIAXICAL  ESGISEKRiyG.     Comprising  Me-  ?#^; 

V?<*^  t-.!lur^-,  CMtin?,  F.^reiEf.  Tt/^ls,  Wcrk-hop  MiKbiiiery-,  the  Sl'^' 
l?Xi-     R- im'EEfe'inc,  i;c.   Ey"F.  Campw,  C-E.   2^.  6-L ;  d-.th  bd;..  3s.  p^ 

,^-^  r///-;  SLIDE  nULE.  asd  how  to  u^e  it:%^' 

,i  V-fi  liv  C.  IIoAUE,  C.E.     2i.  6d. ;  tlotb  boarls,  3a.                            jjf^ 

'-?;'-32  77//;    nOJLELMAKEP.S'  A^SISTAXT,  in  Drawing,  ft!? 

■";JxS  Tomplatin?,   and   Civleulatiog  B  likr  and  Tank  Work.      Br  t-)'^; 

^fV^  JouM  CoLursEY.    It6vi«;dbvD.K.  Clark,  C.E.     2s.             ^f:) 

/"V^  y///;      hOlLEKMAKELVS      READY-EECKOXEE.  Mj£- 

■'*  *J;  ^\'i■''  Fi;.rni.!';»  of  Pra'.-tical  G^vom-^trv  and  TL-mpIaling.    By  «^^t' 

•Tf  A  J""-'- 1"'  '■^>"'-   f-'l't'-'*  by  D.  K.  CLAP.K,  M.Inst-C.E.    Second  id'Y'i 

-'^£1  F.lilion,ri/vi=',d.     i3.,tWhIimp;  5s.,  strongly  hilf-l.jnnd.           f^tff 

rlinT^  STEAM    IJOILEES:  thtir  Constmction  and  JTanage.  ^^ 

y-'i.-fi-  """*■     ]^-'1-Akm-ik'.n-o,  C.E.    llluatrak-d.     la.  Od.                    fJiK^ 

^'^  17//;  Sn-.AM-ESaiSE.     By  Dr.  Labdsee.     Is.  6d.  ^pl 

;^-%  THE  STEJM-EXmXE.the  Mathematical  Theory  of,-??r,5^' 

/T^Iji  <■  \:h  Kill.  -(  .it  l.a'.-lli.  !.nd  F.xaraplt3  for  the  use  of  PratUeal  ffi.>^- 

'i^j'iO  :^r.;IL.    Uy  T.  J!ai.i..i,  C.K.    Illudlmted.    le.  6d.                             P^S 

^§tr^  N/7.M.V   J.V/>    THA'   fSTEAM-EXGIXE,  bcmg    an  ^*-.' 

^^aJ  IM  r,...i.,n'-fMj.  JoiisKrwKn'B  "TrcatisoonStom."    By  D.  If^ 

■fr^Jt  Ki-MAHf;i.iH:i,M.I.C.K.  ThirdEdiUon.   3fl.6d.;  cloth  lis.,  is.  JG.'^ 

'-^■)C£  J,'":iiMllJ'IVE  EXGIXES.    BvG.D.Dempsey.C.E.;  tV^ 

•^^5  ^^i'"  l"ri,"i..Mitir,ail.yD.K.CiAim,M.I.C.E.  Sa.;  d.Wi.,3B.ed.  3W?;. 

-  **  •  ■■'■uMiiTIVK    ENGIXK-DUIVIXG.     A     Practical  iM: 
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